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Accession Number Convention and its Protocol, studying Canada’s 
past adherence to the rights afforded under its 
protection. Also discusses public and 
government opinion on support for a 
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questions of balancing efficiency with procedural 
fairness to claimants. Gives a chronology of 
events since 1969. 
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Le processus de reconnaissance du statut de 
réfugié au sens de la Convention de Genève, tel 
qu'il est énoncé dans la Loi sur l'immigration, 
sert à déterminer si les personnes qui 

Numéro d'ordre revendiquent ce statut y ont effectivement droit 
de la microfiche et peuvent bénéficier de la protection accordée 
aux réfugiés au sens de la Convention. Ce 
processus s’est avéré inadéquat, tant au point de 
vue juridique que pratique. Dans ce bulletin, on 
examine les mécanismes en vigueur 
actuellement et le projet de réforme contenu 
dans la loi C-55 déposé en mai 1987. 
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INTRODUCTION 


Microlog: Canadian Research Index puts all of 
Canada’s hard-to-find government and research 


literature at your fingertips. This monthly indexing, | 


abstracting and document delivery service covers all 


levels of government in Canada, as well as institutions _ 


receiving research grants. Most titles included in 
Microlog are available in either paper or microfiche 
format. Combined with a microfiche collection, the 
Microlog Service is a powerful tool for finding 
Canadian report publications. The unique Microlog 
Accession Number is the key to immediate retrieval 
of any document. 


SCOPE 


Among other documents, Microlog includes research 
papers in physical, natural and social sciences, policy 
papers, important statistics, and annual reports. Every 
effort is made to ensure the currency of the index. For 
instance, documents appearing in the Checklist of 
Canadian Government Publications are delivered by 
Microlog approximately two months after publication 
of the list. 


LANGUAGE POLICY 


Documents issued in English or French are indexed 
and abstracted in the language of publication, while 
bilingual documents are indexed and abstracted in 
both languages. 


SOURCES AND COVERAGE 


Eederal Documents: The Microlog editors review all 
checklists issued by the Canadian Government 
Publishing Centre and order every document relevant 
to the service. Except for serials, maps, pamphlets, 
and manuals, all monographs covered by the Federal 
Depository Plan are included in the index. Also, a 
special effort is made to track down elusive but impor- 
tant titles which do not appear in the lists. 


Microlog offers a special collection of documents 
published by the Federal Government but not issued 
through the Federal Depository Plan. These titles, 
available to subscribers as the Non-Depository Publi- 
cations collection, are indicated in the Titles section 
by a bullet (e). Microlog is also the direct distributing 
agent for many government bodies. 


: Depository arrangements with 


several provincial libraries have been established to . 


ensure that Microlog subscribers receive all publica- 
tions from those provinces. Where no depository 
arrangement exists, all publications lists issued by the 
province are reviewed for acquisitions. 


Municipal Documents: Since these titles are very dif- 

ficult to obtain, the Microlog editors make special 

efforts to include publications from municipal sources. 
ACCESS 


The Index provides access by subject, corporate or 
individual author, and series title. 


The full Microlog file from 1979 to date, consisting of 
almost 50,000 records, is available online through 
Can/OLE. This is an ideal way to locate hard-to-find 
reports which may then be ordered directly online 
through the Can/DOCS service. Contact: Can/OLE 
Client Services, CISTI, Ottawa, Ontario, K1A 0S2. 


FEATURES 
Microlog comprises the following sections: 


1. Titles and abstracts: A full bibliographic citation and 
a descriptive abstract for each title. 


2. Name Index: Access by personal author, corporate 
author, and conference name. 


3. Series Titles: Lists by title and number all reports in 
series in the service; series are available as an ongo- 
ing subscription or retrospective collection. 


4. Subject Index: Descriptors based on Library of 
Congress and Canadiana Subject Headings are as- 
signed to each document. A cross-referencing struc- 
ture assists searchers. 


5. Microfiche collections: Lists contents of each fiche 
collection for quick reference. These collections can 
be used as current awareness lists in broad subject 
areas to notify users of new acquisitions. This section 
is included in the annual cumulation as a separate 
fiched product. 


MICROLOG AND CANADIAN STATISTICS 
INDEX 


Statistical Material: The Canadian Statistics Index 
(CSI) provides further access to statistical material 
contained in Microlog monographs and special or 
annual reports. The CSI identification number has 
been included with the Microlog citation for the con- 
venience of subscribers to the CSI fiche collection. 


Annual Reports: Storage of annual reports in a single 
sequence has been a problem for clients in the past. 
The CSI numbers for annual reports are now listed in 
the bibliographic citation and appear on the 
microfiche header of each report, to make such se- 
quencing possible. 


DOCUMENT DELIVERY 


Institutions may subscribe to complete or partial col- 
lections of the documents in Microlog. Individual 
copies on microfiche or paper reprint may be ordered 
through Micromedia’s Document Delivery Service. 
To order, please contact: 


Micromedia Limited 


165 Hôtel de Ville, Hull, P.Q. J8X 3X2 
(819) 770-9928 


Toll free: 1-800-567-1914 


Fax: (819) 770-9265 
Envoy: PATENTS.MICROMEDIA 


INTRODUCTION 


Microlog: Index de recherche du Canada met à 
votre disposition toutes les publications du 
gouvernement et les travaux de recherche difficiles à 
se procurer. Combiné aux collections sur 
microfiches, le service Microlog constitue un outil très 
efficace pour retrouver les publications des différents 
gouvernements du Canada, ainsi que celles des 
organismes qui reçoivent des subventions pour la 
recherche. Microlog est aussi un service de livraison 
de documents, sur microfiches ou sous forme 
imprimée. 


CONTENU 


Microlog contient entre autres des recherches en 
sciences physiques, naturelles et sociales, des 
énoncés de politique, des statistiques et des rapports 
annuels. Par l'intermédiaire du service Microlog, on 
peut obtenir les documents qui figurent sur la Liste des 
publications du gouvernement du Canada environ 
deux mois après leur parution sur cette liste. 


POLITIQUE LINGUISTIQUE 


Les ouvrages publiés en français ou en anglais sont 
indexés et résumés dans la langue de publication; les 
ouvrages bilingues sont traités dans les deux langues. 


SOURCES 


Publications fédérales: Les rédacteurs de Microlog 
examinent les listes émises par le Centre d'édition du 
gouvernement du Canada et commandent les 
documents pertinents. En dehors des publications en 
série, cartes, brochures et manuels, toutes les 
monographies régies par le Programme de dépôt du 
gouvernement fédéral figurent dans l'index, ainsi que 
des ouvrages importants ne figurant pas surles listes. 


Microlog propose aussi une collection spéciale de 
publications fédérales non déposées, identifiées par 
un point (e) dans la section Titres et résumés. 
Microlog est aussi l'agent de diffusion de nombreux 
organismes gouvernementaux. 


: Des ententes de dépôt ont 
été conclues avec plusieurs bibliothèques 
provinciales pour que les abonnés de Microlog 
reçoivent toutes les publications de ces provinces. 
Lorsqu’aucune entente n'existe, les listes de 
publications émises par les provinces sont examinées 
afin d'acquérir les documents. 


: Ces ouvrages étant 


difficiles à se procurer, les rédacteurs de Microlog 
redoublent d’ardeur pour les inclure dans l'index. 


ACCÈS 


L'index Imprimé est bilingue et les publications sont 
répertoriées par sujet, par auteur (collectivité et 
personne physique) et par titre de collection. 


Le fichier complet de Microlog, de 1979 à aujourd'hui, 
contient près de 50,000 notices et est accessible sur 


Can/OLE. Il s'agit d'un moyen idéal pour mettre la 
main sur des rapports difficiles à trouver qu'on peut 
commander par l'intermédiaire du service Can/DOCS. 
À ce propos, veuillez vous adresser au Service à la 
clientèle Can/OLE, ICIST, Ottawa (Ontario), K1A 0S2. 


ORGANISATION DE L’INDEX 
Microlog est divisé en cing sections: 


1. Titres et résumés: tous les titres sont catalogués et 
accompagnés d’un résumé descriptif. 


2. Index des noms: donne un accès par auteur, 
collectivité-auteur et titre de conférence. 


3. Titres de collections: tous les rapports publiés en 
série sont classés par titre et numéro. Ces collections 
peuvent être commandées individuellement. 


4. Index des matières: les descripteurs permettent de 
trouver facilement les publications pertinentes; un 
réseau de renvois facilite la recherche. 


5. Collections de microfiches: chaque collection 
apparaît dans une section séparée pour faciliter la 
recherche. Ces listes peuvent aussi servir a 
renseigner les usagers sur les nouveautés. Dans la 
refonte, cette section est insérée sous forme de 
microfiches. 


MICROLOG ET L’INDEX DES STATISTIQUES DU 
CANADA 


: L’Index des statistiques du 
Canada (CSI) constitue une autre source de 
référence sur les statistiques contenues dans 
certaines publications indexées dans Microlog. 


Celles-ci ont un numéro d’ordre spécial qui est inclus 


dans la référence bibliographique. 


Rapports annuels: Afin de rendre le classement des 
rapports annuels plus facile, le numéro d'ordre CSI 
correspondant à ces documents figure maintenant 
dans les références bibliographiques et est inscrit sur 
les en-têtes de microfiches. 


LIVRAISON DE DOCUMENTS 


On peut s'abonner à l'ensemble ou à certaines des 
collections de documents de Microlog. On peut 
également commander des reproductions de 
documents sur microfiches ou sur papier par 
l'intermédiaire du service de livraison de documents 
de Micromedia. Pour commander, communiquer 
avec: 


Micromedia Ltée 
165, Hôtel de Ville, Hull (Québec), J8X 3X2 
(819) 770-9928 sans frais: 1-800-567-1914 


Télécopieur: (819) 770-9265 
Envoy: PATENTS.MICROMEDIA 


Sample CRI Search 


“How can a person from a foreign country 
qualify for refugee status in Canada?’ 
The researcher can search in CRI as in any library catalogue - by subject, author and title. 
Because the index is bilingual, searching can be done in English or in French. 


Recherche type avec IRC 


‘Comment une personne d’un pays étranger 
peut-elle demander le statut de réfugié au Canada ?”’ 


La méthode de recherche dans IRC est la même que dans une bibliothèque, puisque les documents sont indexés 
par auteur, par sujet et par titre. L'index étant bilingue, la consultation peut se faire en français ou en anglais. 


STEP 1/PREMIÈRE ÉTAPE 


Find access point 
Trouver le mode d’accès 


ACCESS POINT 1/ACCES 1 


By subject: look in the Subject Index. 
Par sujet: consulter l’Index des matières. 


Subject Index / Index des matières 


Emigration and immigration 

See also Immigrants; Refugees 

The Convention refugee determination process in 
Canada. MICROLOG 88-00800æw1 fiche 

Humanitarian immigration and Canadian 
immigration policy. 
MICROLOG 88-00814 1 fiche 

Immigration and the Canadian labour market. 
MICROLOG 88-00700 1 fiche 


Emigration et immigration 

Voir aussi Groupes ethniques; Réfugiés 

L'Immigration et le marché du travail au 
Canada. MICROLOG 88-00700 1 fiche 

L'Immigration humanitaire et la politique 
canadienne de l'immigration. 
MICROLOG 88-00814 1 fiche 

La Reconnaissance au Canada du statut de 
réfugié au sens de la Convention. 
MICROLOG 88-00800 1 fiche 


‘‘See also”” references can lead to other relevant 
documents. 
La mention ‘‘ Voir aussi’’ renvoie à d’autres 
documents connexes. 


Refugees 

The Convention refugee determination process in 
Canada. MICROLOG 88-00800æ1 fiche 

Humanitarian immigration and Canadian 
immigration policy. 
MICROLOG 88-00814 1 fiche 


Réfugiés 

Profil statistique des revendicateurs du statut 
de réfugié. MICROLOG 88-00602 1 fiche 

La Reconnaissance au Canada du statut de 
réfugié au sens de la Convention. 
MICROLOG 88-00800 1 fiche 


ACCESS POINT 2/ACCES 2 
By author: look in the Name Index. 
Par auteur: consulter |’ Index des noms. 


Name Index / index des noms 


Young, M. 

L'Action positive et l'égalité en matière d'emploi. 
MICROLOG 88-00795 1 fiche 

Affirmative action/employment equity. 
MICROLOG 88-00795 1 fiche 


The Convention refugee determination process in 


Canada. MICROLOG 88-00800% 1 fiche 
La Reconnaissance au Canada du statut de 

réfugié au sens de la Convention. 

MICROLOG 88-00800 1 fiche 


ACCESS POINT 3/ACCES 3 
By government agency: look in the Name Index. 
Par service gouvernemental: consulter l’Index des 
noms. 

Name Index / Index des noms 


Canada. Library of Parliament. 

Research Branch 

The Convention refugee determination process in 
Canada. MICROLOG 88-00800 wi fiche 

Crossing the floor and the party system. 
MICROLOG 88-00692 1 fiche 


The Disabled and the handicapped. 
MICROLOG 88-00804 1 fiche 


Canada. Bibliothèque du Parlement. 

Service de recherche 

La Reconnaissance au Canada du statut de 
réfugié au sens de la Convention. 
MICROLOG 88-00800% 1 fiche 

La Réforme de la Loi sur le droit d'auteur. 
MICROLOG 88-00822 1 fiche 

Le Service canadien du renseignement de 
sécurité. MICROLOG 88-00836 1 fiche 


ACCESS POINT 4/ACCES 4 
By title: look in the Title and Abstract Index. 
Par titre: consulter |’ Index des titres et résumés. 


Title Index / Index des titres 


The Convention refugee determination 
process in Canada 
by M Young. Ottawa Library of Parliament. 
Research Branch. 1987 13 p. Bibliogr 
(Current issues review  86-26E) 
French ed (La reconnaissance au Canada } 
on the same fiche 
ISBN 0-660-12567-6 
MICROLOG 88-00800 1 fiche 


The increase of refugee status claiming 
immigrants in Canada has led to a review of 
the immigration policy concerning this group 
This report looks at the weaknesses of current 
legislation which is linked to the Geneva 
Convention and its Protocol, studying Canada’s 
past adherence to the rights afforded under its 
protection Also discusses public and 
government opinion on support for a 
humanitarian and generous refugee policy and 
questions of balancing efficiency with procedural 
fairness to claimants. Gives a chronology of 
events since 1969 

e CA EX JU 


La Reconnaissance au Canada du 
statut de réfugié au sens de la 
Convention 
par M. Young. Ottawa Bibliothèque du 
Parlement, Service de recherche. 1987 
14 p. Bibliogr. (Bulletin d'actualité , 86-26F) 
L'éd. anglaise (The Convention refugee.) sur 
la méme fiche 
ISBN 0-660-92124-3 
MICROLOG 88-00800 fiche 


Le processus de reconnaissance du statut de 
réfugié au sens de la Convention de Genève. 
tel qu'il est énoncé dans la Loi sur 
l'immigration. sert à déterminer si les 
personnes qui revendiquent ce statut y ont 
effectivement droit et peuvent bénéficier de la 
protection accordée aux réfugiés au sens de la 
Convention. Ce processus S'est avéré 
inadéquat. tant au point de vue juridique que 
pratique. Dans ce bulletin. on examine les 


mécanismes en vigueur actuellement et le 
projet de réforme contenu dans la loi C-55 
déposé en mai 1987 

e CA EX JU 


ACCESS POINT 5/ACCES 5 


By series: look in the Series Title Index. 
Par collection: consulter |’ Index des titres de 
collections. 


Series Titles / Titres de collections 


Current issues review. Canada 

Library of Parliament. Research 

Branch 
86-26E The Convention refugee determination 
process in Canada. 
MICROLOG 88-00800 fiche 


87-1E Forest management in Canada. 
MICROLOG 88-00834 1 fiche 

87-6E Reform of the personal income tax 
system. MICROLOG 88-00829 1 fiche 


Bulletin d'actualité. Canada. 

Bibliothèque du Parlement. Service 

de recherche 
86-26F La Reconnaissance au Canada du statut 
de réfugié au sens de la Convention 
MICROLOG 88-00800 fiche 
86-31F L'Autonomie politique des Indiens. 
MICROLOG 88-00799 1 fiche 
87-5F La Station spatiale contribution du 
Canada. MICROLOG 88-00830 i fiche 


STEP 2/DEUXIEME ETAPE 


A unified search strategy 

The search strategy should include all the monthly 
issues. Start with the most recent issue and work back. 
Monthly issues are cumulated annually. 


Etablir une stratégie de recherche unifiée 

La stratégie de recherche doit tenir compte de toutes 
les publications mensuelles, à commencer par les plus 
récentes. Chaque année, ces publications font l’objet 
d’une refonte. 


STEP 3/TROISIÈME ÉTAPE 


Retrieve the publication 

Each bibliographic citation gives a full description of 
the relevant document. Locate the document by the 
microfiche number in the library’s collection or order 
from Micromedia. Individual publications are 
available for purchase on microfiche or paper. The 
bibliographic description provides publisher source 
information. 


Repérer la publication 

Chaque notice bibliographique comprend une 
description complète du document; celui-ci peut 
être repéré grâce au numéro de microfiche de la 
bibliothèque; sinon, il faut le commander à 
Micromedia. On peut se procurer les monographies 
sur microfiches ou sur papier. La description 
bibliographique comporte également des indications 
sur l’éditeur. 
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THE CONVE 
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DETERMINATION REFUGEE 


PROCESS IN CANAD, a 


by 
Margaret Young 


May 1987 


Library of R 
; ese, 
Parliament | Bram ach 


SAMPLE ENTRY/ENTREE PRINCIPALE TYPE 


The Convention refugee determination 
Title —— Process in Canada 
by M. Young. Ottawa 


inati Research Branch, 1987. 13 p. Bibliogr. 
Author, Place of publication, (Current issues review : 86-26E) 
Publisher, Date of publication, French ed. (La reconnaissance au Canada...) 


Pagination on the same fiche. 
ISBN 0-660-12567-6 
Series statement MICROLOG 88-00800 1 fiche 
Notes 


The increase of refugee status claiming 
immigrants in Canada has led to a review of 
ISBN the immigration policy concerning this group 
inn legislation which is linked to the Geneva 
Microfiche Convention and its Protocol, studying Canada's 
Accession Number past adherence to the rights afforded under its 
protection. Also discusses public and 
Abstract Sa TT pea opinion on support for a 
humanitarian and generous refugee policy and 
questions of balancing efficiency with procedural 


fairness to claimants. Gives a chronology of 
events since 1969. 
e CA EX JU 


Fiche collections 


Library of Parliament. 


This report looks at the weaknesses of current 


La Reconnaissance au Canada du 
Titre _ statut de réfugié au sens de la 
Convention 


: ae par M. Young. Ottawa : Bibliothèque du 
Auteur, Lieu de publication, Parlement. Service de recherche, 1987. 
Editeur, Date de publication, T4 p. Bibliogr. (Bulletin d'actualité ; 86-26F) 
Pagination L'éd. anglaise (The Convention refugee...) sur 


la même fiche. 
ISBN 0-660-92124-3 


Collection ex, MICROLOG 88-00800 1 fiche 
Notes 
Le processus de reconnaissance du statut de 
réfugié au sens de la Convention de Genève, 
ISBN tel qu'il est énoncé dans la Loi sur 
l'immigration. sert à déterminer si les 
personnes qui revendiquent ce statut y ont 
effectivement droit et peuvent bénéficier de la 
protection accordée aux réfugiés au sens de la 
Convention. Ce processus S'est avéré 
inadéquat, tant au point de vue juridique que 
pratique. Dans ce bulletin, on examine les 
à oan mécanismes en vigueur actuellement et le 
Collections de microfiches projet de réforme contenu dans la loi C-55 
TC déposé en mai 1987. 
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FICHE COLLECTIONS 


Documents from MICROLOG are available on microfiche 
through various subscription plans ranging from the complete 
collection to subsets by level of government (jurisdiction), 
geographic area or subject. Listed below are all the 
collections available with a short explanation for each one. 


JURISDICTION COLLECTIONS 


FEDERAL: titles issued at the federal level, about Canada or 
federal matters, both depository and non-depository. 


PROVINCIAL: titles issued by provincial governments. 


LOCAL/MUNICIPAL: titles issued by local governments, or 
anor local jurisdictional concerns, or about specific cities or 
owns. 


GEOGRAPHIC COLLECTIONS 


Documents included in the geographic collections are 
published at the provincial level or cover a province. 


ALBERTA 


ATLANTIC PROVINCES: Newfoundland, Nova Scotia, New 
Brunswick, and PEI. 


BRITISH COLUMBIA 
MANITOBA - SASKATCHEWAN 


NORTH OF 60: Northwest Territories, Yukon Territory, Arctic 
Regions. 


ONTARIO 
QUEBEC 


SUBJECT COLLECTIONS 


AGRICULTURE: all aspects of agriculture, food and beverage 
industries; soil sciences: water in agriculture; fur industry; 
hunting industry; animal industry; crops and climate; 
horticulture; wine making. 


BEHAVIOURAL SCIENCES: human behaviour; alcoholism and 
drug abuse; child abuse; suicide; psychology; public opinion 
and survey methods. 


COMMERCE AND ECONOMICS: business and finance; 
consumer affairs; free trade; marketing; tourism; insurance; 
pension fund administration; taxation; assessment; budget 
papers for Canada and provinces. 


CULTURE, RECREATION AND HUMANITIES: arts; theatre; 
sports; lotteries; archaeology; history and historic sites; 
recreational hunting and fishing; parks; tourism related to 
recreation; libraries. 


EDUCATION: curriculum; educational research; school and 
Rae funding; learning; teacher collective bargaining and 
pension tunds; community and school. 


ENERGY: resources, supply and demand; generation; storage; 
transmission; regulation; conservation; exploration; alternative 
resources; insulation. 


ENVIRONMENT: pollution; environmental policy; assessment 
reports; natural areas and park management; environmental 
accidents; hazardous wastes; wildlife resources; 
environmental health. 


EXTERNAL AFFAIRS: international relations; defence; aid to 
developing countries; international trade; free trade; 
immigration policy; arms control; wars and warfare. 


FISHERIES: commercial fishing; fish resources; fish biology; 
aqualle resources; fish habitat; aquaculture; aquatic ecology; 
fis ene: law of the sea related to fisheries; fishing boat 
accidents. 


FORESTRY: forest ecology; logging; forest products; wood trade; 


HE 


JU 


PS 


PL 


PA 


PW 


SA 


sc 


ST 


TE 


TR 


CI 


CM 


forest fires; reforestation; wood crops for energy; pulp and 
paper industry. 


HEALTH AND MEDICINE: public health and health services; 
health insurance; nutrition; vital statistics; medical ethics; 
diseases and pete environmental health; disease aspects 
of occupational health. 


JUSTICE AND LAW: crime; corrections; ombudsman; coroner; 
human rights; police activities; firearms; law reform. 


LABOUR: employment; manpower; occupational health and 
safety; collective bargaining; vocational training and 
retraining; wages; compensation; strikes. 


LIFE SCIENCES: Opa. botany; zoology; genetics; 
biotechnology; medical sciences. 


NATIVE PEOPLES: any material related to issues involving 
Canada's Native peoples. 


NATURAL RESOURCES, EARTH SCIENCES AND MINING: 
land, water and mineral resources; land reclamation; flood 
control; pydrelogy: a D D mining; geology; economic 
geology; mining techniques; metallurgy. 


PHYSICAL SCIENCES: practical sciences and technology; 
mathematics; physics; computer sciences; chemistry; 
meteorology; hydrology; geophysics; oceanography; nuclear 
science; metallurgy; earth sciences; engineering; astronomy; 
robotics; telecommunications. 


PLANNING, HOUSING AND CONSTRUCTION INDUSTRY: 
Saas policy and regulation; building technology; housing 
rehabilitation; availability; land use planning; architecture. 


PUBLIC ADMINISTRATION: politics, government and 
administration; government operations; intergovernmental 
relations; public finance, budgets, estimates; parliamentary 
process; elections; ombudsman; taxation; annual reports of 
municipalities; privatization. 


PUBLIC WORKS: government management of infrastructures; 
public utilities; waste management; fire control; emergency 
services; Crown land management. 


SOCIAL AFFAIRS: social problems; social services; alcohol and 
drug problems; housing and public housing; adoption; wife 
abuse; families; women; Native peoples; minorities; 
handicapped; public welfare; unemployment; demography; 
veterans affairs; aged. 


SCIENCE & TECHNOLOGY: agriculture; energy; environment; 
fisheries; forestry; life sclences; natural resources; physical 
sciences; planning; telecommunications; transportation. 


STATISTICS: all material from Microlog that is included in the 
Canadian Statistics Index. 


TELECOMMUNICATIONS: communications and broadcasting 
policy, regulation, technology; information systems; data base 
management; publishing; courriers and postal service; 
telephones; telex; communication satellites. 


TRANSPORTATION: all modes of transportation; traffic planning 
and engineering; vehicles; transportation fuels and fuel 
conservation; roads and highways; pipelines. 


SPECIAL COLLECTIONS 


CRITICAL ISSUES: newsworthy topics such as abortion, the 
environment, defence, and free trade. 


FISHERIES & OCEANS CANADA: documents published by the 
Department of Fisheries and Oceans. 


CANADA CENTRE FOR MINERAL & ENERGY TECHNOLOGY 
(CANMET) 


NON-DEPOSITORY COLLECTIONS: a bullet in the Abstracts 
Section indicates a document published by the federal 
government, but not issued through the Federal Depository 

lan. This is available as a complete collection or as a Science 
or Social Science sub-collection. 
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COLLECTIONS DE MICROFICHES 


Les publications incluses dans MICROLOG sont en vente sur 
microfiches, en collection complète ou en collections plus 
petites regroupant des titres par juridiction, par aire 
géographique ou par matière. 


COLLECTIONS GOUVERNEMENTALES 


FÉDÉRAL: publications émises par le gouvernement fédéral, 
régies ou non par le Programme de dépôt. 


PROVINCIAL: publications des gouvernements provinciaux. 


LOCAL/MUNICIPAL: publications émises par les 
gouvernements locaux et municipaux, ou concernant une 
juridiction locale ou municipale. 


COLLECTIONS GÉOGRAPHIQUES 


Les publications incluses dans ces collections sont publiées 
au niveau provincial ou concerne une province. 


ALBERTA 


PROVINCES ATLANTIQUES: Terre-Neuve, Nouvelle-Écosse, 
Nouveau-Brunswick, lle-du-Prince-Edouard. 


COLOMBIE-BRITANNIQUE 
MANITOBA et SASKATCHEWAN 


NORD DU 60E: Territoires du Nord-Ouest, Yukon, régions 
arctiques. 


ONTARIO 
QUEBEC 


COLLECTIONS PAR MATIERE 


AGRICULTURE: tous les aspects de l'agriculture; industries des 
breuvages et de l'alimentation; études des sols; eau en 
agriculture; industrie de la fourrure; industrie de la bétail; 
cultures et climat; horticulture; viniculture. 


SCIENCE DU COMPORTEMENT: lh edly gh humain, 
alcoolisme et toxicomanie; enfance maltraitée; suicide; 
psychologie; criminologie; opinion publique et sondage. 


COMMERCE ET ECONOMIE: affaires et finances; 
consommation; libre-échange; marketing: tourisme; . 
assurance; caisses de retraite; taxe et évaluation foncière: 
budgets fédéral et provinciaux. 


CULTURE, LOISIRS ET SCIENCES HUMAINES: arts; théâtre; 
SPORE loteries; archéologie; histoire; sites historiques; chasse 
et pêche sportive; Paes ourisme (aspect récréatif); 
linguistique; bibliothèques. 


ÉDUCATION: guide pédagogique; financement des écoles et 
des universités; apprentissage; conventions collectives et 
caisses de retraite des enseignants. 


ÉNERGIE: offre et demande; production, emmagasinage; 
transmission; réglementation, conservation; exploration; 
énergies douces; isolation. 


ENVIRONNEMENT: pollution; politique de l'environnement; 
études d'impact; zones de conservation et gestion des parcs; 
accidents écologiques; déchets dangereux; faune; santé et 
environnement. 


AFFAIRES EXTÉRIEURES: relations internationales; défense: 
aide étrangère; commerce international (libre-échange); 
immigration; guerre et armements. 


PÊCHE: pêche commerciale; ressources halieutiques et } 
$C biologie du poisson; aquiculture; écologie marine; 
oi de la mer. 


FORÊTS ET SYLVICULTURE: écologie et exploitation forestière; 
produits de la forêt; incendies de forêts; reboisement; 
utilisation du bois comme énergie; pâtes et papier. 


HE 


JU 


PS 


PL 


PA 


PW 


SA 


sc 


ST 


TE 


TR 


CI 


CM 


SANTÉ ET MÉDICINE: santé publique et services de santé; 
assurance-maladie; nutrition; statistique médicale; 
déontologie médicale; maladies et hygiène: santé et 
environnement; santé au travail (aspect pathologique). 


JUSTICE ET DROIT: criminalité: services correctionnels; 
protecteur du citoyen; coroner; droits de la personne; activités 
policières; armes à feu; réforme du droit. 


TRAVAIL: emploi, main d'oeuvre; santé et sécurité au travail; 
conventions collectives; formation et recyclage professionnel: 
salaires, accidents du travail; grèves. 


BIOLOGIE: botanique; zoologie; génétique; biotechnologie: 
médecine. 


POPULATIONS AUTOCHTONES: publications ayant trait aux 
peuples autochtones canadiens. 


RESSOURCES NATURELLES: ressources du sol, aquatiques et 
minérales; améliorations foncières; contrôle des crues; 
hydrologie; océanographie; mines; géologie; techniques 
minières; métallurgie. 


SCIENCES PHYSIQUES: sciences appliquées et technologie; 
mathématiques, physique; informatique; chimie; 
météorologie; hycrotoge: éophysique; océanographie; 
sciences nucléaires, métallurgie; géologie; génie; astronomie; 
télécommunications. 


PLANIFICATION, LOGEMENT ET INDUSTRIE DE LA 
CONSTRUCTION: planification, urbanisme et zonage: 
construction; bâtiment; rénovation domiciliaire; utilisation du 
sol; architecture. 


ADMINISTRATION PUBLIQUE: politique et gouvernement; 
opérations gouvernementales; relations 
inter-gouvernementales; finances publiques et budget; 
processus parlementaire; élections; protecteur du citoyen; 
impôt; rapports annuels municipaux; privatisation. 


TRAVAUX PUBLICS: gestion des infrastructures; services _ 
publics; élimination des déchets; protection contre l'incendie; 
services d'urgence; terres de la Couronne. 


AFFAIRES SOCIALES: problèmes sociaux; services sociaux; 
alcoolisme et toxicomanie; logement public; adoption: 
femmes battues; familles; autochtones; minorités; 
handicapés; bien-être social; chômage: démographie: anciens 
combattants; personnes âgées. 


SCIENCE ET TECHNOLOGIE: agriculture; énergie; 
environnement; pêche; sylviculture; biologie; resSources 
naturelles; sciences physiques; planification: 
télécommunications; transport 


STATISTIQUES: publications comprises dans Microlog et aussi 
incorporées à l'Index des statistiques du Canada. 


TÉLÉCOMMUNICATIONS: communications et politiques de 
radiodiffusion, systèmes d'information; bases de données; 
édition; service postal et messagerie; téléphones; télex; 
satellites de communication. 


TRANSPORT: tous les moyens de transport; gestion et génie du 
transport, véhicules; carburants; système routier; oléoducs et 
gazoducs; aspect de l'environnement du transport. 


COLLECTIONS PARTICULIÈRES 


SUJETS D'ACTUALITÉ: sujets de l'heure comme l'avortement, 
l'environnement, la défense et le libre-échange. 


PÊCHES ET OCÉANS CANADA 


CENTRE CANADIEN DE LA TECHNOLOGIE DES MINÉRAUX 
ET DE L'ÉNERGIE 


COLLECTIONS NON DÉPOSÉES: un point dans la section 
Résumés indique une publication émise par le gouvernement 
fédéral, mais non régie par le programme de dépôt. Ceci est 
disponible en collection complète ou en collection Scientifique 
ou Sciences Humaines. 
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1990 survey of sport fishing in 

Saskatchewan 
by AR. Murraÿ, KW. Brickley and R. 
Joerissen. Regina : Saskatchewan 
Environment and Resource Management, 
Fisheries Branch, 1993. xi, 122 p. : maps. 
(Fisheries technical report ; 93-4) 
MICROLOG 94-01677 2 fiche 


The recreational fishery in Saskatchewan was 
evaluated by means of questionnaires sent to a 
sample of licensed anglers who had fished 
there in 1990. This study was conducted to 
provide information on the numbers, origins, 
and destinations of anglers, their expenditures 
and investments in activities and equipment 
used for angling, as well as the numbers, 
weight, species harvested, and the amount of 
fishing effort expended. Appendices contain the 
questionnaires used in 1990 and information on 
angler harvest, expenditures, and investments. 
CU Fl MS PR SC 


1993 Atlantic groundfish management 
plan -- Suppl. vers. 
Ottawa : Fisheries and Oceans Canada, Atlantic 
Fisheries Adjustment Program, 1993. 33 p. : 
maps. Bilingual (Plan de gestion du poisson 
de...). ISBN 0-662-59839-3 
MICROLOG 94-01681 1 fiche 


This document presents the 1993 Atlantic 
Groundfish Management Plan. It primarily 
contains those stocks that have changed in light 
of the recommendations of the Fisheries 
Resource Conservation Council and 

management measures introduced on August 

31, 1993. 

@ AP CA CF FI SC 


1993-94 government estimates : 
supplementary information, element 
details 
Alberta. 
CSI 34128.002. 
MICROLOG 94-01512 1 fiche 


An element can be a grant or a payment for 
programs involving financial assistance provided 
by the province, or it can be a particular 
organizational unit within a department. In 
either case, the element represents the delivery 
mechanism for the service specified by the 
program or subprogram title. This document 
shows estimates for each element, with sub- 
totals at the sub-program, and department 
levels. 

AL CO PA PR 


27 aout 1991, Maskinongé, tornade 


par H.-P. Biron et M. Benjamin. Montréal : 
Service de l'environnement atmosphérique, 


Région du Québec, 1992. 26 p. : il., cartes 
géogr. Bibliogr. (Note technique ; no 92N- 
001) Titre de la couv: La Tornade de 


Maskinongé, 27 août 1991. 
MICROLOG 94-02040 1 fiche 


Dans la journée du 27 août 1991 plusieurs 
événements violents se sont produits un peu 
partout au Québec. La nature s'est 
particulièrement déchäinée près du lac Saint- 
Pierre, plus précisément sur la région de 
Maskinongé et de Notre-Dame-De-Pierreville, où 
une lornade s'est produite. Dans ce rapport 
préliminaire, nous allons examiné 
l'environnement dans lequel la tornade s'est 
produite, de même que les éléments 


Edmonton : The Province, 1993. 79 p. 


TITLES AND ABSTRACTS 
TITRES ET RESUMES 


dynamiques et thermodynamiques qui ont 
permis son développement. Nous allons 
également démontrer que le temps violent qui 
s'est produit sur cette région avait une relation 
directe avec celui qui s'était abattu sur la 
région de l'Abitibi dans la nuit du 26 au 27 
août. Nous allons déterminer la trajectoire du 
complexe orageux responsable du temps violent 
sur une grande partie du Québec et plus 
particulièrement de l'orage supercellulaire qui a 
généré la tornade. De plus, grâce au radar de 
Ste-Anne-De-Bellevue, qui offre la possibilité de 
visualiser des coupes verticales, nous 
étudierons la morphologie de cet orage. 

CA PS QU SC 


Aboriginal health in Canada 


Ottawa : Health and Welfare Canada, 1992. 
35 p. : ill French ed. (La Santé des 
autochtones au Canada) on the same fiche. 
ISBN 0-662-20233-3 

MICROLOG 94-01732 1 fiche 


In September 1990, the Government of Canada 
has introduced the Native Agenda, which 
provides for new and strengthened initatives in 
a number of key areas. This publication 
provides an overview of the health care 
services available to Aboriginal peoples in 
Canada, focusing particularly on the role of the 
federal government in providing services. It 
examines the past and current health status of 
Indian and Inuit populations, and looks briefly at 
some of the challenges that lie ahead. 

CA HE NP 


Abstracts for 1993 : eighteenth 

annual review of activities 
compiled by Shasta A. Abbott. Fredericton : 
Dci : Natural Resources and Energy, 
Minerals and Energy Division, 1993. vi, 
57 p. : maps. (Information circular ; 93-3) 
Bilingual (Résumés for 1993...). 
CSI 46126.003. ISSN 0704-3406 
MICROLOG 94-01770 1 fiche 


Annual review of the Division, responsible for 
all mineral and energy resources owned and 
controlled by the province. Presents abstracts 
and project summaries in bedrock geology, 
mineral deposits, geoscience information system, 
quaternary mapping, geochemistry, geophysics, 
industrial minerals, peatlands and coastal zone, 
mineral engineering and in the University of 
New Brunswick. 

AP NR PR PS SC 


Abstracts of technical reports : ACAE 
Workshop, 1992 
by P. Milburn, G.C. Misener and C.D. McLeod. 
SL : Atlantic Committee on Agricultural 
Engineering ; Atlantic Provinces Agricultural 
Services Co-ordinating Committee, 1992. ii, 
17 p. : ill (ACAE publication ; no. 28) 
MICROLOG 94-01820 1 fiche 


Abstracts from the workshop, covering 
globalization and trade liberalization, soil 
drainage, energy use for power tools, 
conservation planning, cereal harvesting, 
pesticide applications, design and construction of 
equipment and facilities, vacuum cooling, and 
food processing. 

e AG AP CA SC 


Abstracts of technical reports : ACAE 
Workshop, 1993 


by G.C. Misener and P. Milburn. Sl. : Atlantic 


Committee on Agricultural Engineering ; 
Atlantic Provinces Agricultural Services Co- 
ordinating Committee, 1993. ii, 24 p. (ACAE 
publication ; no. 30) 

MICROLOG 94-01819 1 fiche 


Abstracts from the workshop, covering 
agricultural engineering, crop rotation, soil 
monitoring, groundwater quality, soil erosion, 
development and construction of equipment and 
facilities, environmental impacts, and power and 
machinery. 

e AG AP CA SC 


Abuse of deaf students at Jericho 
Hill School 


Victoria : Ombudsman of British Columbia, 1993. 
80 p. (Public report ; no. 32) 
MICROLOG 94-01804 1 fiche 


In 1987, the Ombudsman's office began an 
Ombudsman initiated Complaint after being 
contacted by a person who said that authorities 
were investigating reports of sexual abuse at 
the Jericho Hill Provincial School for the Deaf. 
This report is a summary of the Ombudsman's 
investigation. It focuses on the lack of action 
by those in positions of trust and authority 
when the claims of abuse were reported. It 
includes information on the current status at 
Jericho Hill School and government initiatives. It 
contains 11 recommendations. 

BC BS ED PR 


Academic outcomes and behavior : 
identifying quality indicators 
Brooks School District No. 2092. Edmonton : 
Alberta Education, 1993. viii, 79 p. : ill On 
cover: Educational Quality Indicators, 
collaboration in action. ISBN 0-7732-1105-5 
MICROLOG 94-01947 1 fiche 


The purpose of this project is to study the 
validity of the premise: quality education in 
Brooks is preceived to be the result of the 
‘right’ blend of attention to academic success 
and attention to the development of ‘character’ 
within the framework of a firm, but supportive 
set of behavioural expectations and policies; and 
as an outcome of addressing the premise it is 
expected to define a valid set of quality 
indicators. This report presents a literature 
review, the Brooks project, findings and a 
summary and discussion. In addition, district 
perceptions, student preceptions, behaviour and 
achievement are analyzed, as well as the 
community's perceptions. 

AL BS ED PR 


Access and allocation, issues and 
principles : an industry perspective 
by Canning & Pitt Associates ; prepared for 
the Task Force on Incomes and Adjustment 
in the Atlantic Fishery. S.J. : The 
Corporation, 1993. vi, 133 p. Bibliogr. 
ISBN 0-662-21183-9 
MICROLOG 94-01863 2 fiche 


This document reflects on aspects of current 
policies, especially their underlying principles 
and assumptions, from a variety of 
perspectives, and comments on their theoretical 
and practical implications. It is intended to be 
both realistic and thought provoking, to be 
concerned with specific needs expressed by the 
industry as well as with broad principles and 
constructs, considered within the present policy 
context, resource conditions, and economic 


MICROLOG March 1994 


Copies of these documents are available from: 
Micromedia Ltd., 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 1 


(613) 237-4250 FAX (613) 237-4251 


Titles and Abstracts / Titres et résumés 


realities of the Atlantic Canadian fishery 
e AP CA CF FI SC 


Accord nord-americain de 
cooperation dans le domaine du 
travail entre le gouvernement du 
Canada, le gouvernement des Etats- 
Unis d’Amerique et le gouvernement 
des Etats-Unis du Mexique -- Projet 
final 

Otlawa : Affaires extérieures et commerce 

extérieur Canada, 1993. 46, 43 p. Bilingue 

(North American Agreement on Labor 

Cooperation...). 

MICROLOG 94-01919 1 fiche 


Ce document présente le rappor final de 
l'Accord nord-américain de coopération dans le 
domaine du travail entre le gouvernement du 
Canada, des Etats-Unis et du Mexique. 

CA CO EX LA 


Active Living Alliance for Canadians 
with a Disability, Forum ‘92 : 
proceedings : celebrating the 
partnership 
Active Living Alliance for Canadians with a 
Disability. Forum (1992 : Fredericton, N.B.). 


Ottawa : Fitness and Amateur Spor...et al. 
1992. 44, 46 p. Bilingual (Alliance de vie 
active...) 


MICROLOG 94-01880 1 fiche 


This document presents the proceedings of 
Forum ‘92: Celebrating the Partnership, which 
took place at Lord Beaverbrook Hotel in 
Fredericton, New Brunswick on June 25 to 27, 
1992. 

e AP CA SA 


L’Activité métallurgique au Canada : 

fer et acier de premiere fusion, 

1993 
Ottawa : Ressources naturelles Canada, Secteur 
minier, 1993. v, 51, v, 48 p. (Bulletin 
minéral ; MR 234) Bilingue (Metallurgical 
works in). CSI 22155.002. ISBN 
0-660-58957-5 
MICROLOG 94-01655 2 fiche 


Ce document donne une liste des installations, 
des capacités de production, des produits et 
des autres données qui se rapportent aux 
sociétés qui composent l'industrie canadienne du 
fer et de l'acier de première fusion à compter 
du ler janvier. Il contient également des 
sections distinctes concernant l'industrie des 
tuyaux et des tubes d'acier, l'industrie de la 
poudre de fer et de la ferrite, et des tableaux 
traitant des capacités réelles des fours à acier, 
du nombre et de la capacité des fours de 
fonte en gueuse, des fours à coke et des 
usines de frittage. Ces renseignements ont été 
obtenus par l'entremise d'un questionnaire 
envoyé à toutes les sociétés concernées. Les 
données sont organisées par province. 

CA CO PS SC 


Administration municipale de la 
Peninsule acadienne -- Rev. 


Tracadie-Sheila, N.-B. : Commission d'expansion 
économique de la Péninsule Inc., 1993. 21 p. 
MICROLOG 94-01876 1 fiche 


Cette brochure a été préparée dans le but de 
fournir des renseignements variés sur les 
municipalités incorporées de la Péninsule 
acadienne. Dans une première section, vous 
trouverez des données sur chacune des 
municipalités telles que les noms des maires, 
conseillers, principaux fonctionnaires, etc. Dans 
une deuxième section, nous présentons des 
tableaux statistiques sur la répartition 
démographique, l'assiette fiscale et le taux de 
taxation. Nous vous présentons, dans une 
dernière section un petit annuaire téléphonique 
des municipalités et administrateurs municipaux 
AP MU PA PR 


Administrative fairness of the process 
leading to the Clayoquot Sound Land 
Use Decision 


Victoria Ombudsman of British Columbia, 1993. 
27 p. (Public report , no. 31) 
MICROLOG 94-01791 1 fiche 


This document contains an overview of the 
dispute in Clayoquot Sound. It presents the 
ombudsman's investigation. It discusses the 
following issues: the land use decision process, 
the government's without prejudice declaration, 
the public’s understanding of the decision to 
exclude CORE. and conflict of interest. It 
also contains a summary of findings and 
recommendations. 

BC Cl PA PR SC 


Adult survivors of child sexual abuse 


Ottawa : Health Canada, National Clearinghouse 
on Family Violence, 1993. 8 p. Bibhogr. 
French ed (Les Personnes qui ont été 
exploitées.) on the same fiche ISBN 
0-662-20918-4 

MICROLOG 94-01920 1 tiche 


Child sexual abuse occurs when a child is 
used for the sexual gratification of an older 
adolescent or adult. This document specifically 
looks at this subject and examines the following 
points. who is an adult survivor of child sexual 
abuse, how widespread is the problem, tacts to 
consider, common long-term effects, coping 
mechanisms; a word to survivors, where to go 
for help; and, what to do if someone tells you 
he or she was sexually abused. A short 
bibliography completes the document. 

BS CA 


Advisory Committee report on inter- 
community co-operation and 
community quality of life 
see Report of the Minister's Advisory 
Committee on Inter-Community Co-operation 
and Community Quality of Life 


AECB staff annual report on the 
Bruce A Nuclear Generating Station 
for the year 1992 


Ottawa : Atomic Energy Control Board, 1993. 
24 p. : il (Report , INFO-0477) 

CSI 22125.005 

MICROLOG 94-01500 1 fiche 


This report presents AECB project slatf's 
review of major licensing issues and operational 
performance of the station during 1992, using 
Ontano Hydro reports and official 
correspondence and observations of AECB staff 
at the site. The report is limited to aspects of 
the station performance that AECB staff 
considers to have safety significance. The 
review covers compliance, radiation safety, 
safety systems performance, events, operations 
and maintenance, station management, training, 
emergency response, safety analysis, quality 
assurance, and safeguards. 

CA ON PS SC 


AECB staff annual report on the 
Bruce B Nuclear Generating Station 
for the year 1992 


Ottawa : Atomic Energy Control Board, 1993. 
29 p. : il (Report , INFO-0478) 

CSI 22125.008. 

MICROLOG 94-01499 1 fiche 


The operation of the Bruce ‘B’ Nuclear 
Generating Station is monitored and licensing 
requirements are enforced by the AECB Bruce 
project staff, with appropriate support from 
other AECB personnel. The document looks at 
operalional safety in terms ot compliance to 
regulations and operating licence, radiation 
safety, safety system pertormance, events, 
operations and maintenance, station 
Management, training, emergency response, 
satety analysis, quality assurance and 
safeguards. 

CA ON PS SC 


AECB staff annual report on the 
Bruce Heavy Water Plant for the 
year 1992 
Ottawa : Atomic Energy Control Board, 1993. 
12 p. ill (Report ; INFO-0476) 
CSI 22125 008 
MICROLOG 94-01494 1 fiche 


The operation of the Bruce Heavy Water Plant 
is monitored and licensing requirements are 
enforced by the AECB Bruce project staff, with 
appropriate support from other AECB 
personnel. The documents looks at operational 
safety in terms of compliance to regulations 
and operating licence, health and safety, 
environmental protection, safety system 
performance, events, operations and 
maintenance, plant management, training, 
emergency response, safety analysis, quality 
control and safeguards. 

CA ON PS SC 


AECB staff annual report on the 
Darlington Nuclear Generating Station 
for the year 1992 


Ottawa . Atomic Energy Control Board, 1993. 
38 p. (Report , INFO-0479) CS/ 22125.008. 
MICROLOG 94-01498 1 fiche 


The operation of the Darlington Nuclear 
Generating Station is monitored and licensing 
requirements are enforced by the AECB Bruce 
project staff, with appropriate support from 
other AECB personnel. The documents looks 
at operational safety in terms of compliance to 
regulations and licences, radiation safety, satety 
system performance, events, operations and 
maintenance, station management, training, 
emergency response, safety analysis, quality 
assurance, safeguards, and the Tritium Removal 
Facility. 

CA ON PS SC 


AECB staff annual report on the 

Pickering A and B Nuclear 

Generating Stations for the year 

1992 
Ottawa : Atomic Energy Control Board, 1993. 
40 p. (Report ; INFO-0481) CS/ 22125.007 
MICROLOG 94-01497 1 fiche 


The operation of Pickering Nuclear Generation 


Station (NGS), A Units 1-4 and Pickering NGS 
B Units 5-8, is monitored to ensure compliance 
with licensing and safely requirements by the 
Atomic Energy Control Board (AECB) Pickering 
project office staff in cooperation with AECB 
staff in Ottawa. This report presents the 
AECB staff's review of major licensing issues 
and of the operational performance of Pickering 
NGS during 1992. The report is limited to 
those aspects that AECB staff considers to 
have particular safety significance, such as 
compliance, radiation safety, the pertormance of 
special safety systems, operations and 
maintenance, station management, training, 
emergency response capability, safety evaluation 
and design changes, quality assurance and 
safeguards. 

CA ON PS SC 


AECB staff annual report on the 

Point Lepreau Nuclear Generating 

Station for the year 1992 
Ottawa : Atomic Energy Control Board, 1993. 
31 p. (Report ; INFO-0482) CSI 22125.004. 
MICROLOG 94-01496 1 fiche 


Review by AECB staff of the operation of Point 
Lepreau Nuclear Generating Station during 
1992. The review is based on information 
contained in the documents submitted by New 
Brunswick Power under the terms of the 
Operating Licence and on information gathered 
by AECB staff during routine site monitoring, 
inspections and audits. The review covers 
compliance with legal requirements, operating 
licenses, radiation safety, salety system 
performance, events reported to the AECB, 
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operations and maintenance, station 
management, training, emergency response, 
safety analysis, quality assurance, and 
safeguards. 

AP CA PS SC 

Ageing and independence : overview 
of a national survey 


Ottawa : Health and Welfare Canada, Seniors, 
1993. 159 p. : ill French ed. (Vieillissement 
et autonomie : aperçu d'une.) : 94-01529/2. 
ISBN 0-662-20313-5 

MICROLOG 94-01530 2 fiche 


This document is the result of a survey 
conducted in 1991 by Statistics Canada. This 
survey was the first of its kind to examine a 
range of factors known to contribute to the 
quality of life and independence of older 
Canadians. Some 20,000 people were 
interviewed. This document provides a general 
overview of the information contained in the 
national database. It is intended to increase 
Canadian’s understanding of some of the policy 
and program challenges and opportunities facing 
the aging population today and in the not-so- 
distant future. 

CA SA 


Agence canadienne du pari mutuel : 
Rapport annuel 1992 


Nepean, Ont. : l'Agence, 1993. 
Bilingue. ISBN 0-662-59781-8 
MICROLOG 94-02009 1 fiche 


L'Agence canadienne du pari mutuel (ACPM) 
réglemente et surveille les activités de pari 
mutuel à 108 hi romes à travers le 
Canada. Grâce à divers programmes, l'ACPM 
remplit le mandat qui lui a été donné de 
protéger le public parieur contre les pratiques 
frauduleuses et de contribuer à maintenir la 
viabilité de l'industrie des courses hippiques. Ce 
rapport annuel décrit le rôle de l'ACPM et ses 
grandes réussites de 1992, et fournit des 
Statistiques sur les courses au Canada et dans 
les régions. 

CA CU 


42, 42 p. : ill. 


Agence de foresterie du parc 
Algonquin (Ont.) : Rapport annuel 
1991-92 


Huntsville, Ont. : l'Agence, 1992. 
Bilingue. CSI 56101.001. 
MICROLOG 94-01643 1 fiche 


Ce document présente le rapport annuel de 
l'Agence de foresterie du parc Algonquin pour 
l'année financière. On y donne des 
renseignements sur le conseil d'administration; 
les résultats d'exploitation; la répartition des 
produits; la gestion forestière; l'organigramme: 
le personnel; les prévisions; ainsi que les états 
financiers (bilan, état des résultats d'exploitation 
et recettes non réparties, état de l'évolution de 
la situation financière, activités de gestion 
forestière et notes afférentes aux états 
financiers). 

CU FO ON PR SC 

Agir ensemble : rapport sur le 
developpement 


Gaetan Morin Editeur. Québec : Gouvernement 
du Québec, Conseil des affaires sociales ; 
Gaetan Morin Editeur, 1990. xxi, 217 p. : ill, 
cartes géogr. Bibliogr. ISBN 

2-89105-359-1 

MICROLOG 94-01836 3 fiche 


Ce rapport présente des voies de solution qui 
s'appuient sur les observations de Deux 
Québec dans un. Ce document définit une cible 
pour opérer les redressements nécessaires: le 
sous-emploi. L'ouvrage est divisé en trois 
parties. Dans la première, on aborde la 
question du sous-emploi en regard de 
l'évolution de l'économie et on tente d'évaluer le 
nombre de personnes sans occupation 
rémunérée et qui aimeraient travailler. On 
étudie ensuite les conséquences de cette 
situation, l'appauvrissement qui en résulte et la 


18, 18 p. : ill 


dégradation de la situation des faibles salariés 
On traite, en deuxième partie, des conditions 
de redressement. Dans la troisième partie du 
rapport, on présente des pistes de solutions et 
des actions à entreprendre qui s'adressent au 
gouvernement du Québec, aux élus municipaux 
et aux intervenants socio-économiques engagés 
dans le développement du Québec. 

LA PR QU 


The Agnico-Eagle mine seismic 
survey 


by M. Plouffe...et al. Ottawa : Canada Centre 
for Mineral and Energy Technology, Mining 
Research Laboratories, 1993. iii, 13 p. : ill. 
Bibliogr. (Report ; MRL 93-009(TR)) 
MICROLOG 94-01973 1 fiche 


A seismic survey was conducted at the Agnico- 
Eagle Mine, Joutel, Quebec, following a 
rockburst. The survey was to locate and 
evaluate the seismic activity. Two types of 
portable seismographs were used in a network 
to record the seismic waveforms, both using 
triaxial transducers. About 350 events were 
recorded and about half were located. The 
size of these seismic events were compared to 
size of the production blasts, characterized by 
powder factrors. No major mining induced 
seismeic events were recorded during the 
survey. 

e CA CM NA PS SC 


Agricultural Research Institute of 
Ontario : Annual report 1992-93 
Toronto : The Institute, 1993. 13, 13 p. : ill. 
Bilingual. CSI 56222.001. 
MICROLOG 94-01668 1 fiche 


Annual report of the Institute, presenting an 
inventory of agricultural research projects from 
its ten centres, and seven experimental 
Stations. These projects cover a variety of 
areas, including animal and poultry production 
and health management, engineering for animal 
and crop production, field and horticultural 
crops, pest management and disease control, 
turfgrass, honey and pollination, food, pasture 
and grazing management, soil, water and waste 
management, farm management, production 
economics, resources and inputs. 

AG ON PR SC 


Agricultural statistics for Ontario, 

1992 
Ontario. Ministry of Agriculture and Food. 
Statistical Services Unit. Toronto : The Unit, 
1993. xi, 100 p. : ill CSI! 56265002. ISSN 
0568-2894 
MICROLOG 94-01661 2 fiche 


Annual compilation of data covering financial 
details and population; food industry; selected 
census data, international trade; field crops; 
fruit, vegetables, and specialty crops; livestock 
and poultry; and dairy. Data is derived from 
telephone, mail-in and enumerative surveys of 
farmers for agricultural production; the 5-year 
census of agriculture, particularly those areas 
dealing with livestock inventory and crop area 
estimates; and administrative data, consisting of 
complete or nearly complete counts of imports, 
exports, and marketings of inspected or 
controlled commodities. Most data compares 
the current and previous years, but some 
historical information is given. Data is given 
for the province and Canada, and international 
trade data includes the United States, Mexico, 
the European Economic Community, Japan, and 
other countries. 

AG ON PR SC 


L’Aide-enseignante en milieu scolaire 
Fredericton : Nouveau-Brunswick Education, 
Direction des services aux élèves, 1993. 
39 p. Bibliogr. 

MICROLOG 94-02021 1 fiche 


C'est à partir de 1975 que l'on voit 
l'émergence d'un personnel auxiliaire affecté 
auprès des conseils scolaires pour assister les 


besoins physiques et les déplacements de 
certains élèves. Aujourd'hui, ce personnel 
auxiliaire, appelé aide-enseignante, joue un rôle 
important en milieu scolaire par l'appui et le 
soutien qu'il offre au personnel enseignant et 
l'aide qu'il apporte aux élèves dont les besoins 
sont les plus marqués. Ce document vise à 
mieux situer la place et le travail de ces 
employées. On y apporte des précisions sur 
son rôle et ses responsabilités et présente les 
qualités requises de l'aide-enseignante afin de 
faciliter la tâche des conseils scolaires lorsqu'ils 
planifieront la formation de ce personnel. 

AP ED PR 


Alberta. Crimes Compensation 
Board : Annual report 1991-92 
Edmonton : The Board, 1992. 14 p. 
CSI 35146.001. 
MICROLOG 94-01510 1 fiche 


The Board adjudicates hearings for victims of 
violent crimes to determine whether assistance 
should be provided for the victim's financial 
loss as a direct result of injuries. The annual 
report reviews applications, decisions, and 
refused awards for the year. Also gives case 
summaries for monthly, interim, final and 
supplemental awards for pain and suffering 
payment cases, public awareness, funding, types 
of crimes, statistical summaries, decisions, fees, 
and residence of applicants. 

AL JU PR SA 


Alberta Heritage Savings Trust 

Fund : Annual report 1992-93 
Edmonton : The Fund, 1993. 61 p. : ill 
CSI 35122.001. 
MICROLOG 94-01508 1 fiche 


The Heritage Fund was established in 1976 
with three objectives: to save for the future; to 
strengthen and diversify the economy of 
Alberta; and to improve the quality of life for 
Albertans. This annual report presents 
highlights of the year, the provincial treasurer's 
report, financial assets and a summary, and 
projects under various departments, whether 
ongoing or completed. Financial statements and 
a glossary are included. 

AL CO PR 


The Alberta Survey 1992 : sampling 
report 
by C. Kinzel. Edmonton : University of Alberta, 
Dept. of Sociology, Population Research 
Laboratory, 1992. 21 p. : ill (Edmonton area 
series report ; no. 77) CSI 99241.002. ISSN 
0703-8763 
MICROLOG 94-02155 1 tiche 


The 1992 Alberta Survey was the sixth annual 
provincial survey administered by the Dept. of 
Sociology, University of Alberta, through its 
research facility, the Population Research 
Laboratory (PRL). This report describes the 
sampling design, data collection methods, the 
representativeness of the sample, and weighting 
technique used in the 1992 Alberta Survey. 
Also, a brief demographic profile of the sample 
and a description of the data collection statistics 
are presented. 


AL BS PR 
The Alberta Survey 1993 : sampling 
report 

by C. Kinzel. Edmonton : University of Alberta, 


Dept. of Sociology, Population Research 
Laboratory, 1993. 21 p. : il. (Edmonton area 
series report ; no. 78) CS/ 99241.002. ISSN 
0703-8763 

MICROLOG 94-02154 1 fiche 


The 1993 Alberta Survey (AS) was the seventh 
annual provincial survey administered by the 
Dept. of Sociology, University of Alberta, 
through its research facility, the Population 
Research Laboratory (PRL). This report 
describes the sampling design, data collection 
methods, the representaliveness of the sample, 
and weighting technique used in the 1993 


Copies of these documents are available from: 
Micromedia Ltd., 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 3 
(613) 237-4250 FAX (613) 237-4251 


MICROLOG March 1994 


Titles and Abstracts / Titres et résumés 


a 


Alberta Survey. Also, a brief demographic 
profile of the sample and a description of the 
data collection statistics are presented 

AL BS PR 


Alberta-Canada Energy Resources 
Research Fund : 1991-92 annual 
review and final report 

Edmonton : Alberta Energy, Research and 

Technology Branch , Ottawa : Energy Mines 

and Resources Canada, 1992. 31, 33 p. : ill. 

Bilingual (Fonds Alberta-Canada de...) 

CSI 32119.002. ISSN 0828-0711 ISBN 

0-86499-944-5 

MICROLOG 94-01905 1 fiche 
The purpose of the Fund, created in 1974, is 
two-fold: to promote and support the 
development and efficient use of Alberta’s 
existing and potential energy resources to meet 
the province’s and Canada’s needs, and to 
encourage the development of scientific and 
technical expertise in energy research, 
development and demonstration in Alberta. 
This annual review contains highlights of the 
program, profiles of successful projects, 
financial transactions and a financial statement. 
e AL CA EN PR SC 


Algonquin Forestry Authority (Ont.) : 
Annual report 1991-92 


Huntsville, Ont. : The Authority, 1992. 18, 
18 p. : ill Bilingual CSI 56101.001. 
MICROLOG 94-01643 1 fiche 


Annual report of the Authority, established in 
1975 to manage the forest resources of the 
park by maintaining a balance between the 
needs of the logging industry and the 
recreational needs of the public. A short 
description of the goals and objectives, and of 
the strategies of operation is given as well as 
an overview of operations, financial position, 
logging operations, sales, construction and 
repair of roads, forest management, and public 
relations. A financial statement and 
organizational chart are included. 

CU FO ON PR SC 


Alliance de vie active pour les 
canadiens/canadiennes ayant un 
handicap, forum 92 : comptes 
rendus : le partenariat a l’honneur 


Alliance de vie active pour les canadiens et 
canadiennes ayant un handicap. Forum (1992 : 
Fredericton, N.-B.). Ottawa : Condition 
physique et sport amateur...et al, 1992. 46, 
44 p. Bilingue (Active Living Alliance for 
Canadians...). 

MICROLOG 94-01880 1 fiche 


Ce document présente les comptes rendus du 
Forum 92: le partenariat a l'honneur, qui s'est 
tenu à l'hotel Lord Beaverbrook de Fredericton 
au Nouveau-Brunswick, du 25 au 27 juin 1992. 
e AP CA SA 


An Alternative to the life table model 


by P. Krishnan and Y. Jin. Edmonton : 
University of Alberta, Dept. of Sociology, 
1992. 7 p. Bibliogr. (Research discussion 
paper ; no. 93) ISSN 0317-2473 
MICROLOG 94-02148 1 fiche 


The life table methodology has been a dominant 
technique in demographic research for the last 
several decades. The objective of this paper 
is to present an alternative model to the study 
of mortality without reference to the actuarial 
technique of the life table. 

AL PR SA 


Alternative writing assessment 
strategies 
by P.J.A. Evans. 
Research Council, 1981. 
ON04035 
MICROLOG 94-01570 1 fiche (Available on 
fiche only) 


Toronto : Ontario Educational 
36 p. ONTERIS: 


This paper describes alternative methods of 
writing assessment, including procedures for 
holistic, analytic, and primary trait scoring 
Discusses the stimuli used in the OAIP (Ontario 
Assessment Instrument Pool) screening trials. 
Includes suggestions for scoring and sample 
compositions 

ED ON PR 


Alternatives : thoughts on successful 
decision making 
by B. Campbell. Toronto : Ontario Institute for 
Studies in Education, 1989. 224 p. : ill. 
Bibliogr. ONTERIS: ON05804. 
MICROLOG 94-01584 3 fiche 


This document focuses on the ways individuals 
make professional and personal decisions. 
Analyzes 25 interviews according to decision- 
making styles, intuition, and ability to reflect 
during the thinking process. Each participant 
was given a KOLB learning style inventory to 
round out the profile. Includes the interview 
transcripts. 

ED ON PR 


Analyse de l’enquete de Thompson 
Lightstone sur l'attitude du public a 
Vegard du multiculturalisme 
Conseillers OPTIMA. Ottawa : Secrétariat 
d'Etat, Multiculturalisme, Politiques, recherches 
et analyses, 1988. 12, 12 p. : ill. Bilingue 
(Analysis of Thompson Lightstone survey...). 
MICROLOG 94-02034 1 fiche 


A l'automne 1987, Thompson Lightstone a mené 
un sondage de l'attitude du public à l'égard du 
multiculturalisme. Dans ce bref rapport qui suit, 
les conseillers Optima résument les principales 
constatations de cette enquête qui fut menée en 
novembre 1987 et rapproche ces conclusions 

de celles d'autres études sur l'attitude du public 
à l'égard du mutticulturalisme. 

e BS CA CU 


Analyse de l’industrie de la 
construction, 1992 
Québec : Commission de la construction du 
Québec, Service recherche et organisation, 
1993. 96 p. : ill Titre de la couv: Analyse 
de l'industrie de la construction au Québec, 
1992. CSI 67148003. ISSN 0317-5901 
ISBN 2-550-27933-6 
MICROLOG 94-01829 2 fiche 


L'analyse de ces informations permet de tracer 
un portrait de l'activité sur les chantiers et de 
la population qui y oeuvre. Ainsi, les données 
contenues dans ce document posent un 
diagnostic sur l'état général de l'industrie de la 
construction, dans l'ensemble du Québec et 
chacune des régions. Il présente d'abord les 
principaux indicateurs économiques de l'industrie 
ainsi que les faits saillants survenus au cours 
de l'année en matière de relations du travail, il 
étudie les principales caractéristiques des 
employeurs; et, se penche sur la question des 
salariés assujettis au Décret de la construction. 
Finalement, les quatres annexes qui complètent 
ce document fournissent, non seulement 
certaines définitions nécessaires à son 
interprétation, mais aussi près de 40 tableaux 
statistiques complémentaires à ceux inclus dans 
le texte. 

PL PR QU SC 


Analyse de quelques éléments de la 
production forestiere de l’unite de 
gestion des Chic-Chocs, partie 
occidentale 
par À. Zarnovican. Sainte-Foy, Québec : 
Forêts Canada, Région du Québec, Centre de 
foresterie des Laurentides, 1987. vi, 32 p. : 
ill. Bibliogr. (Rapport d'information ; LAU-X- 
74) L'éd. anglaise (Analysis of some 
elements of forest...) : 88-00720/1. ISSN 
0835-1589 ISBN 0-662-94099-7 
MICROLOG 94-01588 1 fiche 


L'aménagement rationnel de la forêt pour 
produire la matière ligneuse en quantité et en 
qualité exige des connaissances détaillées sur 
la capacité des arbres et des peuplements à 
produire du bois. Ce rapport analyse les 
différentes grandeurs dendrométriques, ainsi 
que leurs interrelations, pour établir les 
critères quantitatifs propres au classement des 
stations d'étude et donner ainsi à l'utilisateur 
(responsables de l'UG-Chic-Chocs) une 
première évaluation du rendement. 

® CA FO LS QU SC 


Analysis of Thompson Lightstone 
survey of public attitudes towards 
multiculturalism 
OPTIMA Consultants. Ottawa : Dept. of the 
Secretary of State, Multiculturalism, Policy, 
Analysis and Research, 1988. 12, 12 p. : ill. 
Bilingual (Analyse de l'enquête de 
Thompson...). 
MICROLOG 94-02034 1 fiche 


In the Autumn of 1987, Thompson Lightstone 
conducted a survey of public attitudes towards 
multiculturalism. In this brief report, Optima 
Consultants summarizes the key findings of this 
survey carried out in November 1987 and 
situate these finding within the context of other 
studies regarding public attitudes towards 
multiculturalism. 

e BS CA CU 


Analytic approximation to randomly 
oriented spheroid extinction 
by B.T.N. Evans and GR. Fournier. Ottawa : 
Defence Research Establishment Valcartier, 
1993. v, 45 p. : ill. (DREV report ; 4712/93) 
MICROLOG 94-02003 1 fiche 


The immediate objective of this work is to 
significantly reduce the computational burden in 
calculating the extinction from non-spherical 
particles. This allows for the exploration of the 
effects of non-spherical particles on the 
performance of obscurants and electro-optical 
systems. The longer term goal of this work is 
to alleviate the remaining constraints in the 
theoretical consideration of non-spherical 
aerosols and obscurants of either natural or 
artificial origin. This will aid not only in finding 
better obscurants but also in the possible 
identification and remote classification of such 
aerosols. 

e CA PS SC 


Analytical overview of the literature 
on ethno-cultural community 
development and integration 
by J. De Vries. Ottawa : Multiculturalism & 
Citizenship, Multiculturalism, Policy & 
Research, 1988. 11, 16 p. Bilingual (Coup 
d'oeil sur la littérature...). 
MICROLOG 94-02054 1 fiche 


This document provides glimpses of the 
literature on Canadian ethnocultural communities 
as it developed after the end of World War Il. 
Also, several aspects of housing (home 
ownership, type of tenure, possession of 
various household amenities) are examined. 

® CA SA 


Annotated bibliography of ENFOR 
biomass reports, 1979-90 


by I.S. Alemdag and J. Richardson. Hull, 
Que. : Forestry Canada, ENFOR Secretariat, 
1993. viii, 288 p. (Information report ; ST-X- 
6) Bilingual (Bibliographie annotée des 
rapports ENFOR...). ISSN 0705-324X ISBN 
0-660-58853-6 
MICROLOG 94-01656 4 fiche 
This annotated bibliography presents a 
compilation of all published and unpublished 
reports produced under Forestry Canada's 
ENFOR program of research and development 
on the production of forest biomass for energy 
purposes. The citations and summaries tor 480 
reports are included, covering the period from 
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1979 to 1990. These are arranged according 
to several broad subject areas. The reports 
are further categorized in a reference section 
which provides indices by tree species, 
geographic area, author, title and added 
keywords. 

e CA EN FO SC 


Annotated bibliography on culture, 
tourism and multiculturalism 


prepared by Carl Dubé ; under the direction 
of François Colbert. Ottawa : Multiculturalism 
and Citizenship Canada, 1988. 23, 25 p. 
Bilingual (Bibliographie commentée sur la 
culture...). ‘ 

MICROLOG 94-02035 1 fiche 


This is an annotated bibliography on culture 
and multicultural and tourism; it contains works 
related primarily to the "economic impact of 
cultural or tourist events” and the 
"socioeconomic profile and origin of audiences". 
The references are listed alphabetically by 
author. At the end of the document, the reader 
will find an index for the following seven topics 
or key words: tourism and culture, audience 
profile, tourist profile, economic impact, 
miscellaneous, bibliographies, and no abstract. 
e CA CU 


Annuaire des syndicats ouvriers, 

1993 
Fredericton : Ministère de l'enseignement 
supérieur et du travail, Direction de l'analyse 
du marché du travail, 1993. xv, 139 p. 
Titre de la couv: Annuaire des syndicats 
ouvriers au Nouveau-Brunswick, 1993. L’éd. 


anglaise (Directory of labour organizations...) : 
ISSN 0846-5851 


94-01766/2. CSI 46225.003. 
MICROLOG 94-01765 2 fiche 


L'Annuaire contient un sommaire des données 
statistiques sur les effectifs et une liste 
alphabétique des syndicats, des centrales 
syndicales et autres organisations de 
travailleurs. Ce répertoire est divisé en cinq 
parties, soit: les tableaux statistiques sur la 
répartition des effectifs syndicaux selon le 
nombre, l'industrie, le sexe et l'affiliation aux 
centrales syndicales; la liste des syndicats 
internationaux et nationaux ainsi que les 
organismes locaux indépendants, affiliés ou non 
à une centrale syndicale; la liste des 
représentants syndicaux, celles des 
représentants des centrales syndicales, de la 
Fédération des travailleurs du Nouveau- 
Brunswick, ainsi que celles des responsables 
des associations de la construction et des 
conseils des métiers du bâtiment et de la 
construction au Nouveau-Brunswick. 

AP LA PR 


Annual unload report, part Il : 

imported fruits and vegetables into 

10 Canadian provinces, 1992 
Ottawa : Agriculture and Agri-Food Canada, 
Market and Industry Services Branch, 
Horticulture and Special Crops Division, 1993. 
145 p. Bilingual (Rapport annuel des 
déchargements...). 
MICROLOG 94-01509 2 fiche 


This report contains the volumes of imported 
unloads of fruits and vegetables destined for 
either the fresh market or for processing. 
These data are preliminary estimates and are 
collected at Revenue Canada, Customs and 
Excise Offices for all loads of fresh fruits and 
vegetables entering Canada. The data permits 
monitoring the day import price of commodities 
that compete with domestically grown product. 
This document identifies into which province the 
goods were delivered as opposed to the official 
data which records province of entry. 

e AG CA EX SC 


Antinouri Lake-Nicholas Denys 
geocompilation project : data sheets 
for NTS 21 0/16a, northern New 
Brunswick 


by MP. Rennick. Fredericton : Dept. of 
Natural Resources and Energy, Mineral 
Resources, 1993. ii, 23 p. : maps. (Open 
file report ; 93-10) Fold. maps not tilmed On 
cover Cooperation Agreement on Mineral 
Development. ISSN 1183-5524 

MICROLOG 94-01787 1 fiche 


The data sheets and map plates contain the 
textual and graphical portions of data compiled 
for the Antinouri Lake - Nicholas Denys 
geocompilation project in northern New 
Brunswick. The mineral exploration assessment 
data were collected and compiled for each map 
sheet to provide graphic and textural 
descriptions on data sheets, topographic base 
maps, assessment work locations, and thematic 
Overlays presented on base maps. Data 
sheets include information on geology, 
geochemistry, ground geophysics, drill-hole 
collar, and drill-hole-interval. 

AP NR PR PS SC 


Antinouri Lake-Nicholas Denys 
geocompilation project : data sheets 
for NTS 21 P/12e, northern New 
Brunswick 


by MP. Rennick. Fredericton : Dept. of 
Natural Resources and Energy, Mineral 
Resources, 1993. ii, 169 p. : maps. (Open 
file report ; 93-11) Fold. maps not filmed. On 
cover: Cooperation Agreement on Mineral 
Development. ISSN 1183-5524 

MICROLOG 94-01993 2 fiche 


The data sheets and map plates contain the 
textual and graphical portions of data compiled 
for the Antinouri Lake - Nicholas Denys 
geocompilation project in northern New 
Brunswick. The mineral exploration assessment 
data were collected and compiled for each map 
sheet to provide graphic and textural 
descriptions on data sheets, topographic base 
maps, assessment work locations, and thematic 
overlays presented on base maps. Data 
sheets include information on geology, 
geochemistry, ground geophysics, drill-hole 
collar, and drill-hole-interval. 

AP NR PR PS SC 


Antinouri Lake-Nicholas Denys 
geocompilation project : data sheets 
for NTS 21 P/12f, northern New 
Brunswick 
by M.P. Rennick. Fredericton : Dept. of 
Natural Resources and Energy, Mineral 
Resources, 1993. ii, 96 p. : maps. (Open 
file report ; 93-12) Fold. maps not filmed. On 
cover: Cooperation Agreement on Mineral 
Development. ISSN 1183-5524 
MICROLOG 94-01994 2 fiche 


The data sheets and map plates contain the 
textual and graphical portions of data compiled 
for the Antinouri Lake - Nicholas Denys 
geocompilation project in northern New 
Brunswick. The mineral exploration assessment 
data were collected and compiled for each map 
sheet to provide graphic and textural 
descriptions on data sheets, topographic base 
maps, assessment work locations, and thematic 
overlays presented on base maps. Data 
sheets include information on geology, 
geochemistry, ground geophysics, drill-hole 
collar, and drill-hole-interval. 

AP NR PR PS SC 


Antinouri Lake-Nicholas Denys 
geocongiaren project : data sheets 
or NTS 21 P/12g, northern New 
Brunswick 
by MP. Rennick. Fredericton : Dept. of 
Natural Resources and Energy, Mineral 
Resources, 1993. ii, 8 p. : maps. (Open file 


cover: Cooperation Agreement on Mineral 
Development. ISSN 1183-5524 
MICROLOG 94-02070 1 fiche 


The data sheets and map plates contain the 
textual and graphical portions of data compiled 
for the Antinouri Lake - Nicholas Denys 
geocompilation project in northern New 
Brunswick. The mineral exploration assessment 
data were collected and compiled for each map 
sheet to provide graphic and textural 
descriptions on data sheets, topographic base 
maps, assessment work locations, and thematic 
overlays presented on base maps. Data 
sheets include information on geology, 
geochemistry, and ground geophysics. 

AP NR PR PS SC 


Antinouri Lake-Nicholas Denys 
geocompilation project : data sheets 
for NTS 21 P/13b, northern New 
Brunswick 
by MP. Rennick. Fredericton : Dept. of 
Natural Resources and Energy, Mineral 
Resources, 1993. ii, 10 p. : maps. (Open 
file report ; 93-14) Fold. maps not filmed. On 
cover: Cooperation Agreement on Mineral 
Development. ISSN 1183-5524 
MICROLOG 94-02071 1 fiche 


The data sheets and map plates contain the 
textual and graphical portions of data compiled 
for the Antinouri Lake - Nicholas Denys 
geocompilation project in northern New 
Brunswick. The mineral exploration assessment 
data were collected and compiled for each map 
sheet to provide graphic and textural 
descriptions on data sheets, topographic base 
maps, assessment work locations, and thematic 
overlays presented on base maps. Data 
sheets include information on geology, 
geochemistry, and ground geophysics. 

AP NR PR PS SC 


Antinouri Lake-Nicholas Denys 
geocompilation project : data sheets 
for NTS 21 P/13c, northern New 
Brunswick 


by MP. Rennick. Fredericton : Dept. of 
Natural Resources and Energy, Mineral 
Resources, 1993. ii, 130 p. : maps. (Open 
file report ; 93-15) Fold. maps not filmed. On 
cover: Cooperation Agreement on Mineral 
Development. ISSN 1183-5524 

MICROLOG 94-02023 2 fiche 


These data sheets and map plates contain the 
textual and graphical portions of data compiled 
for the Antinouri Lake-Nicholas Denys 
geocompilation project in northern New 
Brunswick. Each map sheet consists of 
hydrographic and cultural base data merged 
with thematic combinations of data. The 
summary data sheets provide a summary of 
the assessment work reported on the more 
detailed sheets and the surveys from which 
data have been plotted. The detailed data are 
described on the geology, geochemistry, ground 
geophysical and airborne geophysical data 
sheets. Detailed drill-hole information is also 
described. 

AP CA NR PR PS SC 


Antinouri Lake-Nicholas Denys 
geocompilation project : data sheets 
for NTS 21 P/13d, northern New 
Brunswick 
by MP. Rennick. Fredericton : Dept. of 
Natural Resources and Energy, Mineral 
Resources, 1993. ii, 64 p. : maps. (Open 
file report ; 93-16) Fold. maps not filmed. On 
cover: Cooperation Agreement on Mineral 
Development. ISSN 1183-5524 
MICROLOG 94-02022 1 fiche 


These data sheets and map plates contain the 
textual and graphical portions of data compiled 
for the Antinouri Lake-Nicholas Denys 
geocompilalion project in northern New 


report ; 93-13) Fold. maps not filmed. On Brunswick. Each map sheet consists of 
Copies of these documents are available from: 
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hydrographic and cultural base dala merged 
with thematic combinations of data. The 
summary data sheets provide a summary of 
the assessment work reported on the more 
detailed sheets and the surveys from which 
data have been plotted. The detailed data are 
described on the geology, geochemistry, ground 
geophysical and airborne geophysical data 
sheets. Detailed drill-hole information is also 
described 

AP CA NR PR PS SC 


Antinouri Lake-Nicholas Denys 
Project : geocompilation of mineral 
exploration assessment data 
by M.P. Rennick. Fredericton : Dept. of 
Natural Resources and Energy, Minerals 


Resources Division, 1993. iv, 22 p. Bibliogr. 
(Geoscience report ; 93-1) 2 diskettes not 
included with fiche. ISSN 0838-2565 


MICROLOG 94-01932 1 fiche 


The Antinouri Lake - Nicholas Denys project 
area is located in northern New Brunswick, 
northwest of Bathurst. The geocompilation data 
were plotted and digitalized on five thematic 
layers consisting of mineral exploration work 
locations, geology, geochemistry, geophysics, 
and annotation. The data for each assessment 
report are coded. The report includes 
databases from the Geoscan index geology, 
geochemistry, ground geophysics, airborne 
geophysics, drill-hole-collar, drill-hole-deviation, 
drill-hole-assay-interval, drill-hole-lithology-interval. 
It also includes a description of the 
geocompilation computer system and its 
operation. 

AP NR PR PS SC 


Applying shallow seismic reflection 
methods in southern Ontario 
by M.A. Lockhard...et al. Toronto : Ministry of 
Northern Development and Mines, Mines and 
Minerals Division, 1993. xix, 194 p. : ill. 
Bibliogr. (Ontario Geological Survey open file 
report ; 5824) (Ontario Geoscience 
Research Grant Program ; Grant no. 386) 
Fold. ill. not filmed. ISSN 0826-9580 
MICROLOG 94-01884 3 fiche 


This report is concerned about the gap 
between the promise and the results of shallow 
seismic reflection (SSR) surveys in areas like 
Waterloo Region. its hypothesis is that if the 
various components of SSR acquisition and 
processing can be isolated, examined, and 
optimized, then the potential for this technique 
can be improved as well. The report 
examines shot depths, shot designs, gun 
designs, recording techniques and equipment, 
and data processing. The improvement 
achieved is assessed by comparing field 
sections recorded with and without the results 
of experimentation with the factors listed. The 
history of SSR is described and two section 
comparisons are given to assess the 
advantages of different data collection and 
processing techniques. 
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Apport atmosphérique de certains 
composés organiques toxiques dans 
la composition chimique du fleuve 
Saint-Laurent et quelques uns de ses 
tributaires 


par M. El Khoury et MJ. Bertrand. Montréal : 


Environnement Canada, Service de 

l'environnement atmosphérique, Région du 

Québec, Services scientifiques, 1991. 66 p. : 

ill. Bibliogr. 

MICROLOG 94-01753 1 fiche 
Ce rapport a trait à une étude entreprise en 
collaboration avec le Service d'Environnement 
Atmosphérique d'Environnement Canada et le 
Centre St-Laurent dans le but d'évaluer la 
contribution de la composante atmosphérique 
dans la composition chimique du fleuve St- 
Laurent et quelques uns de ses tributaires. Du 
fait que très peu d'information existe sur ce 


sujet qui peut revêtir un caractère important 
dans le cadre du mandat du Centre St-Laurent, 
nous avons dans un premier temps effectué 
une recherche bibliographique dans le but de 
faire le point sur la situation Ce rapport 
résume sommairement les différents éléments 
sur lesquels sur lesquels nous nous sommes 
penchés et a pour but de suggérer une 
stratégie expérimentale qui permette 
d'entreprendre à court et moyen termes une 
étude systématique visant à quantifier la part 
de cette composante atmosphérique à la 
contamination du fleuve par certaines toxines 
organiques. 

CA EV QU SC 


Apport atmosphérique de certains 
composés organiques toxiques dans 
la composition chimique du fleuve 
Saint-Laurent et quelques uns de ses 
tributaires, phase I! : protocole 
d’échantillonnage et d'analyse 


par M. El Khoury et MJ. Bertrand. Montréal : 


Environnement Canada, Service de 
l'environnement atmosphérique, Région du 
Québec, Service scientifique, 1991. 
Bibliogr. 

MICROLOG 94-01700 1 fiche 


Ce rapport se situe dans le cadre d'une étude 
instiguée par le Service de l'Environnement 
Atmosphérique d'Environnement Canada, région 
du Québec, et effectuée en collaboration avec 
le Centre Saint-Laurent visant à caractériser la 
contamination chimique du fleuve Saint-Laurent 
et de ses affluents. Le rapport aborde 
précisément le choix d'adsorbant, la procédure 
d'utilisation, la préparation de la mousse et du 
fitre, le changement de la mousse et du filtre, 
l'échantillonneur de précipitations, prétraitement 
de la résine, remplissage de la colonne de 
résine, le changement de la colonne de résine, 
et le traitement des échantillons. 

CA EV QU SC 


Apport atmosphérique de polluants 
inorganiques, bassin hydrographique 
du fleuve Saint-Laurent 
Montréal : Environnement Canada, Service de 
l'environnement atmosphérique, Région du 
Québec, Services scientifiques, 1991. xii, 
123 p. Bibliogr. 
MICROLOG 94-01755 2 fiche 


Cette étude vise à évaluer l'état de la 
connaissance sur la contribution atmosphérique 
de polluants nes aux eaux du fleuve 
Saint-Laurent et proposer des moyens pour 
parvenir à quantifier la contribution des 
principaux polluants inorganiques. L'étude a été 
entreprise en se basant sur toutes les données 
disponibles concernant la nature et la quantité 
des espèces chimiques, à caractère 
inorganique, mesurées dans les dépôts secs et 
dans les dépôts humides, en Amérique du 
Nord et sur d’autres continents. L'analyse de la 
situation dans le bassin hydrographique du 
fleuve Saint-Laurent a été faite en considérant 
les apports prévisibles au Québec, les 
caractéristiques de 25 espèces chimiques 
inorganiques, les propriétés de 7 techniques de 
dosage, les particularités de 3 méthodes 
d'échantillonnage, les sites potentiels 
d'échantillonnage représentatif. 

CA EV QU SC 


An Appraisal of asynchronous 
parallelization approaches for tabu 
search algorithms 


by T. Crainic, M. Toulouse and M. Gendreau. 
Montreal : Université de Montréal, Centre de 
recherche sur les transports, 1993. 23 p. 
Bibliogr. (Publication ; no. 935) 

MICROLOG 94-01605 1 fiche 


This paper studies and compares asynchronous 
parallelization strategies for tabu search and 
evaluates the impact on performance and 
solution quality of the algorithmic design 
parameters of number of processors and 


43 p. : ill. 


handling of exchanged information. Parallelization 
approaches are implemented and compared by 
using a tabu search algorithm for 
muiticommodilty location-allocation problems with 
balancing requirements 
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Apres l’école : résultats d’une 
enquête nationale comparant les 
sortants de l’école aux diplômés 
d'études secondaires âgés de 18 à 
20 ans 


préparé par: Sid Gilbert...et al. ; édité par: 
Mary Sue Devereaux. Ottawa : Ressources 
humaines et travail Canada, 1993. vii, 76 p. : 
il. Bibliogr. L’éd. anglaise (Leaving school : 
results from.) : 94-01825/1. ISBN 
0-662-98584-2 
MICROLOG 94-01824 1 fiche 
Le nombre d'élèves qui abandonnent leurs 
études secondaires et les facteurs qui 
influencent cet abandon comptent parmi les 
indicateurs stratégiques qui se rapportent au 
fonctionnement du système scolaire. Ce 
document présente les résultats d'une enquête 
nationale comparant les sortants de l'école aux 
diplômés d'études secondaires âgés de 18 à 20 
ans. ll se penche précisément sur: l'estimation 
du taux de départ du secondaire; qui sont les 
sortants; le vécu scolaire; les résultats 
scolaires; l'emploi à temps partiel durant l'année 
scolaire; les tendances en matière de 
comportements déviants à l'école; et, les 
See professionnelles et les résultats de vie. 
A ED 


Archives d'origine privée conservées 

au Centre d'archives de l'Outaouais 
Québec : Gouvernement du Québec, Ministère 
des affaires culturelles, Archives nationales du 
Québec, 1992. 78 p. Sur la couv: Guide. 
ISBN 2-551-15206-2 
MICROLOG 94-02091 1 fiche 


Les archives d'origine privée conservées au 
Centre d'archives de l'Outaouais constituent des 
documents essentiels à la connaissance et à la 
compréhension d'un peuple et de son histoire. 
Elles sont conservées pour être utilisées et, 
par conséquent, elles ne trouvent leur véritable 
signification que dans l'usage qu'on en fai. Le 
Centre accorde une grande importance à la 
diffusion et à l'accessibilité des documents 
historiques qu'il conserve, car leur consultation 
contribue directement au développement et à 
l'enrichissement de ceux qui y ont recours. 
C'est dans le but d'en permettre la plus large 
utilisation possible que ce guide a été préparé. 
CU PR QU 


Archives d'origine privée conservées 

au Centre d'archives de la Côte- 

Nord 
Québec : Gouvernement du Québec, Ministère 
des affaires culturelles, Archives nationales du 
Québec, 1992. 31 p. ISBN 2-550-26281-6 
MICROLOG 94-02092 1 fiche 


Les archives d'origine privée conservées au 
Centre d'archives de la Côte-Nord constituent 
des documents essentiels à la connaissance et 
à la compréhension d'un peuple et de son 
histoire. Elles sont conservées pour être 
utilisées et, par conséquent, elles ne trouvent 
leur véritable signification que dans l'usage 
qu'on en fait. Le Centre accorde une grande 
importance à la diffusion et à l'accessibilité des 
documents historiques qu'il conserve, car leur 
consultation contribue directement au 
développement et à l'enrichissement de ceux 
qui y ont recours. C'est dans le but d'en 
permettre la plus large utilisation possible que 
ce guide a été préparé. 
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Archives écrites d’origine privée 
conservees au Centre d’archives de 
Québec et de Chaudiére-Appalaches : 
guide 


Québec : Archives nationales du Québec, 1991. 
xiv, 175 p. Bibliogr. ISBN 2-551-14868-5 
MICROLOG 94-02085 2 fiche 


Les trois cent quinze fonds d'archives écrites 
d'origine privée décrits dans ce guide 
constituent, quantitativement, moins de dix pour 
cent de la totalité des archives écrites 
conservées au Centre d'archives de Québec et 
Chaudière- Appalaches, soit 1,3 kilomètre des 
15,6 kilomètres. Cependant, la diversité et la 
richesse de l'information contenue dans ces 
fonds transcendent largement la portée de ces 
chiffres et révèlent toute l'importance de ces 
archives pour l'histoire du Québec et de la 
région de Québec. Les fonds apparaissent dans 
le guide selon l'ordre alphabétique des titres et 
pour chaque fonds, on retrouve un ensemble 
d'informations regroupées sous quatre grandes 
rubriques: titre; notice; description; et source 
complémentaire. 
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Are you listening? Helping young 
people take action for health : stories 
from British Columbia 


Victoria : BC Ministry of Health and Ministry 
Responsible for Seniors, Office of Health 
Promotion, 1993. ii, 48 p. : il. Bibliogr. 
ISBN 0-7726-1943-3 

MICROLOG 94-01511 1 fiche 


This resource guide has been developed to 
highlight approaches that have focused on 
listening and supporting young people in British 
Columbia. These approaches reflect health 
promotion principles and give young people 
Opportunities to learn the skills they need to 
take action on health-related issues. Over 90 
Stories were received. This document profiles 
19 of them. They reflect how health promotion 
principles have been put into practice in 
schools and communities throughout British 
Columbia. It also includes ideas on how to 
start the process of working with young people, 
and some of the challenges other groups have 
faced along the way. 

BC HE PR SA 


Arts research bibliography, vol. 4 
Canada Council. Research & Evaluation. 
Ottawa : Canada Council, Research & 
Evaluation, 1993. 150 p. Bilingual 
(Répertoire des travaux...). ISSN 0837-4910 
ISBN 0-662-60002-2 
MICROLOG 94-01615 2 fiche 


Volume 4 of the bibliography lists all studies 
held in the Arts Research Library of the 
Research and Evaluation Section, the Canada 
Council. The bibliography is not exhaustive. It 
provides a listing only of arts research studies 
received by Research & Evaluation between 
July 1992 and September 1993. Volumes 1, 2 
and 3 provide a listing of all arts research 
Studies received in the Arts Research Library 
since its inception in 1980. The bibliography is 
divided into three chapters, including the 
environment, copyright and the component 
artistic sectors. 

e CA CU 


Aspirations project : qualitative 
research report 
prepared for Children and Youth Project, 
Premier's Council on Health, Well-Being and 
Social Justice. Toronto : Insight Canada 
Research, 1993. i, 65 p. ONTERIS: 
ON06371. 
MICROLOG 94-01688 1 fiche 


In January 1993, the Premier’s Council 
commissioned a qualitative research project to 


document contains findings and analysis which 
summarize the aspirations of children and youth 
and the views of parents and grandparents on 
what they hope for and want for their children 
and grandchildren. It is illustrated with 
examples of the thoughts and comments of 
participants in the research. 
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Assurance de la qualité dans le 
controle de la qualité des eaux 


Ottawa : Environnement Canada, Conservation et 
protection, Direction générale des sciences et 
de l'évaluation des écosystèmes, 1993. v, 

444 p. : ill. Bibliogr. L'éd. anglaise (Quality 
assurance in water quality...) : 94-01942/5. 

ISBN 0-660-94280-1 

MICROLOG 94-01941 5 fiche 


L'assurance de la qualité (AQ) a des incidences 
Sur toutes les phases de la recherche et de la 
collecte des données. Elle garantit que l'étude 
entreprise est conçue de la meilleure façon 
possible avant sa réalisation et que les études 
sont effectuées conformément au plan prévu. 
Les directives et procédures concernant le 
contrôle de la qualité (CQ) rassurent que les 
données produites conviennent à l'usage 
recherché. Ce document se penche sur cette 
question et examine les points suivants: politique 
de gestion de l'AQ: documentation, centres de 
responsabilité; stratégies opérationnelles de 
l'AQ/CQ;: et, mise en oeuvre de l'AQ/CQ. 

CA EV SC 


Atlantic halibut Hippoglossus 
hippoglossus and Pacific halibut H. 
Stenolepis and their North American 
fisheries 


by R.J. Trumble...et al. Ottawa : National 
Research Council Canada, 1993. iv, 84 p. : 
ill, maps. Bibliogr. (Canadian bulletin of 
fisheries and aquatic sciences ; no. 227) 
ISSN 0706-6503 ISBN 0-660-15111-1 
MICROLOG 94-01949 1 fiche 


Atlantic halibut and Pacific halibut are closely 
related taxa that share many biological 
similarities but whose management differs 
considerably on each coast. This paper 
presents a comprehensive review of the biology 
and exploitation of the two halibuts, focusing on 
North America but including data from other 
regions where appropriate. The paper 
describes the biology of the two species: the 
history of the fisheries; population dynamics; 
fisheries management, and the future of the 
resources and fisheries. 
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B.C. Tourism : golf resort 

development strategy 
International Sports Inc. Victoria : Ministry of 
Small Business, Tourism and Culture, 1993. 
102 p. : maps. ISBN 0-7726-1434-2 
MICROLOG 94-01936 2 fiche 


Six years ago, British Columbia recognized golf 
as a potential opportunity for new tourism. 
Since then, the Province has been working to 
identify the market strategies and potential 
development necessary to meet this opportunity. 
As part of the on-going process, this updated 
report establishes the key success criteria for 
tourism golf facilities; analyzes the market 
potential for tourism golf in B.C.; identifies 
current and potential sites for the province's 
tourism golt product, in a general nature; 
identifies major competitive areas; determines 
the potential economic impacts that a strong 
tourism golf industry might have on the 
Province; identifies constraints to the 
development of the tourism golf industry; and 
recommends strategies for consideration. It 
also evaluates the productmarket for various 
areas of the Province. 

BC CU PR 


B.C.’s business and professional 


women’s organizations : networking 
directory 
Victoria : Ministry of Economic Development, 


Small Business and Trade, 1993. 17 p. 
0-7726-1852-6 
MICROLOG 94-01539 1 fiche 


This directory brings together business 
networking and support contacts for women 
that are not readily available from other 
sources. It contains information on 
organizations run by and for women focused 
on building networking and support contacts 
women want and need for business growth; 
women's business support organizations in 
British Columbia listed by region; provincial and 
national business support organizations for 
women, women's centres in communities where 
they are the primary centre for all women's 
activities, including business networking and 
support; and a reference list of other sources 
of business information. 
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ISBN 


Background information for the 
Province of Nova Scotia’s 
consultation on revisions to the 
Young Offenders Act 


Halifax : The Province, 1993. 
MICROLOG 94-01822 1 fiche 


This document contains a brief overview of the 
juvenile-justice legislation in Canada. lt 
presents youth crime statistics. Tables provide 
information on young offenders charged per 
10,000 youths aged 12-17, Nova Scotia, by 
crime category and year; youth participation 
rates (percentage of persons charged in Nova 
Scotia who were young offenders; by crime 
category and year); and participation rates of 
youths aged 12-17 in select crimes vs. their 
representation in the population (Nova Scotia, 
1992). It includes a profile of young offenders 
in Nova Scotia. 
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4p. 


Barriers to the recognition of the 
credentials of immigrants in Canada : 
an analysis using census data 


by R-E. Wright and K. McDade. Ottawa : 
Secretary of State of Canada ; Health and 
Weltare Canada ; Montreal : Institute for 
Research on Public Policy, 1992. 87 p. 
Bibliogr. 

MICROLOG 94-01907 2 fiche 


Historically, immigration has made a significant 
contribution to the growth and quality of the 
Canadian labour force. However, many well- 
educated immigrants obtained their education 
outside of Canada and face barriers in the full 
recognition of their creditentials in the Canadian 
labour market. This report empirically 
examines the nature and extent of these 
barriers. individual-level data from the 1986 
Canadian Census is used. Data used to 
implement the empirical approach is also 
described. Estimates presented are calculated 
separately for men and women. 
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BC Health Research Foundation : 

Annual report 1992-93 
Victoria : The Foundation, 1993. 
CSI 38214.001. ISSN 1183-9511 
MICROLOG 94-01502 1 fiche 


The Foundation is dedicated to the pursuit of 
better health for the citizens of British Columbia 
through the support of innovative research and 
evaluation, and through health and human 
resources development. This annual report 
contains a Foundation overview. It highlights 
programs and contains information regarding 
awards. It also provides financial statements 
and an auditor's report. 


23 p. : il. 
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Beyond comprehension 
reading’ is too easy 
by D. Bogdan and J. Cunningham. Toronto : 
Ontario Institute for Studies in Education, 
1992. 7 p. ONTERIS: ONO6564 
MICROLOG 94-01558 1 fiche 


This paper is a response to the Keith Raitz 
theory on the reading act which considered the 
concept of ‘easy reading’ as a misleading 
conduit theory of communication and proposed 
as an alternative the concept of ‘hard reading’. 
Also included are some implications of a 
literary model of reading as paradigmatic of all 
reading afforded by a constructionist or 
actualization model of reading. 
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Bibliographie annotée des rapports 
ENFOR sur la biomasse, 1979-90 
par |.S. Alemdag et J. Richardson. Hull, 
Québec : Forêts Canada, Secrétariat ENFOR, 
1993. viii, 288 p. (Rapport d'information ; ST- 
X-6) Bilingue (Annotated bibliography of 
ENFOR...). ISSN 1192-1064 ISBN 
0-660-58853-6 
MICROLOG 94-01656 4 fiche 


Cette bibliographie annotée comporte une 
compilation de tous les rapports publiés et non 
publiés provenant du programme ENFOR de 
Foréts Canada, un programme de recherche et 
de développement sur la production de 
biomasse forestière à des fins énergétiques. 
Elle présente les résumés de 480 rapports 
pour la période allant de 1979 à 1990. Ils sont 
organisés selon plusieurs domaines. Les 
rapports sont aussi classés par catégories 
d'espèces d'arbre, de région géographique, 
d'auteur, de titre et de mots-clé ajoutés. 
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Bibliographie annotee sur les ethnies 
et les média au Canada -- Ebauche 
par K.H. Karim et G. Sansom. Ottawa : 
Multiculturalisme et citoyenneté, Secteur du 
Mutticulturalisme, Politiques et recherches, 
1990. 32 p. 
MICROLOG 94-01930 1 fiche 


Cet ouvrage est destiné aux chercheurs qui 
étudient la façon dont les Canadiens de toutes 
les origines ethniques sont présentés et 
employés par les principaux médias du pays. 
La définition de média utilisé aux fins de cette 
bibliographie est large. Elle englobe tout 
document largement diffusé à des fins de 
communication, y compris les manuels scolaires 
et les diverses formes de propagande 
haineuse. Cette bibliographie regroupe une 
large gamme d'ouvrages annotés sur les 
médias: travaux de recherche, analyses de 
contenu, comptes rendus de conférences, 
rapports de groupes de travail, discours, textes 
de loi, codes de l'industrie et guides relatifs à 
la présentation. 

CA SA TE 


Bibliographie commentée sur la 

culture, le tourisme et le 

multiculturalisme 
préparé par Carl Dubé ; sous la direction de 
Francois Colbert. Ottawa : Multiculturalisme et 
citoyenneté Canada, 1988. 25, 23 p. Bilingue 
(Annotated bibliography on culture, tourism 
and...). 
MICROLOG 94-02035 1 fiche 


Cette bibliographie commentée s'intéresse au 
tourisme au tourisme culturel et multiculturel; 
elle contient des ouvrages reliés principalement 
aux aspects "impact économique d'événements 
culturels ou touristiques” et "profil socio- 
économique et provenance des auditoires”. Les 
références sont données par ordre 
alphabétique d'auteurs. On trouvera à la fin du 
document un index à partir des sept thèmes 
ou mots-clefs suivants: tourisme et culture, 
profil d'auditoire, profil des touristes, impact 


économique, divers, bibliographies, sans résumé. 
@ CA CU 


Bibliographie du Parlement du 

Quebec 
Québec : Gouvernement du Québec, Assemblée 
nationale, Bicentenaire des institutions 
parlementaires du Québec, 1992. 119 p. 
(Vie parlementaire ; 6) ISBN 2-551-14961-4 
MICROLOG 94-01838 2 fiche 


Ce document présente une bibliographie du 
Parlement du Québec. La liste des 
bibliographies et des instruments de travail qui 
figure au début de cet ouvrage rappelle les 
principales contributions du personnel de la 
bibliothèque. On y retrouve notamment les 
travaux d'André Beaulieu et de Gaston Bernier, 
qui se sont succédés à la fonction de directeur 
adjoint, et ceux de Denis Kronstrom, Gilberte 
Boilard et Joelle Desjardins, du Service de la 
référence. 

PA PR QU 


Bibliography on arms control 

verification -- 2d update 
Ottawa : The Government, 1993. 
MICROLOG 94-02119 2 fiche 


This bibliography follows-on from two earlier 
compilations of verification literature. This 
second update lists alphabetically over 400 
documents in French and English related to 
verification that have been identified since the 
publication of the 1992 updatte, with special 
emphasis on material produced since the 
autumn of 1992. As before, these documents 
include the publications and submissions of 
governments and international organizations as 
well as the academic literature on the subject. 
CA Cl EX 


X NO ND: 


A Big vat of knowledge : an 

overview of TVOntario’s non-formal 

distance education courses 
by R.S. Brown. Toronto : Toronto Board of 
Education, 1991. 21 p. : ill. Bibliogr. Paper 
presented at the Ontario Educational 
Research Council Conference. ONTERIS: 
ONO6086. 
MICROLOG 94-01575 1 fiche 


This paper examines the attitudes of students 
enrolled in the home studies courses offered 
through TVOntario and provides a case study 
of independent learning. These courses are 
distinct from the mainstream in two ways: no 
credit and no tests, essays, or exams, and 
course entirely done alone at home. The study 
demonstrates how adults approach courses 
when unfettered by any restriction but the 
acquisition of knowledge. 

ED ON PR 


Breaking new ground : human 
resource challenges and opportunities 
in the Canadian mining industry 
Price Waterhouse (Firm). Ottawa : Steering 
Committee of the Human Resources Study of 
the Canadian Mining Industry, 1993. xv, 
107 p. : il Bibliogr. Bilingual summary report 
(16, 20 p.) laid in. French ed. (Explorer de 
nouveaux horizons...) : 94-01842/2. ISBN 
0-662-21005-0 
MICROLOG 94-01827 2 fiche 


This document contains key facts about the 
Canadian Mining Industry and its people. It 
provides major human resource findings 
regarding employment trends, trends in skill 
requirements, a profile of the current 
workforce, demographic characteristics, and the 
industry’s human resource management and 
development strengths. It also provides 
conclusions and recommendations. It discusses 
laying the foundation for change, the need for 
a joint human resource sector council, and a 
variety of challenges. 

CA LA NA PS SC 


Bridges and frontiers : families, 

women and work in an aging 

Canada 
by SA McDaniel. Edmonton : University of 
Alberta, Dept. of Sociology, 1993. 38 p. : ill. 
Bibliogr. (Research discussion paper ; no. 
96) Keynote address, Canadian Association 
on Gerontology ISSN 0317-2473 
MICROLOG 94-02145 1 fiche 


The scripts of our lives as we age are 
changing dramatically, and not only as a 
function of well-publicized demographic changes, 
but also as a result of thorough-going changes 
in work and the economy, and family. Yet, 
social policy for an aging Canada is often 
being built, changed or dismantled as if 
tomorrow will be not only like today, but like 
yesterday. In exploring some of these changes 
and their implications, the research frontiers of 
families, women and work are probed to find 
out how what we know now might be bridged 
with what we still need to know. The hope is 
that our growing knowledge about aging in 
social context can be bridged with knowledge 
about economic and social changes to the 
benefit of social policy and us all as we age. 
AL LA PR SA 


British Columbia. Ministry of 
Agriculture, Fisheries and Food : 
Annual report 1991-92 
Victoria : The Ministry, 1992. 74 p 
CSI 37100.001. ISSN 0835-4871 
MICROLOG 94-01897 1 fiche 


This Ministry will encourage sustainable growth 
and development of industries involved in 
producing, processing, distributing, and 
marketing agricultural, fish and food products in 
B.C. to meet demand in domestic and export 
markets. This is the annual report of the 
Ministry, discussing managing change, quality 
and the environment, human resources, 
research and development, and other things for 
agriculture, fisheries, food, management 
accountability, and financial stability. Statistical 
tables provide data on farm area, receipts and 
expenses, agri-food sector contribution to B.C. 
goods production GDP, net farm income, 
aquaculture production, fish landings, crop 
insurance, and use of funds distributed under 
various programs. Financial statements, and 
an organizational chart conclude the document. 
AG BC FI PR SC 


British Columbia. Ministry of 
Tourism : Business plan 1993-94 


Victoria : The Ministry, 1993. 32 p. 
MICROLOG 94-01896 1 fiche 


This document presents information on the 
mission and values of the Ministry. It 
discusses creating an effective balance, and 
meeting tourisn challenges. It also discusses 
Ministry priorities. It looks at Ministry actions 
including promoting B.C. tourism, strengthening 
and diversifying B.C.’s tourism product, 
increasing adn distributing economic benefits, 
improving human resource deviepment, 
suestaining environemntal values, improvin 
communications co-operation adn partnerhships,a 
nd planning for tourism's future. It also looks 
at priority projects. 

BC CO CU PR 


British Columbia. Sexually Transmitted 
Diseases Control Division : Annual 
report 1992 
Victoria : The Division, 1993. 65 p. : ill. 
CSI 38128.001. ISSN 1183-2622 
MICROLOG 94-01926 1 fiche 


This report is divided into four sections: STD 
epidemiology, organized by disease and 
wherever possible outlines temporal trends, 
age, sex and geographical distribution; STD 
clinic report, chronicles the activities of the 
Division's main clinic and is also useful for 
following crude trends in non-reportable 


Pour des copies de ces publications, contacter: 
8 Micromedia Ltd., 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 
(613) 237-4250 FAX (613) 237-4251 
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D 


diseases, outreach clinic report, gives an 
understanding of the activities of STD outreach 
personnel in the lower mainland; and special 
projects, gives a brief outline of other selected 
Divisional activities. This year, it includes a 
discussion of funding to community groups for 
HIV/AIDS control and a review of the efforts of 
the Sentinel Physician's Network in the 
surveillance of genital chlamydia infection. 

BC HE PR 


British Columbia Acid Mine Drainage 
Task Force : Annual report 1990-91 


Victoria : The Task Force, 1991. 36 p. 
Bibliogr. CS! 38189.001. 
MICROLOG 94-01501 1 fiche 


The purpose of the Task Force is to promote 
and coordinate research activities directed at 
solving acid mine drainage problems. This 
annual report contains reviews of projects 
initiated or ongoing during the year, updates on 
some studies conducted in previous years and 
summaries of others to be initiated in the 
coming year. It also summarizes expenditures 
since 1987 and proposes a budget for the 
coming year. Projects described are grouped 
under the Prediction Prevention Subcommittee, 
the Treatment and Control Subcommittee, or 
the Monitoring Subcommittee. 

BC NR PR PS SC 


British Columbia community economic 
dependencies 


by G. Horne and L. Robson. Victoria : British 


Columbia Round Table on the Environment 
and the Economy, 1993. 32 p. Bibliogr. 
MICROLOG 94-02053 1 fiche 


This background report uses an economic base 
approach to describe the local economies of 55 
small areas of the province of British Columbia 
for the year 1990. A number of data sources 
were used to estimate basic and nonbasic 
employment and income for each local area 
and for the particular industries of forestry, 
mining, fishing and trapping, agriculture and 
tourism within the basic sector. Community 
dependence on non-employment from such 
sources as unemployment insurance, pension, 
investments, transfer payments and social 
assistance is also estimated. The report also 
presents some preliminary work on the 
application of the local area database to the 
issue of estimating local economic impacts. 
Two sets of ratios of total income to basic 
income for each local area are presented and 
the use of these ratios for estimating impacts 
is discussed. The stability of these ratios 
under changing circumstances and the resulting 
implications for estimating impacts is also 
discussed. 

BC CO MU PR 


British Columbia Council of Human 

Rights : Annual report 1990-91 
Victoria : The Council, 1991. 50 p. : ill. 
CSI 38135.001. ISSN 0830-0437 
MICROLOG 94-01513 1 fiche 


The Council is responsible for administering the 
Human Rights Act. Its mandate includes 
receiving, investigating and adjudicating 
complaints alleging discrimination. This annual 
report reviews the Council's activities for the 
year, which includes complaint procedures, 
program reports, and significant decisions. 
Statistical reports and a financial report is also 
included. 

BC JU PR 


British Columbia Council of Human 

Rights : Annual report 1991-92 
Victoria : The Council, 1992. 48 p. : ill. 
CS! 38135.001. ISSN 0830-0437 
MICROLOG 94-01514 1 fiche 


The Council is responsible for administering the 
Human Rights Act. Its mandate includes 
receiving, investigating and adjudicating 
complaints alleging discrimination. This annual 


report reviews the Council's activities for the 
year, which includes complaint procedures, 
program reports, and significant decisions. 
Stalistical reports and a financial report is also 
included. 

BC JU PR 


British Columbia directory : 

unintentional injury prevention 

programs for children and youth, 

ages 0-24 : addendum 
Victoria : Ministry of Health and Ministry 
Responsible for Seniors, Office for Injury 
Prevention, 1993. iv, 31 p. ISBN 1192-6767 
MICROLOG 94-01475 1 fiche 


Unintentional injuries are a leading cause of 
death and hospitalization among children and 
youth, yet up to 90 percent of injuries are 
preventable. This addendum includes programs 
and organizations who have identified 
themselves since the B.C. Directory: 
Unintentional Injury Prevention Programs for 
Children and Youth was first published in 
January 1993. It provides a brief description 
of injury prevention programs and the 
Organizations responsible for them. The 
descriptions are intended as a reference for 
groups and individuals interested in injury 
prevention programs or initiatives. 

BC HE PR SA 


British Columbia Energy Council : 
Annual report 1992-93 


Vancouver, B.C. : The Council, 1993. 12 p. 
MICROLOG 94-01519 1 fiche 


The Council is a permanent body created in 
1992 with the basic purpose of facilitating 
comprehensive energy planning for British 
Columbia. This annual report looks at the 
Council's mandate and structure, highlights for 
the year, long term firm electricity exports, and 
the energy plan which the Council is to 
develop. Appendices provide operating 
principles for public involvement, public 
involvement activities, financial statements, costs 
recovered from public utilities and a list of 
councillors. 

BC EN PR SC 


British Columbia float home standard 
see Float home standard 


British Columbia Forest Practices 
Code : discussion paper 
Victoria : Commission on Resources and 
Environment, 1993. 30 p. 
MICROLOG 94-01833 1 fiche 


General discussion paper for the proposed 
Forest Practices Code, highlighting the policy 
framework and providing a general overview of 
the philosophy and intent of the regulations and 
standards to be enacted. The paper describes 
the code and the reasons for its introduction; 
methods of improving forest practices; 
implementation and modification; costs and 
benefits; and public input. Related government 
initiatives are also included, including land use 
planning, the protected areas strategy, 
consultation of First Nations, use of 
environmental assessments and timber supply 
review, and development of a biodiversity forest 
sector strategy. 

BC FO PR SC 


British Columbia Marketing Board : 
Annual report 1991-92 
Victoria : The Board, 1992. 19 p. 
CSI 38112.001. ISSN 0702-0821 
MICROLOG 94-01898 1 fiche 


The Board is the general supervisor of all 
marketing boards or commissions constituted 
under the Act. This annual report presents 
the objectives of the Board. It discusses its 
supervisory, appeals, and signatory functions. 
BC CO PR 


British Columbia practices code : 
rules : changing the way we manage 
our forests, tough enforcement 
see Proposed forest practices rules for British 
Columbia 


British Columbia science and 
technology program review : individual 
program recommendations 
Victoria : The Province, 1993. 17 p. 
MICROLOG 94-01540 1 fiche 


Description of 38 science and technology 
program-granting institutions or organizations, 
general importance of British Columbia's 
funding, and recommendations for continuation 
of that funding. 

BC PA PR 


Budget ‘93 : a financial plan for 
Alberta -- Update 
Alberta. Alberta Treasury. Edmonton : The 
Ministry, 1993. 129 p. : ill CS/ 34118.004. 
MICROLOG 94-01518 2 fiche 


Abstract unavailable for this document. 
AL CO PA PR 


Budget de l'Ontario, 1993 
Ontario. Ministère des finances. Toronto. : le 
Ministère, 1993. 120 p. : ill L'éd. anglaise 
(Ontario budget, 1993) : 93-05655/2. 
CSI 55121.006. ISSN 0704-3503 
MICROLOG 94-01815 2 fiche 


Le discours du budget présente les grandes 
lignes de la politique financière de l'Ontario et 
élabore sur les sujets suivants: la situation 
financière de l'Ontario; les investissements dans 
l'emploi et dans la main-d'oeuvre; le contrat 
social pour protéger les emplois et les 
services; le maintien des services et le 
contrôle des coûts; l'équité en matière d'impôts 
et de taxes; le contrôle de la croissance de la 
dette; et les perspectives économiques et 
budgétaires. 

CO ON PA PR 


Business strategy for sustainable 
development : leadership and 
accountability for the ’90s 
a joint project of International Institute for 
Sustainable Development and Deloitte and 
Touche ; with the participation of Business 
Council for Sustainable Development. 


Winnipeg : The Institute ; SI. : The Company ; 


The Council, 1992. 116 p. 
MICROLOG 94-01718 2 fiche 


This report determines the role of business in 
sustainable development, and the market and 
profit opportunities it presents; defines the 
Strategic choices available to business 
enterprises in relation to sustainable 
development and the environment, the 
international usage of each strategy, and the 
determinants involved; assesses how managing 
for sustainable development will require 
revisions to current management systems; 
exploring in detail the stakeholder relations and 
corporate reporting aspects of the management 
system; and recommends actions by 
government, business, and other parties that 
would encourage business enterprises to 
contribute more actively to global sustainable 
development. 

e CA CO EV SC 


Cadre pour l'analyse de la 
compétitivite du secteur agro- 


alimentaire 
Ottawa : Agriculture Canada, Direction générale 
des politiques, 1993. xvi, 63 p. : ill. Bibliogr. 


(Document de travail ; 3-93) L'éd. anglaise 
(Framework for analyzing the...) : 94-01798/1. 
MICROLOG 94-02013 1 fiche 


Le bien-être économique du secteur agro- 
alimentaire du Canada dépend de plus en plus 


Copies of these documents are available from: 
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de la capacité du pays de faire concurrence 
aux autres pays sur les marchés intérieur et 
extérieur. Ce document a pour objectif de 
favoriser la compréhension générale du concept 
de la compétitivité. Il vise également à décrire 
les grandes lignes de moyens permettant de 
rassembler l'information nécessaire pour 
évaluer la compétitivité de l'industrie, de même 
que les facteurs programmes du gouvernement 
sur la compétitivité 

AG CA CO SC 


Caisse de dépôt et placement du 
Québec : Annual report 1992 
Montreal : The Caisse, 1993. 49 p. : ill. 
CSI 67132.001. ISSN 0835-2143 ISBN 
2-550-27330-3 
MICROLOG 94-01491 1 fiche 


The Caisse is an autonomous institution in its 
investment management operations that was 
formed in 1965 to manage the funds arising 
from various public pension and insurance 
plans. Its mandate is to ensure that the funds 
under its administration generate a profit 
through investments and also to support 
Quebec's economic development. To achieve 
these objectives it uses such investment 
vehicles as bonds, shares and convertible 
securities, mortgages and real estate 
investments. The annual report reviews the 
year and the economy in general, describes 
the asset mix and returns, and then discusses 
the fund's administration and investment 
operations before providing the financial 
statements. 

CO PA PR QU 


Caisses populaires : Rapport annuel 
1992 


Fredericton : Ministère de la justice, Caisses 


populaires et coopératives, 1993. 28 p. : ill. 
Bilingue (Credit unions : Annual...). 
CSI 46117.001. ISSN 1181-9251 ISBN 


1-55137-033-6 
MICROLOG 94-01772 1 fiche 


La responsabilité majeure du Service des 
caisses populaires et coopératives est celle de 
surveiller les caisses populaires et les ‘credit 
unions’ au Nouveau-Brunswick. Le Service a 
comme principal objectif de veiller à l'application 
de la ‘Loi sur les caisses populaires’ et de ses 
règlements ainsi que de la ‘Loi sur les 
fédérations de caisses populaires’ dans le but 
de protéger l'épargne des membres. A cette 
fin, le Service effectue périodiquement des 
inspections des caisses populaires et de ‘credit 
unions’ dont en voici ke rapport annuel. On 
donne un bilan consolidé et l'actif et le passif 
pour chaque caisse populaire. 

AP CO PR 


Calais/St. Stephen border crossing 
study 
see Transportation implications associated with 
the Calais, Maine/St. Stephen, New Brunswick 
international border crossings 


Calculation of benefits under Section 

45 : a discussion paper 
Halifax : Workers’ Compensation Board of Nova 
Scotia, 1993. v, 56 p. : ill. At head of title: 
Issues and options to be considered by the 
Board of Directors of the Workers’ 
Compensation Board of Nova Scotia when 
determining the calculation of benefits for 
permanently injured workers under section 
45 of the Workers’ Compensation Act. 
MICROLOG 94-01748 1 fiche 


The Worker's Compensation Board of Nova 
Scotia faces the challenge of deciding on a 
new system of benefit calculation for workers 
who have suffered a permanent partial 
disability. The existing system can no longer 
stand in light of recent court decisions and 
legislative amendments. The purpose of this 
discussion paper is to describe the context in 
which the Board's decision must be made and 


to oulline the issues that arise for the Board's 
consideration. It presents information on 
calculation of benefits and issues arising under 
S. 45(2) & S. 45(3). 

AP LA PR 


Calling for a municipal option in long- 
term care 


Ottawa : Association of Municipalities of Ontario, 


1993. 35 p. (Policy direction series , 
HSS93D02) ISBN 1-55140-007-3 
MICROLOG 94-01692 1 fiche (Available on 
fiche only) 


This document contains general comments on 
the reform proposals. It discusses components 
of the reformed long-term care system 
including planning, AMO's past position on 
special purpose bodies, municipal option for 
planning health and social services, 
incorporating a municipal role in planning, and 
service delivery and service management 
(coordination). It offers conclusions and a 
summary of recommendations. Appendices 
contain information on the current role of 
municipalities in the long-term care system, an 
executive summary of municipal option, and 
provincial governments timetable for reform. 
HE MU ON PR 


Canada. Agence des 
télécommunications gouvernementales : 
Rapport annuel 1992-93 
Ottawa : l'Agence, 1993. 32, 32 p. : ill. 
Bilingue. CSI 22525.001. ISBN 0-662-59736 
MICROLOG 94-01600 1 fiche 


Ce document présente le rapport annuel 1992- 
1993 de l'Agence des télécommunications 
gouvernementales. L'Agence vise à offrir des 
produits et services de télécommunications et 
d'information au gouvernement pour qu'il puisse 
désservir efficacement les Canadiens. 

CA SC TE 


Canada. Departmental Advisory 
Committee on Status of Women 
Concerns : Annual report 1991-92 : 
plan of action 1990-95, based on the 
Nairobi Forward-Looking Strategies 
for the Advancement of Women to 
the Year 2000 

Ottawa : 

119 p. CSI 22176.002. 

MICROLOG 94-02051 2 fiche 


Annual report on Canada's Plan of Action. 
Covers the year ending March 31, 1992. 
Discusses the scope and details of the Plan 
and issues of income security programs; 
support services to assist families and 
individuals; family violence, violence against 
women, children and elders and persons with 
disabilities; support and partnership with 
women’s and other voluntary organizations; 
family health; women’s health promotion 
research, reproduction, occupational and 
environmental health; active living and sport; 
aboriginal and northern women; immigrant and 
visible minority women; senior women; 
international activities; and employment 
programs. 

CA HE SA 


Canada. Government 
Telecommunications Agency : Annual 
report 1992-93 
Ottawa : The Agency, 1993. 32, 32 p. : ill. 
Bilingual. CSI 22525.001. ISBN 0-662-59736 
MICROLOG 94-01600 1 fiche 


This document presents the 1992-1993 Annual 
report of the Government Telecommunications 
Agency. The mission of the Agency is to bring 
information and telecommunications products and 


services to government for effective delivery of 
services to Canadians. 
CA SC TE 


Health and Welfare Canada, 1993. v, 


Canada Centre for Mineral and 
Energy Technology : Annual report 
1992-93 
Ottawa : The Centre, 1993. 36 p. : ill. 
ed on the same fiche. CSI 22109001. 
ISBN 0-662-20798-X 
MICROLOG 94-01462 1 fiche 


The mandate of CANMET is to enhance the 
role and contribution of minerals and energy in 
the Canadian economy through research and 
development in mining, mineral processing and 
utilization of metals, industrial minerals, and 
fuels. This report discusses patents granted, 
research highlights, technology development 
agreements, employee recognition, seminars, 
workshops and conferences, secondments, and 
the Minister's National Advisory Council to 
CANMET. A financial profile is included. 

CA CM NR PS SC 


French 


The Canada Coach Lines accessible 
intercity bus service demonstration : 
two year report 
prepared for: Transportation Development 
Centre, Policy and Coordination, Transport 
Canada ; by Nick Palomba. Hamilton, Ont. : 
Delcan Corporation, 1993. xii, 227 p. : il. 
MICROLOG 94-02064 3 fiche 


The aim of this project was to monitor and 
evaluate a long-term demonstration of a fully 
integrated accessible bus service on a high 
density intercity route. The main objective of 
the demonstration was to gather comprehensive 
data on market potential and economic viability 
that would have general application to other 
corridors throughout Canada. Every trip used 
an accessible coach. Transport Canada 
provided financial assistance to purchase lift- 
equipped buses and the carrier operated the 
service and gathered detailed utilization and 
cost data during the demonstration. The data 
collection was achieved through a 3d party 
contract, in these areas: planning and 
coordination, publicity, monitoring and analysis of 
operational results, special surveys, evaluation 
of economic viability and reporting. This report 
details 2 years of the 3 year demonstration. 
CA SC TR 


Canada Deposit Insurance 

Corporation : Annual report 1992 
Ottawa : The Corporation, 1993. 53, 55 p. : ill. 
Bilingual. CSI 22111.001. 
MICROLOG 94-02052 2 fiche 


The mission of the Canada Deposit Insurance 
Corporation (CDIC) is to provide deposit 
insurance and to contribute to the stability and 
competitiveness of the financial system in 
Canada in a professional and innovative 
manner, meeting the highest standards of 
excellence, integrity and achievement, for the 
benefit of depositors of member institutions 
while minimizing the Corporation's exposure to 
loss. This document presents the annual report 
of the CDIC for 1992. 

CA CO 


Canada-Mexico exporting guide : 

documents and regulations for 

exporting to Mexico 
Ottawa : External Affairs and International Trade 
Canada ; Prospectus Inc., 1993. 33 p. : ill. 
On cover: Access North America. Cover title: 
Documents and regulations for exporting to 
Mexico : Canada-Mexico export guide. 
MICROLOG 94-02073 1 fiche 


This guide is designed to assist Candian firms 
interested in exporting to Mexico. It provides 
a step-by-step overview of distribution, 
transportation, documentation and customs 
regulations. This guide also includes a section 
which summarizes the substantial changes to 
customs procedures that will come into force 
when the North America Free Trade 
Agreement goes into effect. 

CA CO EX 
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Canada-Ontario Crop Insurance : 
Annual report 1992-93 


Crop Insurance Commission of Ontario. 
Ottawa : Agriculture Canada ; Toronto : 
Ministry of Agriculture and Food, 1993. 12, 
13 p. Bilingual. CSI 56104.001. 
MICROLOG 94-01720 1 fiche 


The responsibilities of the Commission are the 
administration of the Canada-Ontario Crop 
Insurance Program; the administration of the 
Crop Insurance plans, established by 
regulations, including the functions of selling 
underwriting, claims adjustment, and accounting; 
and conducting surveys and research programs 
relating to Crop Insurance to obtain statistics 
tor Commission purposes. This annual report 
reviews the activities of the Commission in the 
past year, and provides financial statements. 
AG CO ON PR SC 


Canada-Ontario programme 
d’assurance-recolte : Rapport annuel 
1992-93 


Commission ontarienne de l'assurance-récotte. 
Ottawa : Agriculture Canada ; Toronto : 
Ministère de l'agriculture et de l'alimentation, 
1993. 13, 12 p. Bilingue. CSI 56104.001. 
MICROLOG 94-01720 1 fiche 


La Commission a le mandat d'appliquer le 
Programme d'assurance-récolte Canada-Ontario, 
de gérer les régimes d’assurance-récolte établis 
en vertu des règlements (vente d'assurance, 
règlement des demandes d'indemnisation et 
comptabilités), et de réaliser d'enquêtes et de 
projets de recherche portant sur l'assurance- 
récolte afin d'obtenir des statistiques pour les 
besoins de la Commission. Ce rapport 
présente le bilan de la Commission et l'état des 
recettes et des dépenses ainsi que de 
l'excédent. De plus, on y présente les états 
financiers. 

AG CO ON PR SC 


Canada-U.S. steel trade -- Rev. 
by M.G. Wrobel. Ottawa : Library of 
Parliament, Research Branch, 1993. 19 p. : 
il. Bibliogr. (Current issue review ; 88-2E) 
Revised 16 April, 1993. ISBN 0-660-15233-9 
MICROLOG 94-02050 1 fiche 


The document provides background information 
on the state of the industry. It examines the 
U.S. industry vs. the Canadian industry, the 
Canadian share of the American market, the 
Canadian-American interdependence, the Canada- 
U.S. Free Trade Agreement, Section 201 
actions, and recent developments. A 
chronology of the past seven years is included. 
CA Cl EX 


Canadian Heritage Rivers Board : 
Annual report 1992-93 
Ottawa : The Board, 1993. 
CS! 22360.001. 
MICROLOG 94-01867 1 fiche 


Annual report of the Board, a cooperative 
program of the Government of Canada, 8 of 
the provinces and both territories to give 
national recognition to the important rivers of 
Canada and to ensure long-term management 
that will conserve their natural, historical and 
recreational values. The report presents 
information on the beginnings of the program, 
the functions of the Board, the designated and 
nominated rivers, the nomination and designation 
Process, systems and background studies being 
conducted, and the status of designated rivers. 
CA EV NR SC 


Canadian mines, perspective : 
production, reserves, development, 
exploration, 1991 
by A. Lemieux...et al. Ottawa : Natural 
Resources Canada, Mining Sector, 1993. vii, 


18, 18 p. Bilingual. 


CSI 21110010. ISBN 0-660-58966-4 
MICROLOG 94-01895 2 fiche 


This report presents a perspective of the 
Canadian mineral supply system based on data 
available during 1991. Its purpose is to draw 
attention to the question of whether resources 
are being prepared for production at rates 
sufficient to maintain Canada’s position as a 
major supplier of mineral commodities. Seven 
metals are examined here: copper, nickel, lead, 
zinc, molybdenum, silver, and gold. Other 
commodities are also briefly discussed. 

CA NR PS SC 


Canadian Pari-Mutuel Agency : Annual 
report 1992 


Nepean, Ont. : The Agency, 1993. 
il. Bilingual. ISBN 0-662-59781-8 
MICROLOG 94-02009 1 fiche 


The Canadian Pari-Mutuel Agency (CPMA) 
regulates and supervises pari-mutuel betting at 
108 racetracks across Canada. Through 
various activities, the agency fulfils its mandate 
of protecting the wagering public against 
fraudulent practices and helping to maintain a 
viable racing industry. This 1992 Annual Report 
describes the role of the CPMA, outlines major 
developments of the past year, and provides 
racing statistics on both a national and regional 
level. 

CA CU 


Canadian water quality guidelines, 
October 1993 : appendices XIII, XIV, 
XV 


Ottawa : Canadian Council of Ministers of the 
Environment, 1993. x, 75 p. Bibliogr. French 
ed. (Recommandations pour la qualité...) on 
the same fiche. 

MICROLOG 94-01606 2 fiche 


Water quality guidelines are used by Canadian 
provincial, territorial, and federal agencies in 
their efforts to assess water quality problems 
and to manage competing uses of water 
resources. Recognizing the increasing 
importance of water quality guidelines in this 
process, the Canadian Council of Ministers of 
the Environment asked its Task Force on 
Water Quality Guidelines to prepare water 
quality guidelines relevant to Canadian 
conditions. This document looks at this issue 
and specifically examines the following points: 
aniline and 3,5-dimethylaniline; 
tetrachloroethylene; and three phthalate esters. 
CA EV SC 


Les Canadiens et le 

multiculturalisme : etude nationale sur 

les attitudes des Canadiens, 1991 
présenté à Multiculturalisme et ciloyenneté 
Canada ; par le Groupe Angus Reid, inc. 
S.l. : le Groupe, 1991. 86 p. : ill L’éd. 
anglaise (Multiculturalism and Canadians : 
attitude study...) : 94-01531/1. 
MICROLOG 94-01532 1 fiche 


Le but de ce rapport est de décrire et de 
résumer les données recueillies dans le cadre 
de la recherche quantitative. Par conséquent, 
toutes les conclusions présentées dans ce 
rapport ont pour seul but de déterminer des 
hypothèses de travail qui pourraient être 
étudiées dans un deuxième temps, et non 
d'offrir une interprétation définitive des résultats 
du sondage. On y aborde précisément le 
sommaire et les faits saillants de la recherche, 
l'échantillon du sondage, les valeurs et identité 
canadiennes, les dimensions du multiculturalisme, 
les limites à la tolérance, l'identité ethnique, les 
préjugés et la discrimination, et la segmentation 
psychographique selon les attitudes face au 
multiculturalisme. 

BS CA CU 


Capital estimates, 1994-95 


42, 42 p. : 


1993. v, 216 p. : ill CSI 75123.002 
MICROLOG 94-01653 3 fiche 


Contains summary information and estimates of 
capital expenditures and revenues by program 
(including all territorial departments) for the 
Northwest Territories. Amounts represent all 
capital expenditures planned to be incurred and 
all recoveries projected for the period. 
Presentation is in a program budgeting format 
to indicate the total requirement for individual 
programs. Descriptions of departments and 
activities are included to enhance the 
understanding of public expenditures and the 
Ongoing responsibilities and objectives of the 
program managers. 

CO NO PA PR 


Yukon Territory. Dept. of Finance. 

Whitehorse : The Dept., 1993. x, 124 p. 
Budget highlights (13 p.) laid in. CSI 78102.009. 
MICROLOG 94-01648 2 fiche 


This document contains a capital financial 
summary and a capital expenditure summary. 
It provides budget highlights for Community and 
Transportation, Economic Development, 
Education, Health and Social Services, 
Renewable Resources, Tourism, and the Yukon 
Housing Corporation. It discusses the 
employment initiatives employment task force 
and long term opportunities. It lists contact 
numbers for more information. 

CO NO PA PR 


Careers and future plans of young 
women in Canada 


by L.A. Sayer. Ottawa : Canadian Teachers’ 
Federation, 1990. 33 p. Bibliogr. On cover: 
The A Cappella papers. ISBN 
0-88989-281-4 

MICROLOG 94-02002 1 fiche 


The purpose of this paper is to provide 
information on what is known, through study 
and experience, about careers and the future 
plans of Canadian young women. It presents 
the rationale for intervention; observations and 
descriptions of girls’ lives, careers and 
educational choices; aspirations and 
expectations; age and stage development; 
theories of girls’ career development; 
intervention: goals and practices, what has been 
done; career counsellor training; key issues in 
intervention; and recommendations. 

e CA ED SA 


Les Caries de l’épinette noire dans 
la forêt boreale au Québec 


par A. Lavallée. Sainte-Foy, Québec : 
Canada, Région du Québec, Centre de 
foresterie des Laurentides, 1987. vii, 16 p. 
Bibliogr. (Rapport d'information ; LAU-X-76) 
L'éd. anglaise (Black spruce decay in the...) : 
88-04960/1. ISSN 0835-1589 ISBN 
0-662-94558-1 

MICROLOG 94-01873 1 fiche 


Dans le cadre d'un programme national 
d'études des caries des principales essences 
forestières canadiennes, de nombreuses 
dissections d'arbres furent réalisées au Québec 
entre 1939 et 1957. L'identité et l'importance 
des champignons responsables des caries 
étaient alors déterminées. Par la même 
occasion, on cherchait à établir des facteurs 
de pertes attribuables à ces caries lors du 
mesurage des bois. Ce document présente un 
rapport d'information sur les caries de l'épinette 
noire dans la forêt boréale au Québec. Il 
examine précisément les travaux sur le terrain, 
l'analyse des données, les champignons 
responsables des caries, et les données 
volumétriques. 

e CA FO LS QU SC 


Foréts 


Census results, 1992 : selected 
comparisons 


Calgary, Alta. : Calgary Regional Planning 


42, vii, 44 p. : ill. (Mineral bulletin ; MR 233) ee : s vir 37 
li : Northwest Territories. Financial Management Commission, 1992. 16 p. : ill, maps. 
LINE EE ER Secretariat. Yellowknife : The Secretariat, CSI 89968.002. 
MICROLOG 94-02164 1 fiche 
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eee 


The Program is offered to municipalities within 
the CRPC's planning area and is intended to 
provide up-to-date demographic information for 
participating centres. This document 
summarizes the most recent census information 
for all the municipalities within the Calgary 
Region. Census information includes total 
population by municipality, employment 
information, housing information and sharing 
accommodation or living alone. 

AL MU SA 


Census, trend and status of the St. 
Lawrence beluga population in 1992 
by M.C.S. Kingsley. Mont-Joli, Que. : Dept. of 
Fisheries and Oceans, Québec Region, 
Maurice Lamontagne Institute, 1993. vi, 
33 p. : maps. Bibliogr. (Canadian technical 
report of fisheries and aquatic sciences ; no. 
1938) ISSN 0706-6457 
MICROLOG 94-02019 1 fiche 


The Interdepartmental Action Plan for the 
survival of the Beluga of the St. Lawrence 
included a research component designed to 
augment knowledge of the population in such 
ways as might be appropriate to direct 
management and protective measures. The 
research undertaken included aerial surveys to 
study the size, distribution and movements of 
the population. This report presents an 
estimation of the size of the population, carried 
out by aerial photographic sample survey in 
Sept. 1992 

e CA CF FI QU SC 


Centre canadien de la technologie 

des minéraux et de l’energie : 

Rapport annuel 1992-93 
Ottawa : le Centre, 1993. 
anglaise sur la même fiche. 
ISBN 0-662-98470-6 
MICROLOG 94-01462 1 fiche 


Le Centre canadien de la technologie des 
minéreaux et de l'énergie (CANMET) est le 
principal organisme de recherche et de 
développement technologique du ministère de 
l'Energie, des Mines et des Ressources du 
Canada. Ce rapport de CANMET traite des 
thèmes: faits saillants, accords de 
développement technologique, séminaires, ateliers 
et conférences, transferts de technologie sous 
licence, brevets accordés à CANMET, 
détachements, et reconnaissance du mérite. 
Un rapport sur le Conseil consulttatif national 
du Ministre pour CANMET est inclus, ainsi 
qu'un profile financier. 

CA CM NR PS SC 


36 p. : ill.  L'éd. 
CSI 22109.001. 


Changement de cap : les pêches de 
l'avenir : rapport 
Groupe d'étude sur les revenus et l'adaptation 
des pêches de l'Atlantique (Canada). Ottawa : 
le Groupe, 1993. vii, 221 p. : ill. Bibliogr. 
L'éd. anglaise (Charting a new course : 
towards...) : 94-01851/3. ISBN 
0-662-98698-9 
MICROLOG 94-01850 3 fiche 


Ce document présente le rapport du groupe 
d'étude sur les revenus et l'adaptation des 
pêches de l'Atlantique. On tente de décrire 
l'industrie, de caractériser ses problèmes et de 
recommander des moyens de briser un cycle 
fondé sur la dépendance excessive, la 
surexploitation d'une ressource limitée et la 
surcapacité des secteurs de l'exploitation et de 
la transformation, qui aboutit inévitablement sur 
des revenus instables et peu élevés. 

e AP CA CF FI SC 


Characterization of heterogeneous 
systems determination of rock and 
fluid properties and modeling of 
three phase flow, gravity immiscible 
gas injection, phase Il : final report 
by A. Kantzas...et al. Ottawa : Energy, Mines 
and Resources Canada, Canada Centre for 


Mineral and Energy Technology, Energy 
Research Laboratories ; Nova Husky 
Research Corporation, 1992. xiii, 263 p. : ill. 
Bibliogr. CANMET contract: 23440-1903001SQ- 
006S. 

MICROLOG 94-01466 3 fiche 


This report is the summary of the work 
performed to date in the second phase of the 
gravity assisted immiscible gas injection (GAIGI) 
project to determine the recovery efficiency of 
GAIGI in sandpacks and in Rainbow Keg River 
F pool cores. The study performed a series 
of corefloods at reservoir conditions using full 
diameter reservoir core to assess further the 
applicability of GAIGI for the candidate 
reservoir, used computer assisted tomography 
(CAT) for the in-situ measurement of fluid 
saturations during GAIGI; modelled new and 
existing experimental results; measured the 
rock properties of a heterogeneous carbonate 
reservoir, including primary and secondary 
porosity and the corresponding permeability, 
measured fluid/rock properties of a 
heterogeneous carbonate reservoir such as the 
three phase apacillary pressures and relative 
permeabilities, and discriminated between 
primary and secondary contributions in each 
Curve; and generated the vug size distribution 
and the fracture distribution of the reservoir 
using thin section imaging, CAT, and formation 
microscanner data. 

e CA CM NA PS SC 


Charting a new course : towards the 

fishery of the future : report 
Task Force on Incomes and Adjustment in the 
Atlantic Fishery (Canada). Ottawa : The Task 
Force, 1993. vii, 199 p. : ill, Bibliogr. 
French ed. (Changement de cap : les 
péches...) : 94-01850/3. ISBN 0-662-60052-5 
MICROLOG 94-01851 3 fiche 


The Task Force has attempted to describe the 
Atlantic fishery, to set out its problems, and to 
recommend ways to break the cycle of 
overdependence, excessive pressure on a finite 
resource, and overcapacity in both harvesting 
and processing, which ultimately results in 
chronically low and unstable incomes. This 
volume provides the narrative summarizing the 
examination, analyses and findings and setting 
out recommendations. The technical basis of 
the work is set oul in summary form in the 
annex, and background papers are to be 
published separately. 

e AP CA CF FI SC 


Charting developmental paths of 
giftedness : early adolescence, girls 
and the social domain 


by D. Matthews. Toronto : Ontario Institute for 
Studies in Education, 1992. 9 p. : il. Bibliogr. 
Presented at the OERC Conference. 

ONTERIS: ON06062. 

MICROLOG 94-01561 1 fiche 


Earty adolescence can be problematic for highly 
able girls, in their experience of a conflict 
between their developing gender identity, and 
their established identity as high academic 
achievers. This paper promotes a 
reconceptualization of giftedness as domain- 
specific developmental advancement. Sex 
differences reflecting gender stereotypes are 
discussed, particularly as these illustrate the 
higher salience for girls of the social domain at 
this developmental stage. Discussion focuses 
on the implications of the findings for the 
provision of gifted education in early 
adolescence, with a view to encouraging 
academically able girls to maintain self-esteem 
and to consider and retain appropriate career 
ambitions. 

ED ON PR SA 


Chemical control of Lophophacidium 
hyperboreum 


by E. Smerlis. Sainte-Foy, Que. : Environment 
Canada, Canadian Forestry Service, 


Laurentian Forest Research Centre, 1980. 
16 p. (Information report ; LAU-X-41) 
Bilingual (Contrôle chimique du...). ISSN 
0703-2196 

MICROLOG 94-01595 1 fiche 


in Quebec Lophophacidium hyperboreum is the 
causal organism of snow-blight of eastern white 
pine and several species of spruce. The fungus 
can be controlled with a single application of 
75% solution of lime sulfur in October. The 
extremely high effective concentration of lime 
sulfur, however, renders the treatment 
unattractive on economic and environmental 
grounds. To find a more efficient chemical for 
the control of L. hyperboreum, a number of 
pesticides were assayed in the field at 
Valcartier, Quebec County, from 1974 to 1977. 
e CA FO SC 


Chronicle of milestones in Canadian 
multiculturalism 


by B. O'Donnell. Ottawa : Secretary of State, 
Multiculturalism, Policy, Analysis and Research, 
1987. 34 p. Bibliogr. 

MICROLOG 94-01910 1 fiche 


The purpose of this report is to reflect the 
evolution of attitudes and public policy in 
history. This report does not give a complete 
picture, but a brief glimpse at a few of the 
significant events from the past. Nevertheless, 
it does give a sense of how times and 
attitudes have changed. Information is listed 
chronologically to give a sense of evolution and 
history, with a short factual description of each 
event, with key dates and important 
subdevelopments leading to the event. 

CA CU 


Chronologie de l'industrie laitière au 
Québec, 1608-1992 
Québec : Ministère de l'agriculture, des 
pêcheries et de l'alimentation, Direction de la 
recherche et du développement, 1992. 
120 p. : ill. Bibliogr. ISBN 2-550-26548-3 
MICROLOG 94-01614 2 fiche 


Cette étude, bien que sommaire, fournit des 
éléments de compréhension du développement 
de l'industrie laitière et présente de nombreux 
faits, dont certains sont inconnus alors que la 
plupart sont peu ou mal connus. On y aborde 
précisément les points suivants: une production 
autarcique (1608-1870), naissance de l'industrie 
laitière (1860-1880), prédominance de l'industrie 
laitière (1880-1911); rationalisation des efforts 
(1920-1940); et, diversification des produits et 
concentration des entreprises (1940-1970). 

AG CO PR QU SC 


The Civic participation of visible 
minorities in Canadian society : 
framework and issues for research 
and analysis 


by GW. Bancroft, D.A. Wills and C.M. DePass. 
Ottawa : Multiculturalism and Citizenship 
Canada, Multiculturalism Sector, Policy and 
Research, 1990. ii, 164 p. 

MICROLOG 94-01909 2 fiche 


The question of who verns in a democratic 
society has engaged the attention of 
philosphers, social scientists, and ordinary 
citizens for a long time, and even when 
answers, if any, are found to the question, 
should the social structure change, for 
whatever reason, the question has to be faced 
anew and new, indeed fresh, answers sought. 
This report deals with the civic participation of 
visible or racial minorities in the Canadian 
society. The study attempts: to examine and 
Critically analyze the available literature; to 
determine the salient issues; to determine 
issues and areas for further study; to tease 
out socio-economic indicators, the relevancy and 
significance of which may be tested in an 
empirical study; and to make recommendations 
where possible. 

CA SA 
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Classroom based collaborative 
teacher research : practical 
Strategies : a mini workshop 


by C. Lafleur and J. MacFadden. Toronto 
Ontario Educational Research Council, 1992. 
15 p. Bibliogr. Presented at the annual 
conference of the Ontario Education 
Research Council. ONTERIS: ON06163 
MICROLOG 94-01557 1 fiche 


Comprises the hand-out material from the 
conference workshop. Attends to such 
practical issues as: the establishment of a 
support system; the necessity of personal 
meaning and a conceptual framework; the need 
for a research proposal, including a literature 
search; the need for discussion with others 
and personal reflection; the collection of 
relevant data and its proper analysis; and the 
writing up of the research and its eventual 
dissemination. Includes copies of visual aids and 
provides selected, relevant references about 
teacher effectiveness, teacher-as-researcher, 
and collaborative action research. 


ED ON PR 

A Clean air strategy for New 

Brunswick 
Fredericton : Dept. of the Environment, 1993. 
31, 32 p. : ill, maps. Bilingual (Une Stratégie 


d'assainissement de Iair...). 
MICROLOG 94-02031 1 fiche 


This publication outlines initiatives to coordinate 
the actions of government, business, industry, 
and residents of New Brunswick in addressing 
a broad range of air resource management 
issues. It specifically looks at governing 
principles, the state of the environment, existing 
air quality management tools, framework for a 
clean air strategy, and clean air strategy 
initiatives. 

AP EV PR SC 


Climatic data for the northwest 
Atlantic : surface wind stresses off 
eastern Canada, 1946-91 


by K.F. Drinkwater and E.G. Pettipas. 
Dartmouth, N.S. : Bedford Institute of 
Oceanography ; Dept. of Fisheries and 
Oceans, Scotia-Fundy Region, Physical and 
Chemical Sciences Branch, 1993. 
ill, maps. Bibliogr. (Canadian data report of 
hydrography and ocean sciences ; no. 123) 
Cover title: Climate data for northwest 
Atlantic : surface wind stresses off eastern 
Canada, 1946-91. ISSN 0711-6721 
MICROLOG 94-02006 2 fiche 


The Bedford Institute of Oceanography, in 
cooperation with other laboratories, is 
assembling a variety of climate indices including 
Oceanographic, meteorological and hydrological 
datasets for climate and fisheries related 
Studies. This document provides information on 
the surface wind stress fields off eastern 
Canada from 1946 to 1991 and represents the 
1st in a series of reports on climate indices. 
This study provides additional temporal and 
Spatial information in the surface wind stress 
field off eastern Canada. 

e CA CF NR PS SC 


Climatologie des indices Forét-meteo 
par L. Pouliot. Ottawa : Environnement 
Canada, 1992. 116 p. : ill. Bibliogr. 
MICROLOG 94-02049 2 fiche 


Les indices Forêt-météo servent à évaluer 
l'inflammabilité et la sécheresse de la forêt ainsi 
que les comportements des incendies. Une des 
buts visés par cette étude sur les indices a 
été d'une part, de déterminer des gammes ou 
des classes d'indices et de leurs paramètres 
de calcul qui sont représentatives des 
conditions reliées aux feux de forêt tout en 
permettant une identification appropriée pour 
l'affichage ‘graphique couleur des différents 
niveaux de danger de feu. D'autre part, c'était 
de développer une méthode informatique qui 


iv, 130 p. : 


fournirait des informations pertinentes sur les 
indices pour n'importe quelle région du Québec. 
CA FO PS QU SC 


Climatologie du temps violent estival 
au Québec, 1981-91 
par G. Deaudelin. Montréal : Service de 
l'environnement atmosphérique, Région du 
Québec, 1992. 24 p. (Note technique : no 
92N-002) 
MICROLOG 94-02042 1 fiche 


Ce document présente des tableaux indiquant 
pour chaque région publique du sud et du 
moyen nord du Québec, ainsi que pour la 
région d'Ottawa, le nombre d'événements 
répertoriés pour chaque catégorie de temps 
violent définie par le Centre météorologique du 
Québec. Un tableau type comporte une section 
où l'on retrouve les statistiques sur les 
événements confirmés et une autre pour les 
cas probables sous l'appellation FC (forte 
cellule). Chaque tableau indique le ombre de 
cas par année et par catégorie de temps 
violent. Il indique aussi le nombre total de cas 
de temps violent confirmé et probable pour 
chacune des années. A la dernière ligne, on 
retrouve une moyenne annuelle pour chaque 
élément du tableau. 

CA PS QU SC 


Climatologie du temps violent estival 
au Québec, 1981-92 


par G. Deaudelin. Montréal : Service de 
l'environnement atmosphérique, Région du 
Québec, 1993. 28 p. (Note technique ; no 
93N-003) 

MICROLOG 94-02043 1 fiche 


Vous trouverez dans les pages de ce 

document une mise à jour de l'étude 
climatologique du temps violent estival distribuée 
en avril 1992. Cette mise à jour inclut les 
données de temps violent recueillies au cours 
de l'été de 1992. Vous retrouverez également 

à la fin du document un tableau comparatif des 
phénomènes violents confirmés par année (1981- 
1992) pour l'ensemble des régions étudiées. 

CA PS QU SC 


Co-operatives : Annual report 1992 
Fredericton : Dept. of Justice, Credit Unions 
and Co-operatives Branch, 1993. 32 p. 
Bilingual (Coopératives : Rapport annuel...). 
CSI 46117.002. ISSN 1181-800X ISBN 
1-55137-060-3 
MICROLOG 94-01771 1 fiche 


This report contains financial information on all 
reporting co-operatives in New Brunswick 
grouped by type: agricultural, forest products, 
fishery, consumer, housing, service and worker. 
Includes list of new incorporations and 
cancellations. 

AP CO PR 


Coastal wetlands habitat assessment 
and classification for northwestern 
British Columbia 


by D. Remington ; for Pacific Estuary 
Conservation Program. S.. : North Coast 
Wetlands Program, 1993. vi, 115 p. : maps. 
Bibliogr. 

MICROLOG 94-01882 2 fiche 


The objective of this report is to review, 
assess, and classify wetland habitats along the 
northern British Columbia coast, north of Cape 
Caution, and including the Queen Charlotte 
Islands. The purpose of the assessment and 
classificiation is to identify priority areas for 
conservation, and provide information on 
associated existing and proposed land use 
developments. It was not the intention to 
review every wetland area, which number in 
the hundreds, but to identify the important 
areas, review and classify them, and finally to 
identify possible conservation strategies for 
individual wetlands. 

BC LS PR SC 


Cognitive education project 


Robert Mulcahy and Associates. Edmonton : 
Alberta Education, 1993. xviii, 389 p. : ill. 
Bibliogr. Summary report (ix, 40 p.) laid in. 
ISBN 0-7732-1147-0 

MICROLOG 94-02059 5 fiche 


The numerous reasons for teaching thinking 
have been tied to the preceived needs of the 
present and future technological society. 
Expectations are placed on individuals to be 
self-sufficient, responsible citizens, and part of 
an efficient work force, oriented toward an 
information age. The purpose of this project 
was to undertake a three-year longitudinal 
evaluation of the two cognitive education 
programs, Instrumental Enrichment (LE.) and 
Strategies Program for Effective 
Learning/Thinking (S.P.E.L.T.). LE. was taught 
Out of cirricular content, while S.P.E.L.T. was 
taught directly within curricular content. 
Specifically, the effectiveness of LE. and 
S.P.E.L.T. cognitive education programs was 
compared with traditional instruction at two 
initial grade levels, 4 and 7, for three 
diagnostic groups, gifted, learning disabled and 
normal achievers. 

AL ED PR 


A Collaborative teacher evaluation 
model : teachers do make a 
difference 
Spirit River School Division No. 47. 
Edmonton : Alberta Education, 1993. vii, 
74 p. : ill Bibliogr. On cover: Educational 
Quality Indicators, collaboration in action. 
ISBN 0-7732-1139-X 
MICROLOG 94-01948 1 fiche 


This project involved the development and 
validation of a set of indicators to be used to 
assess teacher effectiveness in a formative 
process. The project focused on professional 
development and staff inservice. A collegial, 
non-threatening model for more effective 
teaching and benefit to students using formative 
supervision and observation was developed and 
implemented over three years. Methodology, 
findings, a summary and discussion conclude 
this document. 

AL ED PR 


Collection techniques for fish ageing 
structures, Northwest Region 
by SE. Mann. Thunder Bay, Ont. : Ministry of 
Natural Resources, Northwest Region Science 
and Technology, 1993. iii, 20 p. : ill. Bibliogr. 
(Technical report ; no. 73) ISSN 1192-8654 
ISBN 0-9798-1442-0 
MICROLOG 94-01797 1 fiche 


The scale method of age determination has 
been generally accepted as a routine and 
accurate method for aging all fish in a 
population, but was never been validated. A 
number of recent studies show that scales 
underestimate the age of older fish, 
necessitating the use of an alternate and more 
accurate method. This manual provides 
guidelines for collecting, storing, recording, and 
shipping calcified structures of fish to the 
Regional Ageing Laboratory in the Northwest 
Region. 

Fl ON PR SC 


Coming clean, corporate 

environmental reporting : opening up 

for sustainable development 
London, England : Delotte Touche Tohmatsu 
International ; Winnipeg : International Institute 
for Sustainable Development ; SustainAbility, 
1993. 64 p. : ill Bibliogr. ISBN 
0-942640-03-9 
MICROLOG 94-01649 1 fiche 


Environmental reporting allows a company to 
demonstrate, and be accountable for, its 
pertormance in an area where its customers, 
and other stakeholders, are increasingly 
demanding improvements. This report discusses 


Copies of these documents are available from: 
Micromedia Ltd., 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 13 
(613) 237-4250 FAX (613) 237-4251 
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corporate reporting. It shows what the best 
companies are doing--developing new information 
and new ways of presentation--to meet these 
needs. It reports on the lessons they have 
learned and the barners they have overcome. 

It also reports on the differences in approach 
and state of the art in three main business 
areas in the world: Europe, North America, 

and Japan. 

e CA CO EV SC 


Comité consultatif auprès de l’école 
Fredericton : Ministère de l'éducation, 1993. 


5 p. 
MICROLOG 94-01757 1 fiche 


Ce rapport a pour but de faire connditre les 
lignes directrices sur la création de comités 
consultatifs auprès des écoles. Elles ont été 
élaborées à la suite de consultation menées 
auprès des différents partenaires, en particulier 
au niveau du Forum en éducation. Les comités 
consultatifs sont très importants parce qu'ils 
ouvrent la porte à une collaboration nouvelle 
entre les parents et l'école tout en offrant une 
occasion de plus de devenir des partenaires 
actifs dans l'éducation de tous les enfants. 

AP ED PR 


Commission de la frontière 

internationale : Rapport annuel 

conjoint, 1991 : Etats-Unis et Canada 
Ottawa : la Commission, 1992. 
Bilingue. CSI 22238.001. 
MICROLOG 94-01847 1 fiche 


La Commission de la frontière internationale a 
pour mandat d'inspecter la frontière entre le 
Canada et les Etats-Unis, de réparer les 
repères endommagés, d'assurer l'exactitude de 
la ligne de démarcation et de définir toute 
partie de la frontière que peut contester l'un 
ou l’autre des gouvernements. Ce document 
contient le rapport annuel conjoint (Canada-Etats- 
Unis). Les sujets suivants sont abordés: les 
activités sur le terrain, l'histoire de la frontière 
entre les 2 pays, les travaux de réglementation 
de la Commission, les frais d'exploitation, et le 
personnel de la Commission. Une bibliographie 
complète ke document. 

CA EX 


Commission de police du Nouveau- 
Brunswick : Rapport annuel 1992-93 
Fredericton : la Commission, 1993. 16 p. 
Bilingue. CSI 46110001. ISSN 0822-1774 
ISBN 1-55137-054-9 
MICROLOG 94-01705 1 fiche 


La Commission a pour mandat premier de 
réaliser des enquêtes et de tenir des 
audiences au sujet des plaintes déposées par 
les citoyens alléguant une inconduite de la part 
des agents de police. Ce rapport fait état de 
la structure de la Commission, et décrit des 
activités de l'année. Il donne aussi des états 
financiers, et des statistiques sur les plaintes 
selon le service, le genre de plainte et la suite 
donnée aux plaintes. 

AP JU PR 


Commission des rivieres du 
patrimoine canadien : Rapport annuel 
1992-93 
Ottawa : la Commission, 1993. 
Bilingue. CSI 22360.001. 
MICROLOG 94-01867 1 fiche 


Le Réseau de rivières du patrimoine canadien 
(RRPC) est un programme conjoint du 
gouvernement du Canada et, jusqu'à maintenant, 
de huit provinces et des deux territoires. Les 
objectifs du RRPC sont de faire connditre, à 
l'échelle du pays, les rivières importantes du 
Canada et de veiller à ce qu'elles soient, à 
longue échéance, gérées de façon à conserver 
leurs valeurs naturelles, historiques et 
récréatives, pour le plaisir des générations 
actuelles et futures de Canadiens. Le 
document aborde la naissance du programme, 
le Réseau de rivières du patrimoine canadien, 


18, 18 p. 


42, 42 p. : ill. 


Titles and Abstracts / Titres et résumés 


les rivières du Réseau, les rivières mises en 
candidature, les rivières désignées ainsi que 
leurs situations, et finalement, études et 
événements 

CA EV NR SC 


Commission des valeurs mobilières 

de l'Ontario : Rapport annuel 1992-93 
Toronto : la Commission, 1993. 
Bilingue. CSI 56140.001. ISSN 0837-4880 
MICROLOG 94-01658 1 fiche 


Résumé non disponible pour ce document. 
CO ON PR 


Commission of Inquiry into the Public 
Service and Public Sector : 
contracted community social services, 
listing of expenditures by funded 
agency for 1991-92 fiscal year 
Victoria : Commission of Inquiry into the Public 
Service and Public Sector, 1993. 214 p. 
ISBN 0-7726-1867-4 
MICROLOG 94-01923 3 fiche 


This document lists funded agencies (service 
providers) alphabetically. Agencies are listed by 
Ministry, program activity and expenditure for 
1991-92. Information for this list is provided by 
the Provincial Government of British Columbia. 
BC PA PR SA 


Commission of Inquiry into the Public 
Service and Public Sector 
background paper : overview of 
economic issues in BC, slide 
presentations 
see Overview of economic issues in British 
Columbia and facts for discussions on 
planning change in health care, advanced 
education public service 


Commission of Inquiry into the Public 
Service and Public Sector 
background paper : report on 
executive compensation and 
compensation review processes 
see Report on executive compensation and 
compensation review processes for the 
Commission of Inquiry into the Public Service 
and Public Sector 


Commission of Inquiry into the Public 
Service and Public Sector 
background paper : report on the 
cost effectiveness of employee 
benefits arrangements in the public 
service and public sector of BC 
see Report on the cost effectiveness of 
employee benefits arrangements in the public 
service and public sector of British Columbia 


Commission of inquiry into the Public 

Service and Public Sector 

background paper : Working 

Committee on New Employer 

Organization for the Health System 
see Report from the Working Committee on 
New Employer Organization for the Health 
System 


Communities putting new directions 
into action 
Victoria : Ministry of Health and Ministry 
Responsible for Seniors, 1993. 35 p. : maps. 
ISBN 0-7726-1942-5 
MICROLOG 94-01485 1 fiche 


In February 1993 the B.C. Ministry of Health 
announced New Directions for a Healthy British 
Columbia. The 38 initiatives it contains reflect 
the four essential elements of New Directions: 
equal access, effective management and 
planning, efficient use of limited resources, and 
increased accountability both for individuals and 
for the government. This publication provides 
a snapshot of what is happening right now in 


30, 30 p. : ill. 


British Columbia from the perspective of some 
of the people involved. It is a collection of 
stories from people working in their own 
communities to bring better health services 
closer to home. 

BC HE PR 


Community health status assessment 
of the Yukon 


by P. Cappon. Whitehorse : Yukon Health and 
Human Resources, 1991. iv, 64 p. : ill. 
Bibliogr. 


MICROLOG 94-01687 1 fiche 


The rationale and objectives of this report are 
to draw on data from various sources to 
present a coherent baseline description of 
Yukon mortality and morbidity; to present some 
relevant data on Yukon lifestyles and to indicate 
the significance of this information for future 
health initiatives by describing areas where 
programmes should be directed to modify 
health risks; to serve as a benchmark against 
which future assessments can measure the 
success of specific health programmes; and 
using the baseline, to provide recommendations 
regarding community health goals and the 
strategies required to attain them. 

HE NO PR 


A Comparison of meiofauna available 

as fish food on Sturgeon and 

Roberts banks, Fraser River 

estuary, British Columbia 
by B.A. Bravender, C.D. Levings and TJ. 
Brown. Nanaimo, B.C. : Dept. of Fisheries 
and Oceans, Fisheries Research Branch, 
Pacitic Biological Station, 1993. viii, 40 p. : ill. 
Bibliogr. (Canadian technical report of 
fisheries and aquatic sciences ; no. 1904) 
ISSN 0706-6457 
MICROLOG 94-01868 1 fiche 


The estuary of the Fraser River has been 
under pressure from industrial development 
along its shoreline and the increasing population 
in the region. Studies conducted in the late 
1970's showed extensive use of both the sedge 
marshes and mudflat areas as rearing sites by 
juvenile salmonids and other fish species. In 
1980, 3 sites were chosen on Sturgeon and 
Roberts banks for further study of the food 
available to the fish populations. These sites 
were representative of the different habitats 
available and varied in sediment type, exposure, 
vegetative cover, salinity and temperature. 

Over a period of 15 months, 2 sampling 
methods were used to sample the meiofauna in 
the sediment and the epifauna above the 
bottom. This report discusses materials and 
methods, core and sled samples, statistical 
analysis and compares these habitats with other 
estuaries. 

e BC CA CF FI LS SC 


A Comparison of work force skills 
and wages between Ontario, Canada 
and selected states in the U.S. : a 
research report 


by D. West and D. Chand. Toronto : 
Premiers Council on Economic Renewal, 
1993. 29 p. : il. 

MICROLOG 94-01738 1 fiche 


The Secretariat of the Ontario Premier's 

Council on Economic renewal initiated the 
Comparative Indicators Project to identify and 
analyze economic and social indicators which 
would be helpful in positioning Ontario's 
performance within North America. The 
objective of this study is to provide an industry- 
specific comparison of the skill level of the 
Ontario work force with those of other 
jurisdictions. The focus is on comparisons of 
the educational attainment and occupational mix-- 
proxies of skill levels--of the Ontario work 

force by industry with other jurisdictions in 
Canada and the United States. 

LA ON PR 
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Les Comportements des Québécois 
en matière d’activites culturelles de 
loisir, 1989 
par G. Pronovost. Québec : Gouvernement du 
Québec, Ministère des affaires culturelles, 
1990. 94 p. : ill Bibliogr. ISBN 
2-551-14099-4 
MICROLOG 94-02090 1 fiche 


L'enquête de 1989 sur les comportements des 
Québécois en matière d'activités culturelles de 
loisir permet une mise à jour des données 
révélées par les deux enquêtes antérieures sur 
le même sujet, celles de 1979 et de 1983. 
L'objectif premier de ce document est de 
présenter les grandes lignes qui ressortent du 
sondage de 1989, et de procéder à des 
comparaisons avec l'enquête de 1983. II s'agit 
surtout de faire état des principales données 
descriptives que l'on peut tirer de l'enquête, de 
donner un aperçu des grandes tendances qui 
en ressortent, afin de permettre ultérieurement 
une exploitation plus poussée des résultats, sur 
des aspects particuliers. 

BS CU PR QU 


Comptes publics de l'Ontario, 1992- 
93, vol. 2 : états financiers des 
sociétés de la Couronne, conseils, 
commissions 
Toronto : Ministère des finances, 1993. 
CSI 55121.010. ISSN 0833-1189 
MICROLOG 94-01660 4 fiche 


La première partie de ce document contient les 
états financiers de la province et les annexes 
détaillés qui les accompagnent, la deuxième 
contient des états financiers des sociétés de la 
Couronne, des conseils et des commissions de 
la province, et la troisième contient l'inventaire 
détaillé des dépenses, tel qu'exigé par le 
Comité permanent des comptes publics. Les 
états financiers des sociétés de la Couronne, 
conseils, et commissions sont publiés de 
manière aussi détaillée et, autant que possible, 
suivant la même présentation que les états 
financiers approuvés après vérification. 

CO ON PA PR 


322 p. 


Connaître ses clients et leurs 
besoins : guide pratique d'analyse de 
besoins 


Québec : Ministère du loisir, de la chasse et 
de la pêche, 1992. vi, 308 p. : ill Bibliogr. 
ISBN 2-551-15322-0 

MICROLOG 94-01478 4 fiche 


Ce guide traite d'un type d'étude sociologique 
appelé analyse de besoins. Nous nous 
concentrerons ici sur les différentes façons 
d'évaluer les besoins d'une population. Les 
résultats de ce genre d'étude peuvent faciliter 
la conception et l'évaluation continue de divers 
types de programmes. Nous avons retenu les 
cinq types d'analyse de besoins les plus connus 
et nous les présentons dans les pages de ce 
document. On analyse précisément les points 
Suivants: définition des buts de la recherche; 
détermination du type de renseignements à 
recueillir, choix des méthodes de recherche: 
choix de l'échantillon, estimation du temps et 
des coûts, élaboration des questionnaires; 
administration des questionnaires, des enquêtes 
et des interviews; recherche sur les attitudes, 
synthèse et analyse des résultats de la 
recherche; et, présentation des résultats de la 
recherche. 

PR QU SA 


Conseil de la jeunesse du Nouveau- 
Brunswick : Rapport annuel 1992-93 
Fredericton : le Conseil, 1993. 40 p. 
CSI 46151.001. ISSN 0842-7801 ISBN 

1-55137-081-6 
MICROLOG 94-01706 1 fiche 


Le Conseil de la jeunesse du Nouveau- 
Brunswick est un organisme consultatif qui a 
pour mandat d'effectuer des consultations et 
des recherches, et de conseiller le 


Bilingue. 


Titles and Abstracts / Titres et résumés 


———— 


gouvernement et le public sur les problèmes 
des jeunes du Nouveau-Brunswick. Ce 
document présente le rapport annuel du 
Conseil et fournit les états financiers. 

AP PR SA 


Conseil de recherches en sciences 
naturelles et en génie du Canada : 
Rapport du président 1991-92 
Ottawa : le Conseil, 1992. 50, 50 p. : ill. 
Bilingue (Report of the President.) 
CSI 22264.002. ISBN 0-662-59239-5 
MICROLOG 94-01503 2 fiche 


Le rapport du président du Conseil de 
recherches en sciences naturelles et en génie 
(CRSNG) de l'année financière porte 
particulièrement sur les points suivants: les 
bourses et programmes internationaux; la 
recherche orientée; la politique de financement 
de contrepartie, les réseaux de centres 
d'excellence; l'évaluation de programme; les 
programmes du CRSNG; et la composition des 
comités. Des états financiers sont aussi inclus 
e CA ED PS SC 


Conseil des arts du Nouveau- 
Brunswick : Rapport annuel 1992-93 
Fredericton . le Conseil, 1993. 64, 64 p. 
Bilingue CSI 46184 001. 
MICROLOG 94-01782 2 fiche 


Les 4 volets fondamentaux du mandat du 
Conseil des arts du Nouveau-Brunswick (CANB) 
ont été définis comme suit: faciliter et 
promouvoir la création et la production 
artistiques ainsi que l'appréciation, la 
connaissance et la compréhension des arts au 
Nouveau-Brunswick en: conseillant le 
gouvernement en matière de politique sur les 
arts; établissant et appliquant un système de 
jury répondant au principe d'évaluation par les 
pairs, réunissant la communauté artistique et 
servant de porte-parole pour celle-ci, et, en 
améliorant le rôle et la participation de la 
communauté dans les arts. Ce troisième 
rapport annuel du Conseil des arts du 
Nouveau-Brunswick correspondant à la période 
du ter avril 1992 au 31 mars 1993. 

AP CU PR 


A Consensus of the comparative 
costs and returns of a 1920 acre 
direct seeding and conventional 
seeding operation in the Falher 
Region 
by T. Appleby and G. Monner. Edmonton : 
Alberta Agriculture, Food and Rural 
Development. Economic Services Division, 
Production Economics Branch, 1993. 32 p. 
MICROLOG 94-01611 1 fiche 


This report provides an estimate of the cost 
and returns based on the consensus of a 
group of seven farmers in Falher region. The 
analysis was a comparison of conventional 
seeding and direct seeding systems on 1,920 
acres that included wheat, barley, canola, peas, 
and alfalfa in crop rotation. 

AG AL CO PR SC 


Constituency Boundaries Commission, 
1993 : interim report 
Saskatchewan. Constituency Boundaries 
Commission (1993). Regina : The 
Commission, 1993. 67 p. : maps. 
not filmed. 
MICROLOG 94-01938 1 fiche 


Under section 12 of the Constituency 
Boundaries Act, the Commission was directed 
to prepare a report containing their 
recommendations respecting constituency 
boundaries for 56 proposed constituencies lying 
south of a northern dividing line. In addition, 
the Commission was directed to provide 
boundary descriptions for each of the 56 
proposed constituencies and the proposed name 
for each proposed constituency. This report 
presents a list of proposed constituencies, rules 


Fold. maps 


applying to descriptions of proposed 
constituencies, a legal description of each of 
the proposed constituencies, and a description 
of the dividing line. 

MS PA PR 


Constitutional glossary 
by C. Goulet. Ottawa : Translation Bureau, 
Terminology and Linguistic Services 
Directorate ; Dept. of Justice, 1993. xiv, 
279 p. Bibliogr. (Terminology bulletin ; 220) 
Bilingual (Lexique constitutionnel). ISBN 
0-660-58852-8 
MICROLOG 94-02132 4 fiche 


This publication contains approximately one 
thousand terms taken from relevant sources 
available in the field. These terms were 
documented in the main constitutional decisions 
as well as in other works, the titles of which 
are listed at the end of this publication. 

CA PA 


Controle chimique du Lophophacidium 
hyperboreum 


par E. Smerlis. Sainte-Foy, Québec : Service 
canadien des forêts, Centre de recherche 
forestères des Laurentides, 1980. 16 p. 
(Rapport d'information ; LAU-X-41) Bilingue 
(Chemical control of...). ISSN 0835-1589 
MICROLOG 94-01595 1 fiche 


Le Lophophacidium hyperboreum est un 
champignon responsable des brûlures 
printaniéres qui affectent le pin blanc et 
diverses espèces d'épinettes au Québec. Le 
champignon peut être détruit au moyen d'une 
seule application, en octobre, d'une solution a 
75 % d'une bouillie soufrée. La bouillie soufrée 
est efficace à des concentrations très élévés 
ce qui la rend peu pratique pour des raisons 
économiques et environnementales. Dans le but 
de découvrir un produit chimique efficacement 
pour combattre le L. hyperboreum, on a évalué 
un certain nombre de pesticides sur le terrain 
à Valcartier, comté de Québec, entre 1974 et 
1977. 

e CA FO SC 


Convention on the Rights of the 
Child 
Ottawa . Multiculturalism and Citizenship Canada ; 
New York : United Nations, 1991. 28 p. 
ISBN 0-662-18588-9 
MICROLOG 94-02032 1 fiche 


This document contains the full texts of the 
Convention, as adopted by the General 
Assembly of the United Nations on November 
20, 1989. It lists 54 articles in 3 parts, as 
well as a preamble. This Convention basically 
states children’s human rights. 

@ CA JU SA 


Cooperatives : Rapport annuel 1992 


Fredericton : Ministère de la justice, Direction 
des caisses populaires et coopératives, 1993. 
32 p. Bilingue (Co-operatives : Annual 
report...). CSI 46117002. ISSN 1181-800X 
ISBN 1-55137-060-3 

MICROLOG 94-01771 1 fiche 


Ce rapport est un résumé des activités 
financières des associations coopératives du 
Nouveau-Brunswick qui ont soumis leur rapport. 
Les associations coopératives sont groupées en 
7 catégories: les coopératives agricoles, les 
coopératives forestières, les coopératives de 
pêcheurs, les coopératives de consommateurs, 
les coopératives d'habitation, les coopératives 
de services divers et les coopératives de 
travailleurs. 

AP CO PR 


Coordinated home care program : 
evaluation report, phase 1 
by E. McNaughton, B. Ryan and L. Russell. 
Halifax : Government of Nova Scotia, 1992. 
xiv, 228 p. : ill. 
MICROLOG 94-01730 3 fiche 
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Phase | of the evaluation contains the following 
components: an assessment of the original 
objectives established in 1987 for the 
Coordinated Home Care Program; a review of 
the current structure and decision-making 
processes which will identify a comparison of 
the current administrative structure of each 
Department in relation to that recommended in 
the 1987 Report on Home Care; a review of 
the joint assessment process; and a review of 
the delivery of personal care with particular 
focus on foot care. This document contains a 
report of this phase of the evaluation. 

AP PR SA 


Copies d’archives d’origine francaise : 
guide 
par A. Lessard. Québec : Archives nationales 
du Québec, 1990. xxi, 488 p. : cartes géogr. 
Bibliogr. ISBN 2-550-21239-8 
MICROLOG 94-02082 6 fiche 


Cet ouvrage présente 962 bobines de 
microfilms et autres reproductions provenant 
des dépôts les plus riches et des séries les 
plus significatives pour l'histoire du Québec. Il 
corrige les ambiguités souvent dénoncées du 
triple système de cotation français, canadien et 
québécois, de même qu'il rassemble des 
données autrement fort dispersées et inégales. 
On y aborde précisément les points suivants: 
archives nationales (France), Bibliothèque 
nationale (France); Ministère des Armées; 
Ministère des Relations extérieures; archives 
départementales; archives communales; archives 
des chambres de commerce; archives 
portuaires; et, archives privées ou collections 
de documents. 

CU PR QU 


Corporation d'hébergement du 

Quebec : Rapport d’activites 1991-92 
Sainte-Foy, Québec : la Corporation, 1993. 
20 p. CSI 67305.001. ISBN 2-9801392-2-X 
MICROLOG 94-02004 1 fiche 


La Corporation d'hébergement du Québec a 
comme mandat de réaliser des études d'avant- 
projet, d'assurer l'exécution physique de projets 
de construction à titre de mditre d'oeuvre et 
d'effectuer la gestion financière des projets 
sous responsabilité ministérielle. Ce rapport 
présente les bilans actifs et passifs; les avoirs; 
le capital d'apport, l'évolution de la situation 
financière; et des notes complémentaires. 

HE PR QU 


Corporation de financement des 
municipalites du Nouveau-Brunswick : 
Rapport annuel 
Fredericton : la Corporation, 1993. 16 p. 
Bilingue. CSI 46231.001. ISSN 0847-2440 
ISBN 1-55137-080-8 
MICROLOG 94-01768 1 fiche 


La Corporation de financement des municipalités 
du Nouveau- Brunswick a pour but de fournir 
une aide financière aux municipalités et aux 
entreprises municipales par le biais d'une 
autorité centrale d'emprunt. Ce document en 
présente le rapport annuel pour l'année 1992. 
AP MU PA PR 


Coup d'oeil sur la littérature traitant 
du développement et de l'intégration 
des minorites ethnoculturelles 


par J. De Vries. Ottawa : Multiculturalisme et 
citoyenneté, Multiculturalisme, Politiques et 
recherches, 1988. 16, 11 p. Bilingue 
(Analytical overview of the literature on...). 
MICROLOG 94-02054 1 fiche 


Dans les pages de ce document, on donne un 
aperçu des oeuvres qui portent sur les 
communautés ethno-culturelles du Canada et qui 
ont été rédigées après la Seconde Guerre 
mondiale. On se penche également sur 
plusieurs aspects de la question du logement 


(accession à la propriété, type de régime 
foncier, et possession de divers appareils 
ménagers). 
e CA SA 


Coupled wind-sea models and their 

impact on fluxes of momentum, 

sensible heat and latent heat 
by W. Liangming and W. Perrie. Dartmouth, 
N.S. : Bedford Institute of Oceanography ; 
Dept. of Fisheries and Oceans, Scotia-Fundy 
Region, Physical and Chemical Sciences 
Branch, 1993. viii, 131 p. 
(Canadian technical report of hydrography and 
ocean sciences ; no. 149) ISSN 0711-6764 
MICROLOG 94-01693 2 fiche 


This report discusses coupled models for the 
atmospheric boundary layer and wind-sea in 
one and two dimensions. A coupling 
mechanism for the interactions between 
boundary layer and sea surface layer is 
proposed and various characteristics of this 
mechanism are discussed. The coupled wind- 
sea model is used to estimate, study, and 
discuss the fluxes of momentum, sensible heat, 
and latent heat. A new mechanism for 
calculating these fluxes is proposed, after 
considering the impacts of the sea state on 
calculated fluxes. 

e AP CA CF NR PS SC 


Coûts et revenus des entreprises de 
peche du Quebec, 1992 
par P. Vincent et H. Gaulin. Québec : 
Ministére des péches et des océans, Région 
du Québec, Direction de l'économique, de la 
Statistique et de l'informatique, 1993. xi, 
166 p. : ill. (Rapport d'analyse économique et 
commerciale ; no 134) (Rapport d'étude ; 93- 
3F) CSI 21105.249. ISSN 0847-1185 ISBN 
0-662-98647-4 
MICROLOG 94-01843 2 fiche 


Cette publication est le résultat d'une vaste 
étude menée au cours des mois d'hiver de 
1993. Elle vise à rendre un portrait de la 
situation financière des différentes flottes de 
pêche commerciale du Québec, en 1992. 
Toutes les informations publiées sont le fruit 
d'entrevues réalisées auprès d'environ 275 
pêcheurs-propriétaires par une équipe de 
recherchistes. L'étude dresse un portrait des 
18 plus importantes flottes de pêche des 
régions maritimes de la province. Pour chaque 
flotte, l'étude met en relief les principales 
caractéristiques de l'entreprise moyenne de 
pêche. On y retrouve, entre autres, la taille et 
l'âge du bateau, son coût à l'achat, l'état des 
dettes de l'entreprise ainsi que les coûts 
d'opération, l'effort de pêche et les 
débarquements de 1992. 

e CA CF CO FI QU SC 


Creating classroom communities of 
literate thinkers 
by G. Wells, GLM. Chang and A. Maher. 
Toronto : Ontario Institute for Studies in 
Education ; Toronto Board of Education, 1988. 
23 p. Bibliogr. ONTERIS: ON06640. 
MICROLOG 94-01566 1 fiche 


Examines some of the collaborative events 
occurring in a classroom project on animals, 
explores the sorts of learning these events 
provided, and relates the examples to issues of 
practice. Develops a rationale for the 
transformation of classrooms into communities 
of collaborative learners, arguing that knowledge 
construction can be assisted in such a fashion. 
Describes how such communities can be 
created by establishing collaborative working 
relationships, rather than directive or 
competitive, and by organizing the structure of 
the overall task so that exposition, group work, 
and individual endeavour are integrated in 
meaningful ways. 

ED ON PR 


: ill, maps. Bibliogr. 


Credit unions : Annual report 1992 
Fredericton : Dept. of Justice, Credit Unions 
and Co-operatives, 1993. 28 p. : il. Bilingual 
(Caisses populaires : Rapport...). 

CSI 46117001. ISSN 1181-9251 ISBN 
1-55137-033-6 
MICROLOG 94-01772 1 fiche 


This document gives the annual report on 
credit unions from the Credit Union and Co- 
operatives Branch. It includes an overview, a 
consolidated balance sheet, the total asset 
growth of New Brunswick credit unions, and 
Statistics dealing with individual credit unions. 
AP CO PR 


Crop Insurance Act : Annual report 
1990-91 
Ottawa : Agriculture Canada, 1991. 
il. Bilingual. CSI 21100.020. 
MICROLOG 94-02010 1 fiche 


Crop insurance programs make basic crop 
loss protection available to farmers in the form 
of a production guarantee, and at a cost 
affordable to most farmers and taxpayers. 
The annual report gives an overview of the 
Act and the federal role, the operation of the 
insurance and government involvement, crops 
covered, participation and contributions, crop 
losses, federal financial contributions, and 
performance indicators. 

AG CA CO SC 


163 16"p: 


The Crunch, financing Ontario’s 

social programs : a discussion paper 
by B. Graham and E. Lightman. Toronto : 
Premier's Council on Health, Well-Being and 
Social Justice, 1992. 32 p. : ill. On cover: 
Social Policy Roundtable, Financing Social 
Policy in the Global Economy, Queen’s 
University. 
MICROLOG 94-01743 1 fiche 


This paper presents a brief description of 
Ontario's economic environment in the 1980s, 
from the recession in 1982 through the mid- 
1980s to the current economic fallout. It 
provides a delineation of the rapid acceleration 
of social programs spending in the late 1980s. 
It discusses the impact of federal changes in 
Established Programs Financing and more 
recently, the 5 per cent cap on the Canada 
Assistance Plan. Finally it provides discussion 
on the future of social policy financing in 
Ontario. 

CO ON PA PR 


Cultural autonomy in the Constitution 

and in practice : the Canadian model 
Canada. Multiculturalism and Citizenship Canada. 
Corporate Policy and Research. Ottawa : 
The Branch, 1992. 41 p. Bibliogr. 
Presented at the symposium: Living Together 
in a Multicultural State : integration of foreign 
fellow citizens in times of change. 
MICROLOG 94-01903 1 fiche 


This document discusses the challenge of 
Cultural autonomy and Canada’s multicultural 
reality. It looks at evolving concepts and 
policies. It focuses on programs that give life 
to the policies and discusses Multiculturalism 
and Citizenship Canada and linkages between 
multiculturalism and citizenship programs. 
Appendices provide information on Canada's 
multiculturalism policy, 1988; the Canada clause, 
Charlettetown Accord, August 1992; and 
programs of Multiculturalism and Citizenship 
Canada. 

CA CU PA 


La Culture commerciale des 
champignons 
par D.L. Rinker. Toronto : Ministère de 
l'agriculture et de l'alimentation, 1993. 36 p. : 
il. Bibliogr. ISBN 0-7729-5153-5 
MICROLOG 94-01621 1 fiche 


Pour des copies de ces publications, contacter: 
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Le but de cette publication est de passer en 
revue quelques procédés fondamentaux de la 
production commerciale des champignons de 
couche et des pleurotes en forme d'hüitre. Elle 
pourrait s'avérer très utile aux nouveaux 
producteurs et constituer une bonne revue des 
pratiques pour ceux qui possèdent déjà de 
l'expérience dans le domaine. Vous y trouverez 
également des conseils et des explications 
précises sur certaines méthodes de culture. 
AG ON PR SC 


Culture du sapin baumier dans des 
champs et en forêt pour la 
production d'arbres de Noel -- Rev. 


par G.F. Estabrooks. Fredericton : Service 
canadien des forêts - Maritimes, 1988. _ iii, 
26 p. : ill. Bibliogr. (Rapport d'information ; 
M-X-164) L'éd. anglaise (Growing balsam fir 
Christmas...) : 88-00747/1. ISSN 0834-406X 
ISBN 0-662-94824-6 

MICROLOG 94-02028 1 fiche 


Ce rapport donne des directives sur la 
sélection et la préparation du terrain, la 
plantation, les soins sylvicoles, les méthodes 
culturales et le développement d'un peuplement 
en général. Il aborde précisément les 
généralités sur les plantations, l'élimination de la 
couverture vivante, les peuplements naturels, la 
plantation, la fertilisation, et la taille et l'élagage 
de la base du fût. 

e AP CA FO SC 


Culture, multiculturalism and tourism 

pilot projects and related studies : a 

synthesis 
in the context of the Conference on Tourism, 
Culture and Multiculturalism ; prepared by 
Ekos Research Associates Inc. Ottawa : 
Communications Canada ; Secretary of State 
; Tourism Canada, 1988. ix, 65, x, 79 p. 
Bibliogr. Bilingual (Synthèse des résultats 
des...). At head of title: Making connections. 
MICROLOG 94-01840 2 fiche 


This report summarizes the findings and 
conclusions from several new pilot projects 
designed to test the relationship between culture 
and tourism. It attempts to integrate this new 
evidence with existing literature and research 
on this topic. The study provides a synthesis of 
evidence on four basic issues. These are: the 
tourism attraction of culture; types of cultural 
tourism; advertising, marketing, and promotion 
lessons; and, knowledge transfer and future 
directions. 

CA CU 


Cur cum TRIO? -- Rev. 
by M. Gaudry...et al. Montreal : 
Montréal, Centre de recherche sur les 
transports, 1993. iii, 22 p. : il. Bibliogr. 
(Publication ; no. 901) Bilingual (Cur cum 
TRIO?). 
MICROLOG 94-02138 1 fiche 


This document describes in summary fashion 
the professional, scientific and technical features 
of the TRIO interactive-graphic regression 
analyst, which is characterized by a full 
integration of the four basic tasks required for 
regression work: the management of 
information, the production of models, the 
analysis of data or model results, and 
assistance in report generation. 

PR PS QU SC 


Cur cum TRIO? -- Rev. 


par M. Gaudry...et al. 
Montréal, Centre de recherche sur les 


transports, 1993. iii, 22 p. : ill. Bibliogr. 
(Publication ; no. 901) Bilingue (Cur cum 
TRIO?). 


MICROLOG 94-02138 1 fiche 


Ce document résume les caractéristiques 
professionnelles, scientifiques et techniques de 
l'analyse de régression interactif graphique 
TRIO qui se distingue par une intégration 
complète des quatre tâches fondamentales 


Université de 


Montréal : Université de 


requises pour le travail de régression. la 
gestion de l'information, la modélisation, l'analyse 
des données ou des résultats des modèles, et 
l'aide à la production de rapports. 

PR PS QU SC 


Current research, 1993 


compiled and edited by C.P.G. Pereira, D.G. 
Walsh and R.F. Blackwood. St. John's : Dept. 
of Mines and Energy, Geological Survey 
Branch, 1993. 189 p. : ill, maps. Bibliogr. 
(Report ; 93-1) CS! 49127.002. ISSN 0843- 
8972 

MICROLOG 94-01879 6 fiche 


Annual report of research programs in geology 
in Newfoundland and Labrador, divided into 
regional geology for both Newfoundland and 
Labrador, economic geology, terrain sciences, 
geochemistry-geophysics, and general topics. 
Geological Survey of Canada abstracts for 
projects in the province are also included. 

AP NR PR PS SC 


Curriculum leadership and the 
principalship 
by P. Clifford...et al. Edmonton : Alberta 
Education, 1992. ii, 133 p. Bibliogr. ISBN 
0-7732-1114-4 
MICROLOG 94-01944 2 fiche 


This report discusses the way school principals 
understand curriculum and about the way they 
view themselves and their role vis-à-vis ‘things 
curricular’. lt also attempts to categorize 
principals according to the ‘level’ or the ‘type’ 
of their involvement in curriculum. Discusses 
the way principals conceptualize or understand 
curriculum and the meaning of curriculum 
rather than in knowing anything factive about 
the amount by the term and equally important, 
how they conceptualize their work as principals 
vis-à-vis curriculum. 

AL ED PR 


D’egal a égale : lignes directrices 
pour l'élimination de toute forme de 
sexisme dans les communications 


Toronto : Fédération des enseignantes et des 
enseignants de l'Ontario, 1990. 11, 9 p. 
Bilingue (On equal terms : a directory...). 
ONTERIS: ON06516. ISBN 0-88872-088-2 
MICROLOG 94-01583 1 fiche 


Souligne l'importance pour le personnel 
enseignant de prendre conscience de la 
puissance des mots dans le maintien des 
attitudes et des stéréotypes. Les mots, en effet, 
conditionnent non-sexiste reflète l'évolution de 
nos sociétés et doit devenir une activité 
consciente pour chaque enseignant(e). Ce 
document cherche à éliminer les stéréotypes et 
les inégalités qui se dissimulent derrière les 
mots, sans pour autant contrarier les 

structures fondamentales de la langue. Il 
fournit des listes de termes et expressions à 
éviter et donne les équivalents terminologiques 
ou stylistiques offerts par la langue française. 
ED ON PR SA 


Dangers, pleasures and teenage 
girls : a report on young women and 
sexuality 
by K. Dubinsky and S. Belyea. Ottawa : 
Canadian Teachers’ Federation, 1990. 21 p. 
Bibliogr. On cover: The A Cappella papers. 
ISBN 0-88989-275-X : 
MICROLOG 94-01999 1 fiche 


This document explores more closely the 
relationship between sexuality and power. It 
also discusses some specific issues about 
teenager female sexuality which emerged from 
various studies. Some issues discussed 
include: thinking sex: some questions about 
women and sexuality; danger, pleasure and the 
teenage girl; sexual orientation: attitudes, 
behaviours, education; and sexual violence. 
Recommendations and solutions are presented 
as well. 

e CA ED SA 


Data from exploratory fisheries 
conducted in the Northwest 
Territories, 1989-92 


by D.K. McGowan, G. Low and D. Pike. 
Winnipeg : Dept. of Fisheries and Oceans, 
Central and Arctic Region, 1993. vi, 75 p. 
Bibliogr. (Canadian data report of fisheries 
and aquatic sciences ;. no. 909) This is the 
83rd data report from the Central and 
Arctic Region, Winnipeg. ISSN 0706-6465 
MICROLOG 94-01695 1 fiche 


The Test Fishery Program (now called the 
Exploratory Fishery Program) was initiated in 
1973 by the federal and territorial governments 
to facilitate the development of new commercial 
fisheries in the Northwest Territories. Since 
1990, the federal government has issued 
licences to local associations and individuals 
within the local communities. The majority of 
the fisheries are supervised by the territorial 
government and analysis of the results are 
conducted by the federal government. This 
report summarizes the results of exploratory 
fisheries conducted in the Northwest Territories 
from 1982-92. 

e CA CF FI NO SC 


Défis multiculturels dans le milieu du 

travail : l’industrie du tourisme 
rédigé pour: Hospitality Education Advisory 
Committee, British Columbia ; rédigé par: Ann 
Pollock. Ottawa : Secrétariat d'Etat, 
Multticulturalisme, Direction des politiques, 
recherches et analyses, 1988. 18, 18 p. En 
tête du titre: Des liens à créer. Sur la 
couv.: Conférence nationale sur le tourisme, 
la culture et le mutticulturalisme. Bilingue 
(Multiculturalism issues in the workplace...). 
MICROLOG 94-01913 1 fiche 


Ce document vise à sensibiliser les milieux 
intéressés du tourisme et de l'hôtellerie aux 
questions que pose un milieu de travail 
multiculturel et à faire connditre le travail de 
pionnier qui a été fait pour la réalisation de 
bons programmes de formation. Le document 
cherche précisément à indiquer où se trouvent 
les ressources existantes. 

CA CU LA 


The Demand for M2 plus, Canada 
Savings Bonds and treasury bills 
by K. McPhail. Ottawa : Bank of Canada, 
1993. v, 58 p. : ill. Bibliogr. (Working 
paper ; 93-8) ISSN 1192-5434 ISBN 
0-662-20921-4 
MICROLOG 94-01685 1 fiche 


This paper uses the Johansen methodology to 
test for the existence of a stable long-run 
demand function for certain broad measures of 
liquidity in Canada. It discusses the 
identification of the cointegration vectors in the 
basic model, tests of restrictions on the 
cointegration vectors of the system, the 
reduced-form VAR and the issue of weak 
exogeneity, alternative specifications and the 
role of inflation in the cointegration vectors, and 
dynamic specifications of money demand. 

e CA CO 


Design and analysis of preliminary C- 
2000 multi-residential building 
Buchan, Lawton, Parent Ltd. Ottawa : Energy, 
Mines and Resources Canada, Canada Centre 
for Mineral and Energy Technology, Efficiency 
and Alternative Energy Technology Branch, 
1993. 73 p. : ill CANMET contract: M91- 
7/242-1993E. ISBN 0-662-20773-4 
MICROLOG 94-01986 1 fiche 


The purpose of this project was to apply the 
ASHRAE 90.1 standard to a multi-unit 
residential building and examine what additional 
technical criteria could be incorporated into the 
C-2000 Program. In addition, the project 
determined how a building developer and design 
team respond to the preliminary technical 
criteria for C-2000 buildings. Based on these 
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responses, recommendations have been made 
to improve the development of the technical 
criteria. The results of this study will provide 
a basis for the next step in the C-2000 
Program which is the development of technical 
criteria such as performance targets, 
prescriptive requirements and verification. 

e CA CM PL SC 


Detailed ethnicity data, 1986 census : 
Canada, provinces, territories and 
CMAs 


Ottawa : Multiculturalism & Citizenship, 
Multiculturalism, Policy and Research, 1993. 
156 p. Bilingual (Tableaux détaillés 
d’origine...). 

MICROLOG 94-01849 2 fiche 


This document presents detailed ethnicity data 
for Canada, the provinces, territories and 
CMAs, recorded during the 1986 census. 

CA SA 


A Detailed report of educational 
software evaluations 
Halifax : Dept. of Education, 1993. 
CSI 51104.007. 
MICROLOG 94-01995 2 fiche 


Through a process of screening and detailed 
evaluations, using a set of evaluation criteria 
agreed upon by the provincial departments of 
Education across Canada, a list of approved 
software was created. The intent of this 
report is to identify worthwhile software that 
might be considered for use in Nova Scotia 
schools. It presents format codes, the 
approved software list, recommended software, 
evaluations in progress, titles rejected, delisted, 
or not yet evaluated, and indexes sorted by 
curriculum code, grade level, computer format, 
and software title. 

AP ED PR 


iv, 116 p. 


Deux Québec dans un : rapport sur 

le developpement social et 

demographique 
Gaetan Morin Editeur. Québec : Gouvernement 
du Québec, Conseil des affaires sociales ; 
Gaetan Morin Editeur, 1989. xxiii, 124 p. : ill, 
cartes géogr. Bibliogr. ISBN 2-89105-302-8 
MICROLOG 94-01837 2 fiche 


Dans la premiére partie de ce document, on 
retrouve un tableau d'ensemble, succinct mais 
le plus à jour possible, de la situation 
démographique du Québec. Les questions 
abordées sont la fécondité, l'immigration, les 
échanges migratoires et le vieillissement. On y 
compare les situations du Québec, de l'Ontario 
et de l'ensemble du Canada. Dans la deuxième 
partie, l'examen de la situation des 
municipalités, des villes et même des quartiers 
d'une même ville fait ressortir l'ampleur des 
disparités démographiques, sociales et 
économiques qui les distinguent. Cette sorte de 
vue d'en bas contraste avec la vue 
panoramique des sommets. Dans la troisième 
partie de cet ouvrage, on présente une analyse 
des entraves les plus inquiétantes de l'évolution 
actuelle du Québec. En conclusion, le Conseil 
propose trois voies de développement qu'il 
considère comme autant de conditions au 
nécessaire redressement. 

PR QU SA 


Development of an artificial sill pillar 
design : final report 
by C.M. Tansey. Ottawa : Energy, Mines and 
Resources Canada, Canada Centre for 
Mineral and Energy Technology, 1993. 
205 p. : ill CANMET contract: 23440- 
99232003SQ. 
MICROLOG 94-01982 3 fiche 


The objective of the project was to design, 
construct and monitor an artificial sill pillar in 
the West Zone of Lupin Mine. Practical and 
economic assessments would then be made to 
determine if artificial sill pillars in the West 


Zone should become part of the mine planning 
and design process. The project was broken 
down into 4 milestones: rock mechanics 
assessment and instrumentation of ore and wall 
rocks; design of the artificial sill pillar; 
construction of the artificial sill pillar; and mine 
out the stope below the artificial sill pillar, 
evaluate the effectiveness of the pillar, and 
report the results of the project. These 
milestones are each reported in this document. 
CA CM NR PS SC 


The Development of soil cleanup 
criteria in Canada, vol. 1 : methods 
and strategies currently used to 
develop cleanup criteria for 
contaminated sites 
prepared for the Decommissioning Steering 
Committee. Ottawa : Canadian Council of 
Ministers of the Environment, 1990. xi, 99 p. 
Bibliogr. (Report ; CCME-TS/WM-TREO15) 
MICROLOG 94-01711 2 fiche 


The Decommissioning Steering Committee was 
established to develop criteria for cleaning up 
closed or inadequate industrial waste disposal 
sites. In 1987, a consortium was established to 
establish a number of objectives, of which this 
is the first. This report provides an evaluation 
of the various strategies used by governmental 
and agency jurisdictions in North America and 
Europe to develop cleanup criteria, 
incorporating 11 criteria. This report describes 
existing and alternative strategies for setting 
cleanup criteria, factors for comparing existing 
strategies; and the capabilities of existing 
strategies. 

e CA EV SC 


The Development of soil cleanup 

criteria in Canada, vol. 2 : 

development of the AERIS model, an 

aid for evaluating the redevelopment 

of industrial sites : interim report 
prepared for the Decommissioning Steering 
Committee. Ottawa : Canadian Council of 
Ministers of the Environment, 1990. 163 p. 
Bibliogr. (Report ; CCME-TS/WM-TRE016) 
MICROLOG 94-01712 2 fiche 


The Decommissioning Steering Committee was 
established to develop criteria for cleaning up 
closed or inadequate industrial waste disposal 
sites. In 1987, a consortium was established to 
establish a number of objectives, of which this 
is the second. This report describes the efforts 
directed toward the production of a preliminary 
version of the Aid for Evaluating the 
Redevelopment of Industrial Sites (AERIS) 
model. It includes procedures for estimating 
environmental concentration and doses and a 


demonstration. Various modules are described 
in detail in the appendices. 
e CA EV SC 


The Development of soil cleanup 
criteria in Canada, vol. 3 : toxicity 
assessment process 
prepared for the Decommissioning Steering 
Committee. Ottawa : Canadian Council of 
Ministers of the Environment, 1990. 61 p. 
Bibliogr. (Report ; CCME-TS/WM-TREO17) 
MICROLOG 94-01713 1 fiche 


The Decommissioning Steering Committee was 
established to develop criteria for cleaning up 
closed or inadequate industrial waste disposal 
sites. In 1987, a consortium was established to 
establish a number of objectives, of which this 
is the third. This report outlines the 
philosophy and techniques that underlie 
toxicological assessments as they relate to site 
decommissioning, including toxicity determination; 
end points and dose response; extrapolation of 
results of animal studies to humans; and the 
tisk assessment process. 

CA EV SC 


The Development of soil cleanup 
criteria in Canada, vol. 5 : 
development of the AERIS model : 
final report 
prepared for the Decommissioning Steering 
Committee. Ottawa . Canadian Council of 
Ministers of the Environment, 1990. 56 p. 
Bibliogr. (Report ; CCME-TS/WM-TREO18) 
MICROLOG 94-01714 1 fiche 


The Decommissioning Steering Committee was 
established to develop criteria for cleaning up 
closed or inadequate industrial waste disposal 
sites. In 1987, a consortium was established to 
establish a number of objectives, of which this 
is the fifth, This report describes the 
modifications made to the Aid for Evaluating the 
Redevelopment of Industrial Sites (AERIS) model 
between April 1988 and March 1989 in 
response to the first two objectives. This 
version 2.1 of the model is the final version. 
The report describes the process of model 
development, model architecture, and the steps 
taken to generate the information contained in 
the database. 

e CA EV SC 


The Development of soil cleanup 
criteria in Canada, vol. 6 : user's 
guide for the AERIS model, version 
2.1 


prepared for the Decommissioning Steering 
Committee. Ottawa : Canadian Council of 
Ministers of the Environment, 1990. 65 p. 
(Report ; CCME-TS/WM-TRE019) 
MICROLOG 94-01715 1 fiche 


The Decommissioning Steering Committee was 
established to develop criteria for cleaning up 
closed or inadequate industrial waste disposal 
sites. In 1987, a consortium was established to 
establish a number of objectives, of which this 
is the sixth. This document is the users’ guide 
for version 2.1, describing the hardware and 
software necessary to run the model, 
instructions on how to install the AERIS 
software, how to run the model, how to 
respond to questions it may pose, and 
guidance for interpreting the results produced. 
Advanced features such as creating context 
files and adding to the data base are also 
addressed. 

e CA EV SC 


Development of yeast cultures for 
efficient fermentation of pentoses in 
cellulose hydrolysates 
by D. Mohandas, D. Whelan and C. Panchal. 
Ottawa : Energy, Mines and Resources 
Canada, Canada Centre for Mineral and 
Energy Technology, Efficiency and Alternative 
Energy Technology Branch, 1993. 97 p. : ill. 
Bibliogr. CANMET contract: 23440-1946001SQ. 
ISBN 0-662-21131-6 
MICROLOG 94-01990 2 fiche 


The use of ethanol to supplement gasoline as 
an economical and environmentally friendly 
engine fuel has been extensively tested in 
certain parts of the world. The general 
objective of this project was to find a suitable 
yeast strain which can be utilized for the 
economical production of ethanol from xylose 
present in wood-hydrolysates and industrial 
waste products such as spent sulphite liquor. 
CA CM EN PS SC 


Devolution and decentralization of 
health care systems : a review of 
models 
by V. Bhatia and S. Dibert. Toronto : 
Premiers Council on Health, Well-Being and 
Social Justice, 1993. iv, 53 p. Bibliogr. 
MICROLOG 94-01742 1 fiche 


This document presents information on 
regionalized models in Ontario. It looks at the 
Ontario Council of Health, District Health 
Councils, Boards of Health, the report of the 
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Integration and Coordination Committee of the 
Premiers Council on Health Strategy, the 
report of the Southwestern Ontario 
Comprehensive Health System Planning 
Commission, and the report of the Advisory 
Committee on Children's services. It also looks 
at other Canadian jurisdictions (Quebec, 
Saskatchewan, British Columbia, Alberta, Nova 
Scotia, and New Brunswick) and international 
models from New Zealand, Finland, the United 
Kingdom, and Sweden. 

HE ON PR 


Dictionnaire de la couche d’ozone 


par D. Rivard.“ Ottawa : Bureau de la 
traduction, Direction de la terminologie et des 
services linguistiques, 1993. xv, 493 p. 
Bibliogr. (Bulletin de terminologie ; 218) 
Bilingue (Ozone layer dictionary). ISBN 
0-660-58897-8 

MICROLOG 94-02131 6 fiche 


Ce dictionnaire se distingue particulièrement par 
l'ajout de définitions anglaises, parallèles aux 
définitions françaises déjà présentes, et par la 
mise à jour de toutes les équivalences à la 
lumière de la consultation des sources les plus 
récentes. Le corpus est classé par ordre 
alphabétique des vedettes anglaises et l'ouvrage 
se termine par un lexique français-anglais. La 
terminologie retenue dans la nouvelle version 
reste essentiellement la même: environ 1 000 
notions et quelques 3 000 terminologiques dans 
les deux langues officielles. Les notions traitées 
relèvent de trois sous- domaines: les réactions 
physico-chimiques de l'ozone dans l'atmosphère, 
la description des couches atmosphériques et la 
symptomatologie des cancers de la peau 
causés par les rayons solaires. 

CA EV SC 


Dictionnaire de la robinetterie et de 

la tuyauterie industrielles : dictionnaire 

anglais-français 
par M. Héroux. Montréal : Gouvernement du 
Québec, Office de la langue française, 1992. 
302 p. : ill Bibliogr. (Cahiers de l'Office de 
la langue française) (Terminologie technique et 
industrielle) ISBN 2-551-14983-5 
MICROLOG 94-01488 4 fiche 


Ce dictionnaire, préparé avec la collaboration 
de spécialistes québécois et français, s'adresse 
aux usagers de la langue technique dans toute 
la francophonie. || remplace le Vocabulaire de 
la robinetterie industrielle publié en édition 
provisoire en 1982. Le système de renvois 
analogiques, le grand nombre et la diversité 
des notes linguistiques et techniques, le tableau 
des principales unités de mesure, la liste des 
abréviations, sigles et acronymes d'usage 
courant et la centaine d'illustrations visent à 
faire de ce dictionnaire, outre un outil de 
communication efficace, un ouvrage de 
référence susceptible d'assurer à ses usagers 
la double mäïtrise de la langue et de la 
technique. 

PR PS QU SC 


Diploma examinations program : 1991- 
92 annual report, part 2 : examiners’ 
reports 
Edmonton : Alberta Education, Student 
Evaluation, 1993. iii, 102 p. : ill. 
CS! 34106.013. ISBN 0-7732-1143-8 
MICROLOG 94-01946 2 fiche 


Contains summaries of provincial results for the 
eight diploma examination courses as well as 
results by gender, results for populations 
subgroups, achievement over time studies, and 
a special study on participation rates in diploma 
examination courses. This volume is a 
supplement to the main report. The first section 
contains reprints of the Examiners’ Reports that 
were issued shortly after the January 1992 
examinations. The second contains the June 
1992 reports. 

AL ED PR 


Directory of historical and 
contemporary Canadians and persons 
connected with Canada from 
ethnocultural backgrounds other than 
British or French 


prepared by D. Peter McLeod ; revised by 
Peter Taaffe. Ottawa : Multiculturalism, Policy, 
Analysis and Research, 1988. 219 p. Bibliogr. 
MICROLOG 94-01937 3 fiche 


This directory is a sample of some of the 
Canadians or persons connected with Canada 
from ethnocultural backgrounds other than 
British or French who have achieved national 
or international recognition in their respective 
fields. This directory only lists persons who 
clearly belong to an ethnocultural group other 
than British or French. While each individual 
is identified as coming from a specific 
ethnocultural background, there are many who 
had a mutiple/diverse heritage, and many who, 
while proud of their heritage, nevertheless 
consider themselves to be wholly Canadian. 
Moreover, women are unfortunetly 
underepresented, partly since throughout most 
of Canadian history they have been denied 
many of the opportunities open to men, and 
also women who married men of British or 
French descent and took their husband's name 
after marriage, are sometimes difficult to 
identify as coming from ethnocultural 
backgrounds other than British or French. As 
well as providing the name, ethnocultural 
background, field of expertise, and date of 
birth/death, it also provides a short description 
of the person, and includes a citation on where 
the information was found. 

CA CU SA 


Directory of labour organizations, 

1993 
Fredericton : Dept. of Advanced Education and 
Labour, Planning, Labour Market Analysis 
Branch, 1993. xv, 137 p. French ed. 
(Annuaire des syndicats...) : 94-01765/2. 
Cover title: Directory of labour organizations 
in New Brunswick, 1993. CSI 46225.003. 
ISSN 0846-5851 
MICROLOG 94-01766 2 fiche 


Contains statistics on union membership by 
size, industry, gender and congress affiliation. 
Also lists international and national unions as 
well as independent local organizations either 
affiliated or unaffiliated to a central labour 
organization. Lists the names of labour 
representatives, officials of the Central Labour 
Congresses, the New Brunswick Federation of 
Labour, the New Brunswick Council of Labour 
and officers of the Construction Associations 
and the Building and Construction Trades 
Councils in New Brunswick. 

AP LA PR 


Directory of polar specialists in 
Canada -- 2d ed. 


Ottawa : Indian and Northern Affairs Canada, 
Circumpolar and Scientific Affairs ; Association 
of Canadian Universities for Northern Studies, 
1993. ili, 350 p. (Circumpolar and scientific 
affairs publication series ; 93-01) Bilingual 
(Répertoire des spécialistes polaires...). 

CSI 22499.002. 

MICROLOG 94-01881 4 fiche 


This directory is a compendium of information 
(i.e. scientific research, traditional aboriginal 
knowledge, etc.) about Canadian polar 
specialists in the Arctic and the Antarctic. 
While the majority of the entries pertain to 
research/polar knowledge of Canada’s polar 
regions, 4% applies to that of the Antarctic 
region. Included as well, are a small number 
of entries dealing with research/polar knowledge 
that are applicable to Canada’s polar regions 
(e.g. work conducted in laboratories, libraries, 
etc.) 
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Directory, senior citizens groups and 
organizations 
see Nova Scotia Senior Citizens’ Commission 
directory 


Do Alberta’s faculties of education 
graduates teach in Alberta schools? 
Results of a survey of recent 
graduates of Alberta’s faculties of 
education 
by AL. Boberg, L. Bosetti and R. O'Reilly. 
Edmonton : Alberta Education, 1993. iv, 
75 p. : ill. Bibliogr. 
MICROLOG 94-01943 1 fiche 


The major purpose of this study was to 
determine the employment status of the 1989-90 
cohon of graduates from the Faculties of 
Education of the Province of Alberta. The 
study investigated the proportion of graduates 
who enter teaching in Alberta to determine 
factors influencing a graduate’s decision to 
enter teaching, and to determine if policy 
planners can count on a provincial talent pool 
of trained teachers who are not currently 
teaching but who might teach in the future if 
positions became available. To gather 
information, a survey was done followed by a 
follow-up interview, as well as a record check, 
from Alberta Education, of persons who applied 
for a teaching certificate. 

AL ED LA PR 


Documents and regulations for 
exporting to Mexico : Canada-Mexico 
export guide 
see Canada-Mexico exporting guide : documents 
and regulations for exporting to Mexico 


Dynamic network equilibrium problem 
formulated as an infinite dimensional 
variational inequality problem 
by JH. Wu. Montreal : Université de Montréal, 
Centre de recherche sur les transports, 
1993. 19 p. Bibliogr. (Publication ; no. 952) 
MICROLOG 94-01542 1 fiche 


The dynamic network equilibrium problem is to 
find time-varying network flows given an origin- 
destination demand departure rate for a time 
period in a congested network. This paper 
formulates the problem mathematically as an 
infinite dimensional variational inequality problem 
that is then converted into a finite dimensional 
variational inequality problem through a 
discretization. A standard simplicial projection 
method is adapted so that the solution method 
is highly decomposable by each origin- 
destination and time period. 

PR PS QU SC 


Early childhood initiatives : an 

overview : a collaborative strategy 
of the Public Health and Medical Services 
Division and Family and Community Social 
Services Division. Fredericton : The divisions, 
1993. 9, 9 p. Bilingual (Sommaire des 
initiatives pour la petite enfance...). 
MICROLOG 94-01752 1 fiche 


The Early Childhood Initiatives for priority 
children and their families is a major new 
thrust of the government of the Province of 
New Brunswick. Announced in September of 
1992 by the Hon. Russell H.T. King, MD, in 
response to recommendations from the Report 
on Excellence in Education, the Early Childhood 
Initiatives seek to bring children to the 
kindergarten door who are as healthy as 
possible and ready to achieve their potential. 
The collaborative efforts of the Public Health 
and Medical Services Division and the Family 
and Community Services Division resulted in six 
major initiatives working to achieve the above 
goal. This document presents an overview of 
the Early Childhood Initiatives. 

AP ED HE PR SA 


Copies of these documents are available from: 
Micromedia Ltd., 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 19 
(613) 237-4250 FAX (613) 237-4251 
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Echantillonnage et analyse des 
composés inorganiques toxiques 
aéroportées, bassin hydrographique du 
fleuve Saint-Laurent 
préparé pour Services scientifiques, Service de 
l'environnement atmosphérique, Région du 
Québec ; [par] Groupe de chimie analytique, 
Département de chimie, Université Laval. 
Québec : le Groupe, 1991. x, 58 p. : ill. 
MICROLOG 94-01761 1 fiche 


Les deux principaux objets de ce rapport sont 
l'échantillonnage et l'analyse de polluants 
inorganiques associés aux dépôts inorganiques, 
secs et humides, qui affectent le bassin 
hydrographique du fleuve Saint-Laurent. En 
d'autres termes, le rapport vise à établir les 
modes opératoires d’échantillonnage et d'analyse 
les plus appropriés pour quantifier les apports 
des composés inorganiques toxiques qui sont 
contenus dans les dépôts humides associés aux 
retombées atmosphériques sur le bassin 
hydrographique du fleuve Saint-Laurent. On y 
aborde le shéma des opérations, 
l'échantillonnage, les dépôts humides, l'analyse, 
et les résultats. 

CA EV PR QU SC 


Les Edifices parlementaires depuis 
1792 -- 2e éd. rev. 


Michel Desgagnés ; avec la collaboration de 
Denyse Légaré. Québec : Gouvernement du 
Québec, Assemblée nationale, Bicentenaire des 
institutions parlementaires du Québec, 1992. 
124 p. : ill Bibliogr. (Vie parlementaire ; 3) 
ISBN 2-551-15125-2 

MICROLOG 94-01839 2 fiche 


Voté par le Parlement britannique en 1791, 
l'Acte constitutionnel divisait la colonie en deux 
provinces: le Haut et le Bas-Canada. Chacune 
des provinces était dotée d'institutions 
comprenant, outre le gouverneur, un Conseil 
exécutif nommé par la couronne, un Conseil 
législatif composé de membres nommés à vie 
par le roi et une assemblée de représentants 
élus pour quatre ans par les citoyens 
propriétaires de plus de vingt et un ans. Les 
premières élections dans la province du Bas- 
Canada eurent lieu au printemps de 1792 et 
quarante-neuf députés furent élus. Ce document 
porte précisément sur les édifices 
parlementaires depuis 1792. 

CU PA PR QU 


Education indicators for the 

elementary and secondary levels, 

1988 
Quebec : Gouvernement du Québec, Ministère 
de l'éducation, Direction générale de la 


recherche et du développement, 1988. 56 p. : 


il. CS! 67115.002E. ISBN 2-550-14184-9 
MICROLOG 94-01893 1 fiche 


This document evaluates the funding of 
education, the availability of education services, 
and the quality and relevance of students’ 
learning achievements. The analysis is based 
on a set of indicators, each of which can be 
used to judge how well the education system 
has attained any one of its objectives. It 
presents information particularly useful in 
evaluating the system's performance in 
preparing students for more advanced studies 
or for the work force. Finally, it focuses on 
adult education. 

ED PR QU 


Education indicators for the 
elementary and secondary levels, 
1989 


Quebec : Gouvernement du Québec, Ministére 
de l'éducation, Direction générale de la 


recherche et du développement, 1989. 60 p. : 


ill. CS! 67115.002E. ISBN 2-550-14688-3 
MICROLOG 94-01889 1 fiche 


This publication comprises a set of indicators 
that are grouped under several topics. The 
topics are combined into five major sections. 
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The first two focus on funding and on 
progress through school. The third presents 
the results for the ministry-prepared 
examinations and from the international study. 
The fourth section, on secondary school 
graduates, provides further information on 
progress through school, and specifically on the 
system's performance in preparing students for 
more advanced studies or for the work force. 
The fifth section includes a number of 
indicators on adult education. 

ED PR QU 


Education indicators for the 

elementary and secondary levels, 

1990 
Quebec : Gouvernement du Québec, Ministère 
de l'éducation, Direction générale de la 


recherche et du développement, 1990. 60 p. : 


il. French ed. (Indicateurs sur la situation 

de.) : 91-07114/1. CSI 67115.002E. ISBN 

2-550-15113-5 

MICROLOG 94-01888 1 fiche 
This document contains information on financial 
resources for elementary and secondary 
education. It discusses progress through 
school including reaching secondary IV and V, 
falling behind in school, and dropping out of 
school; the evaluation of learning; secondary 
school graduates; and adult education. The 
document is meant to enable readers to draw 
conclusions, be they favourable or unfavourable, 
on the results obtained by the Quebec school 
system. 
ED PR QU 


Education indicators for the 

elementary and secondary levels, 

1991 
Quebec : Gouvernement du Québec, Ministère 
de l'éducation, Direction générale de la 


recherche et du développement, 1991. 68 p. : 


ill. French ed. (Indicateurs sur la situation 
de...) : 93-04593/1. CSI 67115.002E. ISBN 
2-550-15543-2 

MICROLOG 94-01887 1 fiche 


This document consists of a series of 
indicators grouped under twenty-five topics. 
This edition introduces three new topics. The 
first contains a more comprehensive indicator 
on the teaching staff in Quebec schools, 
producing what is called a "student-educator" 
ratio. The other two topics present the results 
of a survey querying employers on their 
satisfaction with vocational education graduates. 
Furthermore, to reflect the growing coordination 
between the educational services offered in the 
youth sector and the adult sector, a topic 
bearing on their combined graduation rates has 
now been added. 

ED PR QU 


Education indicators for the 

elementary and secondary levels, 

1993 
Quebec : Gouvernement du Québec, Ministère 
de l'éducation, Direction des études 
économiques et démographiques, 1993. 
79 p. : il French ed. (Indicateurs sur le 
situation de...) : 94-01890/1. CSI 67115.002E. 
ISBN 2-550-23619-X 
MICROLOG 94-01894 1 fiche 


This document consists of a series of 
indicators grouped undèr 27 topics. The topics 
are divided into four chapters. The first deals 
with educational funding and the second focuses 
on student flows. The third chapter examines 
the results achieved on the latest set of 
ministry examinations. The fourth chapter 
contains indicators on the education system's 
performance in terms of preparing its young 
secondary school graduates to continue their 
studies or to enter the job market. 

ED PR QU 


Pour des copies de ces publications, contacter: 
Micromedia Ltd., 240 Catherine St, Suite 305, Ottawa ONT K2P 2G8 


(613) 237-4250 FAX (613) 237-4251 


An Education of value for at risk 
students : possibilities for practice : a 
program support document 
Winnipeg : Manitoba Education and Training, 
Student Support Branch, 1993. 54 p. Bibliogr. 
ISBN 0-7711-1148-7 
MICROLOG 94-02130 1 fiche 


The purpose of this paper is to contribute to 
the ongoing communication and coordination of 
an effective delivery of services, especially as it 
relates to at risk youth and potential early 
school leavers. In the second section of this 
paper, a number of personal, social, and 
academic factors as well as school-related 
practices that researchers have identified as 
having a high correlation with students who fail 
to complete their schooling with an adequate 
level of skills is examined. The third section is 
an examination of the issue of early school 
leavers that reviews the key criteria related to 
assessing the extent of the problem, the 
characteristics of early school leavers, and the 
factors contributing to their decision to leave 
school. The fourth section of the research 
document outlines a range of possibilities for 
meeting the needs and addressing the problems 
of at risk youth. 

ED MS PR 


Education-job mismatch among 
Canadian university graduates : 
implications for employers and 
educators 
by L. Redpath. Edmonton : University of 
Alberta, Dept. of Sociology, 1993. 25 p. 
Bibliogr. (Research discussion paper ; no. 
97) ISSN 0317-2473 
MICROLOG 94-02144 1 fiche 


This paper presents some of the key findings 
from a recent study of education-job mismatch 
among university graduates. It argues that 
research on this form of underemployment can 
greatly enhance our knowledge of the changing 
structure of labour market opportunities and 
the relationship between education credentials 
and job skill requirements. In the wake of 
recent concerns about skill shortages the 
education system has borne the brunt of 
criticism for failing to adequately prepare young 
people for labour market entry. However, 
what is perceived as a problem of skills 
shortages may be more of a problem of 
inadequate skills utilization, in which case policy 
responses placing greater onus on employers 
are warranted. 

AL ED LA PR 


Educational indicators for the 

elementary and secondary levels, 

1987 
Quebec : Gouvernement du Québec, Ministère 
de l'éducation, Direction générale de la 
recherche et du développement, 1987. 48 p. : 
ill. French ed. (Indicateurs sur la situation 
de...) : 88-00386/1. CSI 67115.002E. ISBN 
2-550-13735-3 
MICROLOG 94-01892 1 fiche 


This document contains information on financial 
resources for elementary and secondary 
education. It discusses progress through 
school including reaching secondary IV and V, 
falling behind in school, and dropping out of 
school; the evaluation of learning; secondary 
school graduates; and adult education. This 
edition contains information on the results of 
Department-prepared examinations, and looks at 
the pursuit of education up to the CEGEP or 
college level and in the adult education sector; 
it also brings to light major regional disparities. 
ED PR QU 


Educational quality indicators in art 

and mathematics 
Calgary School District No. 19 and Calgary 
RCSSD no. 1. Edmonton : Alberta Education, 
1993. vi, 144 p. : ill Bibliogr. On cover: 


MICROLOG mars 1994 
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Educational quality indicators, collaboration in 
action. ISBN 0-7732-1153-5 
MICROLOG 94-02060 2 fiche 


The Calgary Board of Education and the 
Calgary Catholic Board of Education have 
developed indicators of quality student 
performance for the assessment of school art 
composition and mathematical problem solving. 
Practising teachers and school system 
specialists in art and mathematics have 
developed and classroom-tested materials to 
identify and document quality indicators. This 
report describes the beginning and development 
of the project, the rationale and literature that 
informed the work and the apparant impact of 
the project, as the project evolved from 
September 1989 to May 1992. 

AL ED PR 


The Effect of changing demographics 
in a preservice program 
by L. Wierzba. Toronto : University of 
Toronto, Faculty of Education, 1991. 16 p. : 
ill. Bibliogr. Paper prepared for the Ontario 
Educational Research Council Conference. 
ONTERIS: ON06070. 
MICROLOG 94-01577 1 fiche 


This paper examined the place of reflective 
practice in a preservice curriculum course. 

As the demographics changed with time, the 
course focus shifted away from technical 
delivery and content, to methodology in its 
broader form. Varying backgrounds led to 
differences in attitudes and in self confidence 
among students. These differences were less 
pronounced at the end of the course. 

ED ON PR 


Effect of short-term storage of shoot 
tips from black spruce container 
seedlings on the estimation of bud 
initiation and needle primordia 
number 


by C.W.G. Templeton, S.J. Colombo and K.D. 
Odlum. Sault Ste. Marie, Ont. : Ministry of 
Natural Resources, Ontario Forest Research 
Institute, 1993. ii, 7 p. Bibliogr. (Forest 
research report ; no. 128) ISSN 0381-3924 
ISBN 0-7778-1232-0 

MICROLOG 94-01794 1 fiche 


Container stock to be overwintered is often 
examined during hardening to monitor bud 
development and frost hardiness. Shoot tips 
are collected for dissection to determine the 
proportion of seedlings that have initiated or 
set terminal buds, and subsequently to 
determine the degree to which bud development 
has occurred, assessed by the number of 
needle primordia present. Buds are often 
stored before dissection but no quidelines exist 
for the storage of shoot tips after collection. 
This paper describes the effects of storage of 
live samples, with and without refrigeration, on 
the estimation of bud initiation and needle 
primordia in black spruce container seedling 
terminal buds. 

FO LS ON PR SC 


Emissions status of large woodstoves 
by C. LeMay. Ottawa : Canada Mortgage and 
Housing Corporation, 1991. 14 p. : ill. Bibliogr. 
MICROLOG 94-02158 1 fiche 


Over the past 10 years tremendous 
technological advances have been made in the 
production of small and medium-sized clean- 
burning wood stoves, but there has been no 
development of low cost, clean-burning 
appliances large enough to heat a typical rural 
home, either large stove or central wood-fired 
systems. A high percentage of such homes 
are occupied by low income families. CMHC 
provided a grant to IRTA to obtain an accurate 
assessment of the emissions rates of large 
residential appliances currently on the market. 
Among other things, IRTA was to test three 
relatively large EPA-certified stoves, and one 


imported furnace. 
CA EN EV SC 


Empioi des groupes ethniques dans 
l'industrie du logement et de 
Valimentation 


par H. Rostum. Ottawa : Secrétariat d'Etat, 
Multiculturalisme, Direction des politiques, 
recherches et analyses, 1988. iii, 17, iii, 
17 p. : ill. Bilingue (Employment of ethnic 
groups...). Rédigé pour: la Conférence 
nationale sur le tourisme, la culture et le 
multiculturalisme. 

MICROLOG 94-01844 1 fiche 


Ce rapport a pour objet de fournir des 
indications générale sur l'emploi des groupes 
ethniques dans les secteurs de l'alimentation et 
du logement. On trouvera dans les différentes 
sections du rapport les données les plus 
marquantes sur l'activité, selon l'origine 
ethnique, le sexe et le secteur (alimentation et 
logement), pour l'ensemble du Canada et les 
trois régions métropolitaines de recensement de 
Montréal, Toronto et Vancouver. Des 
graphiques illustrent les constatations les plus 
importantes. Nous présentons aux Annexes A 
et B les questions du recensement de 1981 qui 
ont fourni les premières données des tableaux, 
de même que quelques remarques sur les 
données, les groupes ethniques qui ont fait 
l'objet de l'étude et les réserves à apporter à 
l'interprétation des résultats. Enfin, le lecteur 
intéressé trouvera à l'Annexe C des tableaux 
détaillés présentant des données 
complémentaires. 

CA LA SA 


Employment discrimination against 
visible minorities and employment 
equity 
by H.C. Jain. Ottawa : Secretary of State, 
Multiculturalism, 1988. 52 p. Bibliogr. 
MICROLOG 94-01902 1 fiche 


This document examines the three theories or 
approaches of employment discrimination; 
evidence of discrimination; and participation or 
lack thereof of visible minority groups in a 
variety of Canadian institutions. lt describes 
and analyzes the federal affirmative action or 
employment equity policies in Canada and the 
United States, the impact of affirmative action 
legislation in the United States on the 
employment and earnings of blacks and other 
minorities, and lessons of the United States 
experience for Canada. Finally, it provides a 
summary along with policy implications and 
recommendations. 

CA LA SA 


Employment of ethnic groups in the 
clothing, textile, knitting mill, and 
leather industries 
prepared for Policy, Research and Analysis 
Division, Multiculturalism, Dept. of the 
Secretary of State ; by Eliane Thonney. 
Ottawa : TEEGA Research Consultants Inc., 
1988. iii, 19 p. : ill. 
MICROLOG 94-01828 1 fiche 


The purpose of this report is to present 
highlights about employment of ethnic groups in 
the clothing, textile, knitting mill, and leather 
industries. All the data used are from the 1981 
Census of Canada. It provides highlights about 
Canadian labour force activity by ethnic origin, 
sex, and industry (clothing, textile, knitting mill, 
and leather). It includes illustrative graphs to 
emphasize important findings. Appendices 
present specific notes about the data, the 
ethnic groups included in the study, limitations 
on interpretation of results, and particular 1981 
Census questions used in tabulating the data. 
Another appendix provides detailed tables with 
additional results for the interested reader. 

CA LA 


Employment of ethnic groups in the 
federal and provincial governments 
by H. Rostum. Ottawa : Secretary of State, 
Multiculturalism, Policy, Research and Analysis, 
1988. vi, 34 p. : ill. 
MICROLOG 94-01823 1 fiche 


This report provides highlights about labour 
force activity by ethnic origin, sex, income, and 
industry (government), for Canada, the 
provinces, and the Ottawa-Hull Census 
Metropolitan Area. It includes illustrative 
graphs to emphasize important findings. An 
appendix presents specific notes about the data, 
the ethnic groups included in the study, 
limitations on interpretation of results, and 
particular 1981 Census questions used in 
tabulating the data. Another appendix provides 
detailed tables with additional results for the 
interested reader. 

CA LA SA 


Employment of ethnic groups in the 

food and accommodation industries 
by H. Rostum. Ottawa : Secretary of State, 
Multiculturalism, Policy, Analysis and Research, 
1988. iii, 17, iii, 17 p. : il. Prepared for: 
the National Conference on Tourism, Culture 
and Multiculturalism. Bilingual (Emploi de 
groupes ethniques...). : 
MICROLOG 94-01844 1 fiche 


The purpose of this report is to present 
highlights about employment of ethnic groups in 
the food and accommodation industries. All the 
data used in this study are from the 1981 
Census of Canada. The various sections of the 
report provide highlights about labour force 
activity by ethnic origin, sex, and industry (food 
and accommodation), for Canada, and three 
Central Metropolitan Areas (Montreal, Toronto, 
and Vancouver). Illustrative graphs are included 
in the report to emphasize important findings. 
Specific notes about the data, the ethnic groups 
included in the study, limitations on 
interpretation of results, and particular 1981 
Census questions used in tabulating the data 
are presented in Appendixes A and B. 
Appendix C provides detailed tables with 
additional results for the interested reader. 

CA LA SA 


Employment profile : 1991-92 
graduates of Ontario colleges of 
applied arts and technology 


Toronto : Ministry of Education and Training, 
1993. 138 p. : ill. CS! 55103.005. ONTERIS: 
ON06703. ISSN 1192-7100 


MICROLOG 94-01581 2 fiche 


Summarizes the employment experiences of 1 
class of Ontario college graduates 
approximately 6 months after graduation. 

Based on the survey undertaken jointly by the 
Ministry and the career planning and placement 
staff of the 22 Ontario colleges of applied arts 
and technology. Reports graduates’ 
employment status, earnings, industry of 
employment, occupation, and the relationship of 
graduates’ occupations to their training. 
Contains definitions of terms used in the report; 
an overview of survey results; employment 
profiles by program area; survey methodology; 
and information about college programs. 
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Enabling our people : response to 
the report of the Commission on 
Excellence in Education, ‘To live and 
learn’ 
New Brunswick. Educational Services Division. 
Fredericton : The Division, 1993. 21 p. 
French ed. (Pleins feux sur les 
ressources...) on the same fiche. ISBN 
1-55137-232-0 
MICROLOG 94-02123 1 fiche 
This document presents the 1993 Report of the 


Commission on excellence in education entitled 
"To live and learn”. For the most part, the 


Copies of these documents are available from: 
Micromedia Ltd., 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 21 
(613) 237-4250 FAX (613) 237-4251 
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report compliments the community college 
system, the administrators and instructors, and 
the students. The report also draws attention to 
shortcomings in the system and recommends 
that certain corrective actions be taken. 

AP ED PR 


Encouraging stability and innovation 

to revitalize the horse racing 

industry in Saskatchewan : a 

discussion paper 
Regina : Minister Responsible for Saskatchewan 
Horse Racing, 1993. 15 p. : ill 
MICROLOG 94-01670 1 fiche 


This paper is based on consultations with 
industry stakeholders on their current situations, 
and where they envisioned the industry moving. 
Stakeholders discussions included: Race Tracks 
Canada; Regina Exhibition Association; 
Saskatchewan Standardbred Horsemen's 
Association; the Metis Society of Saskatchewan; 
Horsemen's Benevolent and Protective 
Association; the Prairie Land Exhibition 
Association; and Canadian Thoroughbred Horse 
Society. 

CU MS PR 


Ending the violence in adolescent 


girls’ lives : a challenge for schools 
and communities 
by P. Jaffe. Ottawa : Canadian Teachers’ 


Federation, 1990. 17 p. Bibliogr. On cover: 
The A Cappella papers. ISBN 
0-88989-277-6 

MICROLOG 94-01998 1 fiche 


Violence or fear of violence is part of the daily 
reality of every Canadian girl. The violence 
may come in the form of sexism, racism, 
intimidation, threats, physical abuse, sexual 
assault and verbal, emotional or psychological 
abuse. The purpose of this discussion paper 
is to explore the various forms of violence that 
threaten the lives of adolescent girls. The 
scope of this violence and its impact is 
discussed in the light of current research. 

The second half of the paper will address 
strategies to end the violence, with schools 
playing a leadership role in creating a 
collaborative community response. 
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L’Energie : étude sectorielle 
par conseillers en management MARCON Inc. ; 
préparée à l'intention du Comite du bilan de 
l'activité scientifique et technologique de la 
région de Montréal. Sainte-Foy, Québec : 
Gouvernement du Québec, Conseil de la 
science et de la technologie, 1992. xv, 
101 p. : il. ISBN 2-550-26216-0 
MICROLOG 94-02067 2 fiche 


La revue des activités scientifiques et 
technologiques du secteur de l'énergie de la 
grande région de Montréal consiste en une 
étude systématique des démarches actuelles et 
des plans à court, moyen et long termes des 
entreprises impliquées dans la production, le 
transport et la distribution de l'ensemble des 
sources d'énergie disponibles au Québec. Ce 
document contient un bilan des activités 
scientifiques et technologiques du secteur 
énergétique de la grande région moniréalaise. 
EN PR QU SC 


Energy and global warming 
by G.K. Lee and F.D. Friedrich. Ottawa : 
Canada Centre for Mineral and Energy 
Technology, Energy Research Laboratories, 
1992. iv, 31 p. : il. Bibliogr. (Report ; ERL 
92-54(TR)) 
MICROLOG 94-01972 1 fiche 


This document describes the greenhouse effect, 
and then greenhouse gases and global 
warming. The effects of specific gases are 
then described: carbon dioxide, methane, nitrous 
oxide, chloroflurocarbons, and ozone. World 
and Canadian carbon emissions are calculated, 
and carbon dioxide reduction strategies are 


discussed. Carbon dioxide capture, disposal 
and use is discussed and advanced clean coal 
technologies includes discussion of world coal 
reserves, electricity generation, and co- 
production of electricity, heat and chemicals. 
The Canadian electricity perspective and 
strategic issues along with a workable strategy 
are also discussed. Graphics and statistical 
tables conclude the document. 

CA CM EN EV SC 


Energy for our future : balancing 
regional interests 
Electric Energy Forum (6th : 1993 : Victoria, 
B.C.). Vancouver, B.C. : B.C. Hydro, 1993. 
vi, 161 p. : il. ISSN 0840-884X 
MICROLOG 94-01527 3 fiche 


Proceedings of the forum, covering economic, 
environmental technological, and social trends 
that affect energy planning, visions for an 
ecologically sustainable energy future for British 
Columbia and the Pacific Northwest; the 
integration of building design with the energy 
needs and uses of the local area; and public 
consultation as a way to incorporate diverse 
interests into energy planning. The document 
includes an extended summary of the forum, 
the papers presented, and the workshop 
discussions, as well as the keynote and 
luncheon addresses. 

BC EN PR PW SC 


Enfance en difficulté : d’hier a 

demain : manuel d’information pour le 

personnel enseignant 
rédacteur: Frank Quinlan. Toronto : Fédération 
des enseignantes et des enseignants de 
l'Ontario, 1991. ii, 41 p. Bibliogr. L’éd. 
anglaise (Special education : bridging...) : 94- 
01556/1. ONTERIS: ON06517. ISBN 
0-88872-094-7 
MICROLOG 94-01555 1 fiche 


Ce manuel présente les programmes et les 
services ofterts pour l'enfance en difficuté dans 
les écoles de l'Ontario et vise à mettre les 
éducateurs au courant des nouveautés dans ce 
domaine. Traite des points suivants: diversité 
dans l'éducation de l'enfance en difficulté; 
processus d'évaluation, tendances des 
programmes pour adolescents ayant des 
troubles d'apprentissage; cours sur les 
stratégies d'apprentissage; structure équipe- 
école; rôle des enseignants ressources; 
élaboration de plans d'intervention pour les 
élèves ayant des troubles de comportement, 
éducation et programmes des élèves surdoués, 
lecture pour les personnes malvoyantes et 
aveugles, et, participation des parents. 

ED ON PR 


Enhanced oil recovery by a 

miscibility enhancing process, part Il : 

optimization studies : final report + 
by A. Kantzas...et al. Ottawa : Energy, Mines 
and Resources Canada, Canada Centre for 
Mineral and Energy Technology, Energy 
Research Laboratories ; Nova Husky 
Research Corporation, 1992. xii, 174 p. : ill. 
Bibliogr. CANMET contract: 23440-1903401SQ- 
006S. 
MICROLOG 94-01468 2 fiche 


Seventeen demonstration experiments were 
conducted in core from Rainbow Keg River B 
pool to determine if cyclic pressure pulsing 
under restricted flow could provide increased 
mass transfer between solvent and oil and also 
allow for the solvent to access previously 
inaccessible oil through lateral spread. Methane 
was used as the solvent and n-pentane as the 
oil. The choice of materials was made to 
match density and viscosity ratios of the 
reservoir fluids while maintaining a simple 
composition of each phase, so that effluent 
analysis could be simplified. The core was 
always mounted in the vertical position and 
saturated with n-pentane, methane was injected 
at various rates, and different pressure pulsing 


scenarios were applied. Repeated calibration 
experiments were performed on the gas 
chromatograph to help with the analysis of the 
results. 

e CA CM NR PS SC 


Enhanced oil recovery by a 

miscibility enhancing process, phase 

|: final report 
by A. Kantzas...et al. Ottawa : Energy, Mines 
and Resources Canada, Canada Centre for 
Mineral and Energy Technology, Energy 
Research Laboratories ; Nova Husky 
Research Corporation, 1991. xiii, 171 p. : iL 
Bibliogr. CANMET contract: 23440-19030-01SQ- 


006.. 
MICROLOG 94-01463 2 fiche 


The Rainbow Keg River formation has been 
exploited by Husky Oil in a number of pools, 
many of which are undergoing a secondary or 
tertiary miscible vertical flood with a slug of 
solvent pushed downwards by a chase gas. 
Husky owns a patent for the enhancement of 
vertical miscible floods in which shut-in is one 
of the technological concepts outlined. This 
report assesses the potential of pressure 
pulsing and shut in for the improvement of the 
miscible floods of the Rainbow Lake area. 
Experimental work consisted of miscible 
displacement tests of methane displacing 
pentane for shut-in tests and different pressure 
pulsing cycles. Computer assisted tomography 
(CAT) was used for the characterization of 
core material from one well in the north lobe 
of the Rainbow Keg River B Pool. The CAT 
scans were used for the preparation of a 
detail porosity map to study the porosity 
distribution inside the core. The core was 
used for the miscible displacement tests. The 
theoretical work developed a computer 
simulation model that incorporates mass 
transfer between heterogeneous grids under 
stable or unstable conditions without 
discrimination, following the fractional flow 
approach. 

e CA CM NA PS SC 


Enhancing, diagnosing and 
remediating basic skills through 


games 


by A. Motiar. Toronto : Ontario Educational 
Research Council, 1989. 20 p. Presented at 
the annual conference of the Ontario 
Educational Research Council. ONTERIS: 
ON05384. 

MICROLOG 94-01567 1 fiche (Available on 
fiche only) 


Presents the ‘3 E system for reading and 
math', a system of remediation based on the 3 
principles of efficiency, enjoyment, and 
effectiveness. This system allows teachers 
quick assessment of students’ deficiencies and 
appropriate programming. It facilitates the 
rapid progress of children in remedial 

programs by suiting the pattern of teaching to 
the child’s style of learning and, because of its 
emphasis on enjoyment, results in a positive 
change in the child’s attitude to learning. 

ED ON PR 


Enquête nationale sur livresse au 
volant, 1988 : rapport technique 
Ottawa : Santé et bien-être social Canada ; 
Transports Canada, 1992. xi, 61 p. : ill. 
Bibliogr. Titre de la couv.: Enquête nationale 
sur l'alcool au volant, 1988 : rapport 
technique. L’éd. anglaise (National survey on 
drinking and driving...) : 93-07067/1. ISBN 
0-662-9776-1 
MICROLOG 94-02120 1 fiche 


Ce rapport décrit les principaux résultats de 
l'Enquête nationale sur l'ivresse au volant, 
menée en 1988 par Statistique Canada pour la 
Direction de la promotion de la santé (Santé et 
Bien-être social Canada). Cette enquête fournit 
une multitude de renseignements actuels sur 
les attitudes des Canadiens à l'égard de la 
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conduite avec facultés affaiblies, ainsi que sur 
leurs habitudes et leurs moyens de prévention 
à ce niveau. Par conséquent, le rapport 
intéressera les personnes et les organismes 
qui oeuvrent dans les domaines de la santé 
publique et de la sécurité routière. 

BS CA SC TR 


Enquête sur la rémunération globale 
des emplois repères au Québec en 
1992 
Québec : Gouvernement du Québec, Ministère 
du travail, Centre de recherche et de 
statistiques sur, le marché du travail, 1993. 
148 p. (Etudes et recherches du Ministère 
du travail) CS/ 67133.002. ISSN 8737-9793 
ISBN 2-551-15342-5 
MICROLOG 94-01812 2 fiche 


Présente les principaux résultats de l'enquête 
sur la rémunération globale pour l'année. 

Pour ce faire, le document est divisé en 
plusieurs parties comprenant la méthodologie 
statistique, le volet salarial, le volet des 
avantages sociaux et des conditions de travail, 
et la rémunération globale, ainsi que des 
tableaux statistiques. En appendice on donne 
une description détaillée des emplois repères. 
LA PR QU 


Environmental assessment : Lachine 
Canal decontamination project : 
summary 


by] Tecsult [and] Roche ; [with] Parks Canada 


[and] Old Port of Montreal Corporation Inc. 
Quebec : The corporations ; the Dept., 1993. 
iii, 38 p. : fold. maps. 

MICROLOG 94-01731 1 fiche 


Parks Canada aims to decontaminate the 
sediment in the Lachine canal to a level that 
would not significantly harm benthic organisms. 
Dredged sediment could be safely disposed of 
in open water or used for various purposes, 
and the canal could then be used for 
secondary recreational activities such as boating 
and rowing. This report summarizes the final 
report of the environmental assessment, 
including a description and use of the 
environment; an analysis of the state of 
contaminated sediments under Parks Canada 
jurisdiction; and the state of contaminated soils 
and sediments under the Old Port of Montreal 
jurisdiction. 

CA EV QU SC 


Environmental assessment report for 
the Burnside waste-to-energy facility 


Jacques, Whitford and Associates. Halifax : 
Metropolitan Authority, 1993. 
maps. Bibliogr. Cover title: Metropolitan 
Authority’s Burnside waste-to-energy facility : 
environmental assessment report. 

MICROLOG 94-01749 6 fiche 


The proposed Burnside Waste-to-Energy Facility 
will be part of an integrated solid waste 
management system for the cities of Halifax 
and Dartmouth, the Town of Bedford, and 
Halifax County. The facility is designed to burn 
500 tonnes per day and convert the heat 
generated to marketable energy through an 
agreement with Nova Scotia Power Inc. This 
report gives a background for the project, the 
justification for the undertaking, and the 
alternative technology available; and describes 
the facility, including schedule and costs, site 
location and access, site layout, construction 
activities, transportation and characterizing of 
waste, operation, air pollution, process by- 
products, acceptance testing and monitoring, 
expansion and decommissioning, and the 
regulatory environment. Detailed information is 
given on the existing biophysical and 
socioeconomic environment; the impact 
assessment methodology; the biophysical and 
socioeconomic assessment; mitigation and 
residual impacts; monitoring; and the public 


xxix, 524 p. : ill, 


Environmental dynamics of 
benzothiazole-based pesticides 


by B.G. Brownlee, J.H. Carey and IT. 
Pellizzari. Burlington, Ont. : Canada Centre 
for Inland Waters, National Water Research 
Institute, 1990. 19 p. : ill. Bibliogr. (NWAI 
contribution ; 90-58) 

MICROLOG 94-01950 1 fiche 


Recently, the British Columbia government 
announced new regulations for wood protection 
chemicals that may result in the partial or 
complete replacement of chlorophenols by other 
anti-sapstain agents. One of these is BUSAN 
30WB in which 2- (thiocyanomethylthio) 
benzothiazole (TCMTB) is the active ingredient. 
Very little environmental information is available 
in the open literature for TCMTB. This study 
measured the water solubility, octanol-water 
partition coefficients, Henry's constant, 
hydrolosis, photolysis, sediment-water partitioning 
of TCMTB, benzothiazole (BT), 2- 
mercaptobenzothiazole (MBT), 2-(methylthio)- 
benzothiazole (MTBT), and 2-methylbenzothiazole 
(MeBT). A fish bile analysis was also 
conducted. This report provides the results of 
the tests. 

CA EV SC 


Environmental effects of pesticide use 
for timber management in Ontario : 
final report 
by M.L. Jones...et al. Toronto : Ministry of 
Natural Resources, 1988. 143 p. : ill. Bibliogr. 
MICROLOG 94-01799 2 fiche 


This document presents the evidence for 
environmental affects of pesticides, including the 
use of herbicides and pesticides in Ontario, the 
expected residues from both, and their effects 
on terrestrial animals, aquatic organisms, and 
long-term forest productivity. Information was 
obtained from a representative cross-section of 
experts. 

EV FO ON PR SC 


Environmental impact assessment of 
proposed secondary disinfection of 
drinking water, stage Ili, vol. | : 
summary report 
prepared for Greater Vancouver Regional 
District ; by Norecol, Dames and Moore Inc. 


Richmond, B.C. : The Corporation, 1993. xvii, 


47 p. 
MICROLOG 94-01599 1 fiche 


In early 1985, the Greater Vancouver Regional 
District began studying drinking water quality in 
the metropolitan area. The study ended in the 
development of a multi-phased drinking water 
quality improvement plan that proposed a 
Number of measures, including introduction of 
secondary disinfection to address bacterial 
regrowth in the distribution system. 
Chloramination and rechlorination processes 
were chosen for the secondary disinfection and 
testing was begun. During chloramination 
testing, there were two fish kills in the City of 
Surrey, raising concerns about its use. An 
environmental impact assessment was 
undertaken of the two processes. This report 
provides a summary of the public information 
stage and the comparative assessment of the 
impacts of the two alternatives on the 
environment, health, water users, mitigation 
strategies, liabilities, and costs. 

BC EV MU SC 


Un Essai de classification des pays 
industrialisés suivant le profil de la 
mortalité violente des personnes 
âgées 
par V. Courville. Montréal : Université de 
Montréal, Centre de recherche sur les 
transports, 1993. xvi, 166 p. : ill, cartes 
géogr. Bibliogr. (Publication ; no. 950) 
MICROLOG 94-01684 2 fiche 


violente des personnes âgées dans la majorité 
des pays industrialisés à partir des 
renseignements sur les causes de décès 
publiés par l'OMS dans ses annuaires de 
statistiques sanitaires mondiales. L'objectif 
principal est de situer la mortalité violente par 
rapport aux autres causes de décès et de 
montrer en quoi la situation chez les 
personnes âgées se distingue de ce qu'on peut 
observer chez les plus jeunes. Pour se faire, 
le document aborde les points suivants: 
importance de la mortalité violente des 
personnes âgées; classification de la mortalité 
violente des personnes âgées durant la période 
1985-1989. 

PR QU SA 


Establishment of a solar heat gain 
coefficient test method 


by S.J. Van Wonderen and S.J. Harrison. 
Ottawa : Energy, Mines and Resources 
Canada, Canada Centre for Mineral and 
Energy Technology, Efficiency and Alternative 
Energy Technology Branch, 1993. ii, 20 p. : ill. 
Bibliogr. CANMET contract: 23440- 
0946901SS. ISBN 0-662-20939-7 

MICROLOG 94-01988 1 fiche 


The solar heat gain characteristics of 
fenestration systems impact daytime building 
energy performance, occupant comfort, and 
utility load demands. A measure of the 
fraction of available solar energy entering a 
building interior per unit window area is defined 
as the solar heat gain coefficient (SHGC). 
Together with a window’s thermal transmittance, 
the SHGC is used in the ranking of 
comparative fenestration products and allows 
for the calculation of Energy Rating numbers 
and annual energy performance. This project 
was commissioned by CANMET to support the 
development of testing capabilities for the 
national window rating and labelling program. 
The report describes activities performed by 
the Solar Calorimetry Laboratory toward the 
development of a SHGC test method using 
simulated solar irradiance. 

CA CM EN PS SC 


Estimated costs and returns for a 
scallop grow-out enterprise 
Victoria : Ministry of Agriculture, Fisheries and 
Food, Aquaculture and Commercial Fisheries 
Branch, 1993. vi, 24 p. : ill. Bibliogr. 
(Aquaculture industry development report ; no. 
93-07) ISSN 1183-0352 ISBN 
0-7726-1962-X 
MICROLOG 94-01483 1 fiche 


This report was prepared to provide 
information on the economics of grow-out 
production of the Japanese or Pacific scallop. 
It addresses biophysical concerns, production 
practices, major costs, and the influence of 
price on profitability. 

BC CO FI PR SC 


Estimates 
1993-94 
Yukon Territory. Dept. of Finance. 
Whitehorse : The Dept., 1993. 68 p. Cover 
tittle: Supplementary estimates no. 1, 1993-94. 
CSI 78102.006. 
MICROLOG 94-01663 1 fiche 


This document contains a financial summary, 
operation and maintenance expenditure 
summary, operation and maintenance recovery 
Summary, capital expenditure summary, capital 
recovery summary, and revenue summary. It 
also contains a departmental/corporation detail 
for the Executive Council Office, Community and 
Transportation Services, Economic Development, 
Education, Finance, Government Services, 
Health and Social Services, Justice, the Public 
Service Commission, Renewable Resources, 
Tourism, the Yukon Housing Corporation, and 
Loan Capital and Loan Amortization. 


: supplementary no. 1, 
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Estimates 
1992-93 


Yukon Territory. Depl. of Finance. 

Whitehorse : The Dept., 1993. 22 p. Cover 
title: Supplementary estimates no. 2, 1992-93. 
CSI 79110.002 : 

MICROLOG 94-01637 1 fiche 


This document contains a financial and 
expenditure summary. It also contains 
departmentaVagency delail for education, finance, 
the Public Service Commission, and tourism. 
CO NO PA PR 


: supplementary no. 2, 


Etude d’évaluation complémentaire de 
blocs de beton faits avec un fort 
volume de cendres volantes ou au 
laitier de haut fourneau 


Laboratoire de béton Itée. Montréal : le 
Laboratoire, 1993. 28 p. : ill CANMET 
contract: 23440-2916301SQ015SQ. 
MICROLOG 94-01984 1 fiche 


Ce document présente une étude d'évaluation 
complémentaire de blocs de béton faits avec un 
fort volume de cendres volante ou au laitier de 
haut fourneau. On y aborde précisément les 
points suivants: examen visuel, mesure aux 
ultrasons, prélèvement d'échantillons: résultats 
d'essais; évaluation des propriétés mécaniques 
dans le temps; cartographie de la fissuration; 
caractérisation des fissures, et pholographie. 

e CA CM PS SC 


Etude du Bureau de l'Ombudsman 
Ontario. Assemblée législative. Comité 
permanent de l'ombudsman. Toronto : le 
Comité, 1993. iii, 194 p. Bibliogr. L’éd 
anglaise (Review of the Office of the 
Ombudsman) : 93-08652/2. ISBN 
0-7778-1255-X 
MICROLOG 94-01813 3 fiche 


Ce document présente le rapport du Comité 
permanent de l'ombudsman sur l'étude du 
Bureau de l'ombudsman. On y aborde l'étendue 
des fonctions de l'ombudsman, la sensibilisation 
et l'accessibilité, le processus d'examen des 
plaintes, la compétence, et la relation entre 
l'ombudsman et l'Assemblée législative. 

JU ON PA PR 


Etude statistique sur le facteur de 
refroidissement éolien au Quebec 
par J. Briére...et al. Montréal . Environnement 
Canada, Région du Québec, Division des 
services scientifiques, 1991. iii, 33 p. : il, 
cartes géogr. Bibliogr. 
MICROLOG 94-02047 1 fiche 


Les données horaires de température el de 
vitesse du vent, pour une trentaine de stations 
d'observation principalement situées au Québec, 
ont été utilisées pour calculer le refroidissement 
éolien selon la formule de Siple et Passel. La 
comparaison entre les stations se fait par le 
bias des valeurs de refroidissement éolien 
associées à un centile commun. Une analyse 
de persistance du phénomène est réalisée en 
posant diverses conditions minimales de durée 
et de valeur du retroidissement éolien. L'étude 
est axée vers les conditions de froid extrêmes. 
CA PS QU SC 


Etude sur les ressources humaines 

des collèges et instituts canadiens 
Price Waterhouse (Firme). Ottawa : Association 
des collèges communautaires du Canada, 
1993. 111 p.. ill Sur la couv: Rapport 
détaillé. ISBN 0-662-98625-3 
MICROLOG 94-01968 2 fiche 


Ce rapport vise à encourager tous ceux et 
celles que la question de l'enseignement 
collégial préoccupe à examiner l'évolution du 
milieu externe puis à façonner leur 
établissement de manière telle qu'il puisse s'y 
adapter plus efficacement. Il examine aussi les 
points suivants: les collèges face au dynamisme 
du marché du travail, bilan des ressources 


humaines du secteur collégial, les stratégies 
des collèges en malière de ressources 
humaines; restructuration économique et 
perspectives d'emploi, l'évolution technologique, 
l'évolution de la population scolaire el de ses 
attentes; innovation et renouveau des secteurs 
d'intervention. 

CA ED LA 


Europe 1992 : report of the Working 
Group on Industrial and 
Transportation Equipment and 
Services 
Canada. Europe 1992 Working Group on 
Industrial and Transportation Equipment and 
Services. Ottawa : The Working Group, 
1991. 31 p. 
MICROLOG 94-01543 1 fiche 


This report is limited to identitying the more 
apparent horizontal trade issues from the 
European Communitys 1992 single market plans 
that will affect Canada-EC trade relations. The 
report indicates, where known, how government 
actions within the European Community may 
create issues and how they may discriminate 
against suppliers trom non-member nations. It 
focuses on service industry trade, 

transportation and industrial services, and 
industrial and transportation manutactures trade. 
An appendix outlines aspects of international law 
that are known to be affected. 

CA CO EX TR 


Evaluation des fongicides utilises pour 

le controle du Gremmeniella abietina, 

Ill : resultats des essais effectues 

sur le terrain en 1978 
par E. Smerlis. Sainte-Foy, Québec : Service 
canadien des forêts, Centre de recherches 
forestières des Laurentides, 1980. 24 p. 
(Rapport d'information , LAU-X-46) Bilingue 
(Evaluation of fungicides for...). ISSN 0835-1589 
MICROLOG 94-01594 1 fiche 


Le champignon Gremmeniella abietina est cause 
de mortalité chez les jeunes pins et épinettes 
au Québec. Aussi, au Québec, entre 1972 el 
1977, on a mis à l'essai un certain nombre de 
pesticides afin de mettre au point une méthode 
de contrôle chimique. Sous réserve 
d'enregistrement, on a suggéré deux 
applications de Daconil 2787 en poudre 
mouillable à 1,3 % pour contrôler la forme 
nord-américaine du G. abietina qui s'attaque 
aux pins au Québec. Les essais se sont 
poursuivis sur le terrain à Valcartier (comté de 
Québec) en 1978 pour mieux évaluer les 
fongicides prometteurs et pour étudier les 
produits chimiques obtenus dernièrement. ce 
document présente les résultats des essais 
effeclués sur le terrain en 1978. 

CA FO SC 


Evaluation of boiler chemical cleaning 
techniques 


Monserco Limited. Ottawa : Alomic Energy 
Control Board, 1993. x, 125 p. : ill. Bibliogr. 
(Research report ; INFO-0444) 

MICROLOG 94-01534 2 fiche 


Deposits in the secondary side of nuclear 
sleam generators (SG) may cause corrosion 
and disruptions in steam flow. Hydrolasing has 
been successful in removing enough of the 
deposits to permit operation at 100% power, 
but a considerable amount of deposit remains 
in physically inaccessible regions of the 
generators. This project was conducted to 
present the advantages and disadvantages of 
boiler chemical cleaning processes. The 
investigation reviewed the knowledge and 
experiences in boiler chemical cleaning 
processes to identify safety and regulatory 
concerns; identified potential adverse effects on 
the equipment, the workers, the public and the 
environment, and other problems that might 
arise from such a cleaning operation; and 
developed and described a number of 


techniques, classified into mechanical and 
chemical methods. 
CA EN PS SC 


Evaluation of electron microscope 
techniques for the description of 
aquatic colloids 
by G.G. Leppard. Burlington, Ont. : Canada 
Centre for Inland Waters, National Water 
Research Institute, 1991. 86 p. : ill Bibliogr. 
(NWRI contribution ; 91-55) 
MICROLOG 94-01967 1 fiche 


This critical review includes a synopsis of data 
extracted from the scattered literature on 
aquatic colloids and presents new transmission 
electron “microscopy (TEM) intormation on 
potentially misleading particle analyses of the 
past. Based on recent TEM analyses, the 
state-of-the-art, for the characterization of 
unstable colloidal particles is delineated for use 
by aquatic scientists. 

CA LS PS SC 


Evaluation of extraction techniques 

for butyltin compounds in sediment 
by S. Zhang...et al. Burlington, Ont. : Canada 
Centre for Inland Waters, National Water 
Research Institute, 1991. 10 p. Bibliogr. 
(NWRI contribution ; 91-54) 
MICROLOG 94-01957 1 fiche 


Studies on butyltin compounds in the 
environment intensified after the discovery of 
spattall inhibition and shell growth anomalies on 
Pacific oyster culture. Subsequent investigations 
found that butyltin compounds occur in fish and 
aqualic organisms in harbour areas because of 
their extensive use in anti-fouling paint 
formulation. This paper presents an 
investigation of the recoveries of 10 extraction 
techniques for bulyltin species, using ethylation 
derivatization and GC-AAS as the method of 
determination. 

CA NR PS SC 


Evaluation of fungicides for control of 
Gremmenieka abietina, | : laboratory 
and preliminary field assays 
by E. Smerlis. Sainte-Foy, Que. : Service 
canadien des forêts, Centre de recherches 
forestières des Laurentides, 1976. 34 p. 
Biblogr (Rapport d'information ; LAU-X-23E) 
ISSN 0835-1635 
MICROLOG 94-01585 1 fiche 


Gremmeniella abietina (Lgbg.) Morelet, a 
pathogenic Discomycele, is the cause of 
mortality of young pines and spruces in 
Quebec. To develop chemical control methods 
effective for Quebec, a number of fungicides 
were assayed in the laboratory from 1972-74 
and in the field from 1973-74. Two strains of 
G. abietina, one occurring on jack pine near 
Cap-de-la-Madeleine and the other on black 
spruce at Lac Jacques Cartier in Laurentide 
Park, were investigated. 

e CA FO SC 


Evaluation of fungicides for control of 
Gremmenieta abietina, Il : results of 
1978 field assays 
by E. Smerlis. Sainte-Foy, Que. : 
Canada, Canadian Forestry Service, 
Laurentian Forest Research Centre, 1980. 
24 p. (Information report , LAU-X-46) 
Bilingual (Evaluation des fongicides utilisés...). 
ISSN 0703-2196 
MICROLOG 94-01594 1 fiche 


Gremmeniella abietina is the causal agent of 
mortality of young pines and spruces in 
Quebec. To develop a chemical control method, 
a number of peslicides were assayed in 
Quebec from 1972 to 1977. As a result, two 
applications of 1,3 % Daconil 2787 wettable 
powder were suggested, subject to registration, 
to control the North American strain of G. 
abietina occurring on pines in Quebec. The 
assays were continued in the filed at Valcartier, 
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Quebec County, in 1978 to replicate and 
evaluate in more detail promising fungicides, 
and to screen recently acquired chemicals. This 
document presents the results of 1978 filed 
assays. 

e CA FO SC 


An Evaluation of the pilot joint school 
food programs in the Toronto Board 
of Education 
by RS. Brown. Toronto : Toronto Board of 
Education, Library Services Dept., Information 
Services Division, Research Services, 1993. 
38 p. : ill. (Research report ; no. 203) 
ONTERIS: ON06215. ISSN 0316-8786 ISBN 
0-88881-223-X 
MICROLOG 94-01569 1 fiche 


In 1992, the School Food Nutrition Program 
provided subsidized meals and nutrition 
education for children in 15 Toronto Board 
schools. An evaluation of the program was 
undertaken during its first year of operation. 
This study analyzes findings from the following 
sources: questionnaire given to 3000 students, 
analysis of school attendance and lateness 
records, focus groups, and questionnaires given 
to teachers and parents. 

ED HE MU ON 


Everybody's Business : a forum on 
how business people can make their 
communities safer 
by Kyra Woudstra ; edited by Carolyn 
Whitzman ; for the Safe City Committee, 
Planning and Development Dept., City of 
Toronto. Toronto : The Committee, 1993. 
16 p. Bibliogr. 
MICROLOG 94-02068 1 fiche 


There is increasing concern about the violence 
in our neighbourhoods. Merchants are 
concerned about being victimized and about the 
impact crime and violence have on their 
livelihood. In response to these concerns, the 
City of Toronto Safe City Committee organized 
a forum. This report outlines the 
presentations, along with the question and 
answer period which followed. Participants 
represented business improvement areas within 
the Greater Toronto Area as well as business 
people from Kitchener-Waterloo. The purpose 
of this Forum was to move from concern into 
action. 

CO JU MU ON 


Evolution des flottes de péche du 
Québec, 1985-92 : effectifs et 
debarquements 
par J. Boucher et F. Garneau. Québec : 
Ministère des pêches et des océans, Région 
du Québec, Direction de l'économique, de la 
Statistique et de l'informatique, 1993. iv, 95 p. 


(Rapport d'analyse économique et commerciale ; 


no 133) (Rapport d'étude ; 93-4F) ISSN 
0847-1185 ISBN 0-662-98614-8 
MICROLOG 94-01803 2 fiche 


Ce document vise non seulement à procurer 
un condensé des résultats, pour la plupart déjà 
publiés dans les rapports intitulés "Performance 
économique des flottes du Québec”, mais à 
établir une série chronologique s'appuyant sur 
une même méthodologie, permettant ainsi de 
montrer l'évolution des flottes de 1985 à 1992. 
On y aborde les effectifs, les débarquements 
au Québec et hors-Québec, les débarquements 
totaux, et les débarquements moyens. 

e CA CF FI QU SC 


Evolution of northern housing policy 
by T. Carter. Winnipeg : University of 
Winnipeg, Institute of Urban Studies, 1993. 
vi, 47 p. : ill. Bibliogr. (Northern studies ; 2) 
ISBN 0-920213-96-0 
MICROLOG 94-01778 1 fiche (Available on 
fiche only) 


The objective of this paper is to trace the 
evolution of northern housing policy. It begins 


by providing a definition of the geographic area 
considered to be "The North" Discussion 
then focuses on a number of reasons that may 
have contributed to the lack of precision in 
developing a distinctly Northern policy. It then 
proceeds period by period to document policy 
evolution from 1930 to the 1990s. Finally, it 
highlights the main themes of evolution and 
briefly discusses a number of lessons learned 
during the past fifty to sixty years of policy 
development. 

MS PR SA 


The Exchange Rate and the 

Economy : proceedings 
The Exchange Rate and the Economy (1993 : 
Ottawa, Ont). Ottawa : Bank of Canada, 
1993. viii, 625 p. : il Bibliogr. French ed. 


(Taux de change et économie...) : 94-01631/8. 


ISBN 0-660-15195-2 
MICROLOG 94-01632 7 fiche 


The conference involved ten presentations with 
one paper by a member of the Bank staff and 
one paper by an external participant in each of 
five topic areas: exchange rate theory; 
empirical models of the exchange rate; tests of 
market efficiency; the exchange rate and 
international trade; and optimum currency 
areas. A summation of the lessons learned 
and directions for future research arising from 
these presentations was provided in a final 
session by three panellists. This document 
contains the conference papers and 
presentations. 

CA CO EX 


Experimental evaluation of the effect 
of distortion in thermal plume models 


by B.G. Krishnappan and C.K. Jonys. 
Burlington, Ont. : Canada Centre for Inland 
Waters, National Water Research Institute, 
1990. 6 p. : ill. Bibliogr. 
90-86) 

MICROLOG 94-01955 1 fiche 


To assess the impact of thermal discharges 
from power plants into large bodies of water 
such as a lake, it is necessary to know mixing 
characteristics and temperature distributions. 
Such information is often obtained by simulating 
the phenomenon in a small scale model in the 
laboratory (physical model). Invariably, the 
physical models are distorted because of the 
use of different geometric scales for the 
horizontal and vertical directions. This study 
evaluated the effect of geometric distortion by 
studying thermal discharge processes in a 
model with and without distortion. 

CA EN EV SC 


Exploration in British Columbia, 1992 
Victoria : Ministry of Energy, Mines and 
Petroleum Resources, Mineral Resources 
Division, Geological Survey Branch, 1993. vi, 
136 p. : ill, maps. Bibliogr. CS/ 38132.004. 
ISSN 0823-2059 
MICROLOG 94-01811 2 fiche 


Annual report on exploration activity, geological 
descriptions of selected properties, and a 
summary report of assessment work. The 
overview of exploration and development 
highlights and intiatives are presented by 
district. Each district also includes operating 
mines, major land-use issues, and mineral 
deposit research. Geological descriptions of 
selected properties are also included, as well 
as assessment reports. 

BC NR PR PS SC 


An Exploratory investigation of 
resistance and sources of social 
change affecting the adoption of 
computer assisted instruction by 
elementary schools 
by À Botai. Toronto : Ontario Educational 
Research Council, 1986. 42 p. Bibliogr. 
ONTERIS: ONO5059. 
MICROLOG 94-01573 1 fiche 


(NWRI contribution ; 


This study attempts to investigate the specific 
‘factors’ which have inhibited the widespread 
adoption of computers in education at the 
elementary level. The purpose of the paper is 
two-fold: to investigate and identify the various 
types of resistance which may be affecting the 
adoption of computer assisted instruction by 
elementary schools, and to investigate and 
identify the various forces of social change 
which may be affecting the adoption of 
computer assisted instruction by elementary 
schools. 

ED ON PR 


Explorer de nouveaux horizons : les 
ressources humaines dans l’industrie 
minière canadienne : défis et 
possibilites 
Price Waterhouse (Firme). Ottawa : Comité 
directeur de l'étude sur les ressources 
humaines dans l'industrie minière canadienne, 
1993. xx, 117 p. : ill. Bibliogr. L’éd. anglaise 
(Breaking new ground : human...) : 94- 
01827/2. ISBN 0-662-98622-9 
MICROLOG 94-01842 2 fiche 


Ce document porte sur les défis et possibilités 
des ressources humaines dans l'industrie 
minière canadienne. On y aborde les points 
Suivants: les faits saillants sur l'industrie minière 
canadienne et les gens qui la composent; 
l'industrie minière canadienne dans un cadre 
international, les incidences de la technologie 
sur les gens de l'industrie; profil de la main- 
d'oeuvre, des occupations et des carrières: 
gestion et perfectionnement de la main-d'oeuvre 
dans l'industrie minière; et, répondre aux défis 
dans l'industrie minière canadienne. 

CA LA NA SC 


EXPRES : an expert system for 
assessing the fate of pesticides in 
the subsurface 


by AS. Crowe and JP. Mutch. Burlington, 
Ont. : Canada Centre for Inland Waters, 
National Water Research Institute, 1990. 

36 p. : ill. Bibliogr. (NWRI contribution ; 90- 
75) 

MICROLOG 94-01953 1 fiche 


The EXPRES expert system is being developed 
to aid regulatory personnel in their assessment 
of the potential for pesticides to contaminate the 
soil and shallow groundwater environment. The 
expert system, known as EXPRES (EXpert 
system for Pesticide Regulatory Evaluation 
Simulation), consists of two existing numerical 
models that are used to simulate the fate of 
pesticides in the unsaturated zone, coupled with 
a knowledge-based system that guides the user 
through the choice of all the necessary 
information for characterizing the physical, 
climatic, hydrogeological, pedological, and 
agricultural setting of typical agricultural regions 
across Canada. This report outlines the 
design, development, and operation of the 
expert system, and also provides a brief 
overview of EXPRES. 

CA EV PS SC 


EXPRES : an expert system for 
assessing the fate of pesticides in 
the subsurface, phase four report : 
verification of pesticide models 
incorporated in EXPRES 
by JP. Mulch and AS. Crowe. Burlington, 
Ont. : Canada Centre for Inland Waters, 
National Water Research Institute, 1990. iv, 
22 p. : ill. Bibliogr. (NWRI contribution ; 90- 
98) 
MICROLOG 94-01951 1 fiche 


The EXPRES expert system is being developed 
to aid regulatory personnel in their assessment 
of the potential for pesticides to contaminate the 
soil and shallow groundwater environment. The 
expert system, known as EXPRES (EXpert 
system for Pesticide Regulatory Evaluation 
Simulation), consists of two existing numerical 
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models that are used to simulate the fate of 
pesticides in the unsaturated zone, coupled with 
a knowledge-based system that guides the user 
through the choice of all the necessary 
information for characterizing the physical, 
climatic, hydrogeological, pedological, and 
agricultural setting of typical agricultural regions 
across Canada. This report describes the 
verification of the modified versions of the two 
pesticide models (LEACHM and PRZM) and 
their interaction with the EXPRES expert 
system; reviews the modifications made; and 
describes tests conducted to verify them. 

CA EV PS SC 


EXPRES : an expert system for 
assessing the fate of pesticides in 
the subsurface, phase three report : 
compilation of a data base for 
testing EXPRES 
by J.P. Mutch and A.S. Crowe. Burlington, 
Ont. : Canada Centre for Inland Waters, 
National Water Research Institute, 1990. wv, 
37 p. Bibliogr. (NWRI contribution ; 90-91) 
MICROLOG 94-02062 1 fiche 


The expert system being developed is designed 
to aid regulatory personnel in their assessment 
of the potential for pesticides to contaminate the 
soil and shallow groundwater environment. 
EXPRES (EXpert system for Pesticide 
Regulatory Evaluation Simulations), consists of 2 
existing numerical models that are used to 
simulate the transport and transformation of 
pesticides in the unsaturated zone, coupled with 
a knowledge-based system that guides the user 
through the choice of all the necessary 
information for characterizing the geological, 
physical, climatic, hydrogeological, pedological 
and agricultural setting of typical agricultural 
regions across Canada. This report describes 
the development of a data set to be used to 
test and validate the expert system. Al the 
parameters required by the 2 pesticide models 
for aldicarb use in a PE. potato field have 
been compiled. The data set consists of 
information from 4 general areas: physical and 
chemical properties of the pesticide, the 
pedological and hydrogeological characteristics 
of the site, the farm management practices, 
and meteorological data for the agricultural 


setting. 
CA EV PS SC 
EXPRES : an expert system for 


assessing the fate of pesticides in 
the subsurface, phase two report : 
development of the basic expert 
system 
by J.P. Mutch and AS. Crowe. Burlington, 
Ont. : Canada Centre for Inland Waters, 
National Water Research Institute, 1990. iv, 
48 p. : ill. Bibliogr. (NWRI contribution ; 90- 
82 
MICROLOG 94-01952 1 fiche 


The EXPRES expert system is being developed 
to aid regulatory personnel in their assessment 
of the potential for pesticides to contaminate the 
soil and shallow groundwater environment. The 
expert system, known as EXPRES (EXpert 
system for Pesticide Regulatory Evaluation 
Simulation), consists of two existing numerical 
models that are used to simulate the fate of 
pesticides in the unsaturated zone, coupled with 
a knowledge-based system that guides the user 
through the choice of all the necessary 
information for characterizing the physical, 
climatic, hydrogeological, pedological, and 
agricultural setting of typical agricultural regions 
across Canada. This report outlines the two- 
year program now being undertaken to develop 
the expert system. It deals specifically with 
Phase 2 of the project, describing the 
modifications made to the pesticide transport 
and transformation models, and the development 
of the user-system interface for the expert 
system. 

CA EV PS SC 


EXPRES : an expert system for 
assessing the potential for 
groundwater contamination due to 
pesticides 
by AS. Crowe and J.P. Mutch. Burlington, 
Ont. : Canada Centre for Inland Waters, 
National Water Research Institute, 1990. 
27 p. : ill. Bibliogr. (NWRI contribution ; 90- 


90) 
MICROLOG 94-01966 1 fiche 


EXPRES (EXpert system for Pesticide 
Regulatory Evaluation and Simulation), is an 
expert system that can be used to aid in the 
assessment of the potential for groundwater 
contamination by pesticides. The encoded 
expertise consists of these elements: information 
characterizing the physical, meteorological, 
hydrogeological, pedological and agricultural 
setting; rules for choosing a model, rules for 
ensuring accuracy and consistency of input 
data; and rules for interpreting the results of a 
simulation. This paper outlines the design, 
development and operation of the expert 
system, and also provides the reader with a 
brief overview of expert systems. 

CA EV PS SC 


Extraction of adenine nucleotides 
from bacteria 
by R. Ebinghaus...et al. Burlington, Ont. : 
Canada Centre for Inland Waters, National 
Water Research Institute, 1991. 11 p. : ill. 
Bibliogr. (NWRI contribution ; 91-53) 
MICROLOG 94-01962 1 fiche 


The use of adenylate energy charge (AEC) and 
total nucleotide pools as. biochemical indicators 
in the study of environmental health and stress 
on aquatic organisms leading to the assessment 
of toxic effects has been a current interest in 
bio-monitoring and early warning. This study 
evaluates several existing methods for the 
effectiveness of extraction of adenine nucleotides 
from bacteria using a sensitive and accurate 
HPLC method for evaluation of the recovery. 
CA LS NA SC 


Factors affecting the consolidation of 
steam generator sludge 
by C.W. Turner, K. Shamsuzzaman and RL. 
Tapping. Chalk River, Ont. : Atomic Energy 
of Canada Limited, 1993. 9 p. : ill Bibliogr. 
(AECL research ; AECL 10759) Presented 
at NACE 93, National Association of 
Corrosion Engineers. ISSN 0067-0367 ISBN 
0-660-14980-X 
MICROLOG 94-01674 1 fiche 


Some CANDU nuclear generating stations have 
considerable amounts of hard sludge deposits 
in the steam generators which are beginning to 
affect their performance both directly through 
interfering with the steam/water flow and with 
heat transfer, and indirectly by providing sites 
for cracking, intergranular attack, crevice 
corrosion, and/or pitting of tube and support 
structures under the adherent deposits. This 
report present results of a study on the effect 
of chemical reactions between sludge 
components on the consolidation of sludge. 
CA EN SC 


Fair taxation in a changing world : 
highlights : report 
Ontario. Fair Tax Commission. Toronto : The 
Commission ; University of Toronto Press, 
1993. 132 p. : ill. Bibliogr. ISBN 
0-8020-7573-8 
MICROLOG 94-02007 2 fiche 


This report discusses fair taxation in a 
changing world. It discusses what is meant by 
fairness; constraints on the tax reform in 
Ontario; the enhancement of democratic 
accountability; paying other people's taxes and 
the problem of compliance; the renegotiation of 
tax collection agreements; the equality of 
women and men; social policy issues and the 
tax system; making the tax system more 


progressive; the tax system and economic 
activity in Ontario; sales tax; facing the 
environmental costs of our behaviours; property 
taxes in local government finance; and 
provincial property tax. It also discusses 
aboriginal people and taxation in Ontario. 
Recommendations are included 

Cl ON PA PR 


Families sharing the caring : 
summary report 
British Columbia. Task Force of Families of 
People with Mental Iliness. Victoria : The 
Task Force, 1993. 47 p. Bibliogr. ISBN 
0-7718-9386-8 
MIGROLOG 94-01480 1 fiche 


In June 1992, a task force was established to 
provide a report which would truly reflect the 
opinions and priorities of families of people with 
mental illness and would make recommendations 
to address these. This report documents the 
perceptions, opinions, and concerns of family 
members. Quotations and information have been 
obtained directly from family members and the 
views expressed belong to them. It 
recommends that information, education, respite, 
support, and counselling be available to families 
to assist them in their roles as caregivers. 

BC HE PR 


Feasibility enalysis of an integrated 
registration and reporting system 
by Price Waterhouse ; prepared for the Task 
Force on Incomes and Adjustment in the 
Atlantic Fishery. Sj. : The Firm, 1993. vi, 
36 p. ISBN 0-662-21159-6 
MICROLOG 94-01865 1 fiche 


The purpose of this feasibility study of the 
Integrated Registration and Reporting System 
for the Atlantic Fishery (IRRS) was to provide 
an overview of existing systems and manual 
processes to be replaced; identity gaps and 
overlaps in these systems; describe the means 
by which data could be captured for IRRS and 
provide examples of how data capture could be 
integrated into the existing fish sales process; 
describe how the Fish Landings Registry might 
operate; identify barriers to developing and 


-implementing a system; and identify possible 


stages in the IRRS development and 
implementation. This report focusses on 3 
alternative versions of an IRRS. 

e AP CA CF FI SC 


Fécondité et politiques familiales en 
Scandinavie depuis 1960 
par D. Bélanger. Québec : Gouvernement du 
Québec, Secrétariat à la famille, 1992. 
98 p. : ill Bibliogr. Sur la couv: Etudes et 
analyses. ISBN 2-550-27220-X 
MICROLOG 94-01886 2 fiche 


La première parie de ce document traite de 
la fécondité scandinave depuis 1960. Les 
caractéristiques démographiques de cette 
évolution y sont décrites et quelques 
hypothèses de l'effet des politiques familiales 
sur l'évolution de la fécondité sont mentionnées. 
Les données ayant permis la description de 
l'évolution de la fécondité en Scandinavie 
figurent en annexe. La deuxième partie 
présente les politiques familiales scandinaves. 
Les mesures relatives aux congés parentaux, 
aux services de garde d'enfants et au soutien 
financier aux familles constituent l'essentiel de la 
présentation. Alors que la politique suédoise fait 
l'objet d'une description détaillée, les politiques 
danoise et norvégienne sont présentées sous 
forme de tableaux. Finalement, une troisième 
partie discute l'effet à court terme (indice 
synthétique) et à long terme (descendance 
finale) de ces politiques sur l'évolution de la 
fécondité. Quelques réflexions sur l'intérêt des 
politiques scandinaves pour le Québec concluent 
le rapport. 
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Le Femmes et la santé mentale au 
Nouveau-Brunswick : comment 
neutraliser les consequences du 
sexisme : un rapport de recherche 


du Conseil consultatif sur la condition de la 
femme du Nouveau-Brunswick ; préparé en 
collaboration avec Research Design Associates 
Inc. Fredericton : le Conseil ; Hampton, N.-B.: 
Associates, 1992. 46 p. : ill. Bibliogr. L'éd. 
anglaise (Women and mental health.) : 94- 
02015/1. 

MICROLOG 94-02016 1 fiche 


Depuis les années 80, on porte de plus en 
plus d'attention aux questions touchant à la 
santé des femmes au Canada. La santé 
mentale, en particulier, retient l'attention car les 
femmes ont davantage recours aux services 
dispensés dans ce domaine. Ce document se 
penche précisément sur la question des 
femmes et la santé mentale. II jette un regard 
sur les objectifs de la recherche, les facteurs 
socio-économique, et les résultats obtenus 
auprès des groupes de discussion. 

AP HE PR SA 


Field performance of advanced 
technology woodstoves in their 
second season of use in Glens Falls, 
New York, 1990 : final report 
by S.G. Barnett and J. Fesperman. Beaverton, 
OR : OMNI Environmental Services Inc., 1990. 
iv, 44 p. : ill CANMET contract: 23440- 
0901201SQ14SQ. 
MICROLOG 94-01464 1 fiche 


The 1988-89 Northeast Cooperative Woodstove 
Study (NCWS) evaluated the in-home 
performance of 25 woodstoves representing five 
models in Glens Falls, New York. Two of the 
stove models were non-catalytic and the 
remaining three were catalytic. The study 
emphasized the measurement of particulate 
emissions during five week-long samplings in 
each home and the durability of the stove 
during the three-month sampling period. As 
the untry Flame BBF-6 showed lower 
emission rates, it was decided to monitor the 
stove at the end of the second year of use 
(March 1990) to evaluate its long term 
durability. A Blaze King stove was also 
monitored. The catalysts of any failing stoves 
were monitored in the laboratory to isolate the 
causes of field performance deterioration, and 
lab tests of the catalysts were used as an 
Opportunity to develop a lab emissions test 
procedure that effectively simulated the real 
world. The evaluation used the same AWES 
monitoring system as was used in 1988-89. 

e CA CM EN SC 


Field upgrading of heavy oil 
emulsions using low concentrations of 
coal at low pressures : final report 


by D.W. Soveran and N.N. Bakhshi. Ottawa : 
Energy, Mines and Resources Canada, 
Canada Centre for Mineral and Energy 
Technology, Energy Research Laboratories, 
1992. xiii, 158 p. : ill, Bibliogr. CANMET 
contract: 23440-1907901SQ-06SQ. 

MICROLOG 94-01471 2 fiche 


Investigation to achieve the preliminary field 
upgrading of a Saskatchewan heavy oil 
emulsion by processing it with low 
concentrations of subbituminous coal and lignite 
additives under mild reactor conditions to 
develop a relatively inexpensive technique to 
make the heavy oil emulsion pumpable. The 
emulsion was thermally treated in a tubular 
reactor packed with porcelain berl saddles with 
and without the addition of coal as additive. 
The effects of the reactor temperature and the 
coal concentration on the liquid product 
(processed heavy oil) quality and the gas 
product composition were investigated. 

e CA CM NR PS SC 


Financial statistics, 1992 
Caisse de dépdt et placement du Québec. 
Montreal : The Caisse, 1993. 48 p. 
French ed. (Statistiques financiéres...) : 
93-06201/1. CSI 67132.005. ISSN 0835-2143 
ISBN 2-550-27331-1 
MICROLOG 94-01490 1 fiche 


The Caisse was created in 1965 to manage 
the funds of the retirement plans for the public 
sector. This document contains financial 
statistics for the year. The following items are 
included: depositors’ holdings, the return, the 
annual interest or income paid out on average 
deposits, investments, participation in bond 
issues of the Quebec public sector, specific 
investments and a 10-year financial review. 

CO PA PR QU 


Finding the way home : the report 
Shaughnessy Site Task Force (B.C.). 
The Task Force, 1993. 29 p. 
MICROLOG 94-01933 1 fiche 


In 1993, the Ministry of Health announced that 
the Shaughnessy Hospital, a major acute care 
facility, would be closed down within the year. 
Medical programs and services would be 
distributed to other hospitals and institutions. 
This Task Force, also appointed by the Ministry 
of Health, was established to review the 
disposition of the Shaughnessy Site services 
and to develop a process for evaluation of the 
disposition of services in order to assess the 
impact on community health needs. It was also 
to develop recommendations for community 
consultation in health care reform where the 
provision of acute care services is an issue 
and provide recommendations on the 
appropriate transfer of Shaughnessy resources 
to community health programs. This is the 
Task Force's report and recommendations. 

BC HE PR 


First year survival and densities of 
1985 plantations 
New Brunswick. Timber Management Branch. 
Fredericton : The Branch, 1986. i, 7 p. 
CSI 45113.013. ISSN 0226-9104 
MICROLOG 94-01878 1 fiche 


The Timber Management Branch of the New 
Brunswick Dept. of Natural Resources and 
Energy has been assessing survival and growth 
in plantations on Crown Land since 1977. This 
report presents information on heights and first 
year survival of 1985 plantations of black 
spruce, white spruce, jack pine, red pine, and 
larch. Data is presented by species, stock 
type, survival and height. 

AP FO LS PR SC 


The Fish processing sector in 

Atlantic Canada : financial 

performance and sustainable core 
by W.P. Moore...et al. ; prepared for the Task 
Force on Incomes and Adjustment in the 
Atlantic Fishery. SI. : Coopers & Lybrand, 
1993. v, 98 p. : ill ISBN 0-662-21158-8 
MICROLOG 94-01860 2 fiche 


This document presents a financial overview of 
the Atlantic fishery. It focuses on the peaks 
and troughs of permanence in fish processing, 
profitability, productivity, debt service, and 
overcapacity in fish processing. It looks at the 
sustainable core fishery models, including the 
sustainable capital investment model and the 
direct labour model. It also discusses the 
determination of the core fishery, focusing on 
the dimensions of a sustainable industry and a 
summary of potential job displacement. Finally, 
it presents a discussion on the modified core 
fishery. 

e AP CA CF CO FI SC 


The Fish processing sector in 
Atlantic Canada : industry trends and 
dynamics 
prepared for the Task Force on Incomes and 
Adjustment in the Atlantic Fishery ; by W.P. 


Victoria : 


Moore...et al. Sl. : Coopers & Lybrand, 
1993. v, 132 p. : ill ISBN 0-662-21154-5 
MICROLOG 94-01783 3 fiche 


Report depicting the importance of the fishery 
to the Atlantic economy for 1989. Information 
is presented for the region as a whole, on a 
provincial basis, or by fisheries management 
regions, including Scotia Fundy, Newfoundland, 
the St. Lawrence Gulf, and Quebec. The 
Atlantic Region includes Newfoundland, Nova 
Scotia, Prince Edward Island, New Brunswick, 
and Quebec. A comparison of the region with 
Iceland and Norway is included. 

AP CA FI SC 


The Fish processing sector in 
Atlantic Canada : summary report 


by W.P. Moore...et al. ; prepared for the Task 
Force on Incomes and Adjustment in the 
Atlantic Fishery. S.L. : Coopers & Lybrand, 
1993. iv, 33 p. ISBN 0-662-21157-X 
MICROLOG 94-01861 1 fiche 


This document presents an analytical review of 
the Atlantic fishery. It focuses on causes and 
effects of profitability, profitability drivers, 
utilization of resources, the capacity to service 
debt, the financial position, and overcapacity. It 
looks at the sustainable fish processing 
industry. It focuses on the industry as it is, 
defining a sustainable industry, the industry 
Structure required to achieve target return on 
assets, the industry structure resulting from 
elimination of non-productive assets, employment 
implications, the impact of differing resource 
scenarios, and the potential to modify the 
industry. Finally, it looks at issues of 
restructuring. 

e AP CA CF CO FI SC 


Fish resource data from Indin Lake, 
Northwest Territories 


by E.F. Jessop, K.T.J. Chang-Kue and G. 
MacDonald. Winnipeg : Dept. of Fisheries and 
Oceans, Central and Arctic Region, 1993. v, 
52 p. : ill, maps. Bibliogr. (Canadian data 
report of fisheries and aquatic sciences ; no. 
907) This is the 81st Data report from the 
Central and Arctic Region, Winnipeg. ISSN 
0706-6465 

MICROLOG 94-01694 1 fiche 


The Snare River provides the Yellowknife 
region with hydroelectric power at three dams 
currently on line. In 1975, further development 
upstream from the three dams was proposed, 
one scenario of which required the construction 
of a new dam and generating station at the 
outflow of Indin Lake. In response to this 
proposal, a survey of the fish resources of 
Indin Lake was begun from May to September 
1976 to collect data for impact assessment. A 
three-day survey had been conducted in July 
1972 to collect biological-limnological data for 
assessing the lake’s sport and commercial 
fishery potential. The proposed development 
did not progress beyond the feasibility stage 
and no additional field program was scheduled. 
This reports presents the data collected in the 
1976 fish sampling program, including biological 
data on length, weight, age, sex, maturity, and 
stomach contents of lake trout, lake whitefish, 
Arctic grayling, lake cisco, round whitefish, 
northern pike, and longnose sucker. Summaries 
of catch per mesh size, angling data, and the 
season's catch of juveniles and small fish in 
eight inlet streams are also included. Maps 
showing lake bathymetry data from echo 
sounding transects are included. 

e CA CF FI NO SC 


Fisheries access : licensing and 
registrations, policy and statistical 
review, 1977-92 
by B. Donahue. Ottawa : Task Force on 
Incomes and Adjustment in the Atlantic 
Fishery, 1993. iv, 72 p. ISBN 0-662-21181-2 
MICROLOG 94-01853 1 fiche 


MICROLOG March 1994 


Copies of these documents are available from: 
Micromedia Ltd., 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 27 


(613) 237-4250 FAX (613) 237-4251 


The purpose of this background paper is to 
provide an historic profile of access to the 
fishery during the period 1977-92, as reflected 
in DFO statistics of registered fishermen, 
vessels, and species licences. In addition it 
provides a chronology of events, many of 
which affected access to the resource. 

e AP CA CF FI SC 


Fishermen’s registration and species 
licences : a longitudinal perspective, 
1986-91 
by T. Hsu and A. Ghosh. Ottawa : Task 
Force on Incomes and Adjustment in the 
Atlantic Fishery, 1993. iv, 77 p. ISBN 
0-662-21182-0 
MICROLOG 94-01858 1 fiche 


This paper explores various measures of 
attachment to the fishery using several data 
sources and approaches. The underlying 
objective was to provide the Task Force with 
some hard facts on how many people 
participate in the fishery, what is the nature of 
their attachment over a period of time and 
whether or not there is a group of fishers 
which are variously defined as core, full-time, 
bonafide and professional. 

e AP CA CF FI SC 


Fishery and biological characteristics 
of the capelin MaSotus viliosus in the 
Gulf of St. Lawrence, 1984-92 


by S. Hurtubise. Mont-Joli, Que. : Dept. of 
Fisheries and Oceans, Fisheries Science 
Division, Maurice-Lamontagne Institute, 1993. 
vi, 25 p. : ill, maps. Bibliogr. (Canadian 
industry report of fisheries and aquatic 
sciences ; no. 219) French ed. (Péche et 
caractéristiques biologiques...) on the same 
fiche. ISSN 0706-3708 

MICROLOG 94-02018 1 fiche 


Data gathered since 1984 from a commercial 
sampling program of capelin catches and 
shrimp-groundfish survey catches between 1990 
and 1992 are analyzed to update our 
knowledge of the fishery and biological 
characteristics of the species. Distribution 
patterns for Gulf of St. Lawrence capelin are 
relatively constant from year to year. The main 
length classes change from year to year but 
three year old fish are always predominant. 
Males are generally longer and heavier than 
females of the same age. For a given length, 
capelin from Division 4R weigh more than 
those from 4S and 4T Divisions. The fishery is 
based on the presence of only two age classes 
and ripe females are the main target. Landings 
may therefore fluctuate with variations in 
recruitment. Results presented here may help 
those involved in this fishery when considering 
new market possibilities. 

e CA CF FI LS QU SC 


Float home standard 
Victoria : Ministry of Municipal Affairs, Building 
Standards Branch, 1993. x, 14 p. Cover title: 
British Columbia float home standard. ISBN 
0-7726-1912-3 
MICROLOG 94-01834 1 fiche 


This standard covers the design and 
construction of float homes and the need for 
fire protection of both the home and the 
marina in which it is moored. The standard 
does not include water craft designed or 
intended for navigation. The document covers 
the rationale for the standard; requirements 
and design standards for flotation; British 
Columbia building code and exemptions; ulilities; 
and fire protection for the structure and for 
the marina at which it is moored. 

BC PL PR SC 


Flocculation of fine-grained sediment 
in the freshwater fluvial environment : 
a method of analysis 


by |.G. Droppo and E.D. Ongley. Burlington, 


Titles and Abstracts / Titres et résumés 


Ont. : Canada Centre for Inland Waters, 
National Water Research Institute, 1590. 

32 p. : ill. Bibliogr. (NWRI contribution ; 90- 
89) 

MICROLOG 94-01956 1 fiche 


To improve the understanding of the 
signiticance of flocculation in the fluvial 
environment, suspended particle characteristics 
of Oakville Sixteen-Mile Creek were studied to 
develop a non-destructive, direct observation 
method for determining floc characteristics such 
as equivalent spherical diameter, surface area, 
perimeter, and circularity; to determine the 
extent to which flocculation is present in the 
freshwater fluvial system; to determine the 
stability of flocs; and to establish the 
advantages and disadvantages of the sampling 
and analytical method. The method used 
involved collecting a water sample into a 
settling chamber where the suspended solids 
settle under gravity onto an inverted 
microscope slide. The slide is then placed on 
an inverted microscope and photographs of the 
flocs are taken through the microscope. The 
transparencies are rear- projected onto a 
translucent digitizer to obtain digital output. 

CA NR PS SC 


Flocculation of suspended fine-grained 
sediment in rivers 
by |.G. Droppo and E.D. Ongley. Burlington, 
Ont. : Canada Centre for Inland Waters, 
National Water Research Institute, 1990. 
17 p. : ill. Bibliogr. (NWRI contribution ; 90- 
78) 
MICROLOG 94-01961 1 fiche 


Fine-grained sediment flocculation is a 
phenomenon which is not fully understood in 
the freshwater fluvial environment. This study 
examined the suspended sediment 
characteristics of a southern Ontario river in 
order to determine the nature of flocculated 
suspended sediment and the factors which may 
influence it. It is the first research to quantity 
flocculation as the primary mode of transport 
for fine-grained mineral sediment in a river. 

As flocculation is known to alter the settling 
characteristics of particles, and potentially their 
ability to transport contaminants, there are 
important practical environmental consequences 
for flocculation in rivers. 

CA NRA PS SC 


Fonds Alberta-Canada de recherche 
sur les ressources energetiques : 
Rapport annuel 1991-92 et rapport 
final 
Edmonton : Alberta Energy, Research and 
Technology Branch ; Ottawa : Energie, mines 
et ressources Canada, 1992. 33, 31 p. : ill. 
Bilingue (Alberta-Canada Energy...). 
CSI 32119.002. ISSN 0828-0711 ISBN 
0-86499-944-5 
MICROLOG 94-01905 1 fiche 


Le Fonds a pour objectif de favoriser et 
soutenir l'exploitation et l'utilisation à bon escient 
des ressources énergétiques albertaines 
actuelles et potentielles et d'encourager en 
Alberta l'avancement d'une expertise scientifique 
et technique en matière de recherche, de 
développement et de démonstration 
énergétiques. Ce rapport annuel contient les 
points saillants du programme, la description de 
quelques projets réussis, et les états financiers. 
@ AL CA EN PR SC 


Food for thought on primary health 
care 
Halifax : Task Force on Primary Health Care, 
1993. 5 p. 
MICROLOG 94-01505 1 fiche 


Primary Health Care empowers people to take 
charge of their own health and to lake an 
active part in planning, policy making and 
delivering health services in their community. 

It addresses factors which affect health and 
depends on communities to identify their needs 


and work out ways to meet those needs. This 
document provides a definition of primary health 
care for NS. It also describes the primary 
health care task force. 

AP HE PR 


Forest biomass harvesting simulation 
model 
by J.-G. Routhier. Sainte-Foy, Que. : 
Environment Canada, Canadian Forestry 
Service, Laurentian Forest Research Centre, 


1984. viii, 135 p. : ill. (Information report ; 
LAU-X-53E) ENFOR project P-237. ISSN 
0703-2196 ISBN 0-662-92063-5 


MICROLOG 94-01591 2 fiche 


Forest biomass harvesting in private forests is 
usually carried out in dense, young stands 
comprising stems whose diameter at breast 
height varies from 2-12 cm. Because of lack 
of knowledge in the harvesting of these stands, 
a simulation model was designed and 
constructed to identify and develop efficient 
harvesting systems. This report describes the 
simulation model developed, including its use, 
the required data to carry out a simulation, 
and the results obtained. Different situations 
are presented where simulation may be used 
to forecast and improve harvesting productivity 
and costs. An example of a chip harvesting 
simulation for biomass is presented, along with 
a discussion of results. 

e CA FO PS SC 


Forest insect and disease conditions 
in Canada, 1990 
compiled by B.H. Moody ; in cooperation with 
J. Hudak...et al. Ottawa : Forestry Canada, 
Forest Insect and Disease Survey, 1993. 
115 p. : maps. Bibliogr. French ed. (Insectes 
et maladies des arbres...) : 94-01657/2. 
CSI 22189.004. ISSN 1226-9759 ISBN 
0-662-20817-X 
MICROLOG 94-01662 2 fiche 
Annual survey of forest insect and disease 
conditions, categorized as major forest insects 
and diseases and individually described. Also 
contains information on forest health monitoring, 
special surveys such as cone and seed pests, 


-pests and diseases in young stands and 


plantations, nursery and greenhouse pests, and 
the pinewood nematode, and a regional 
summary. Also included is an overall summary 
of defoliation and damage estimates. 

CA FO SC 


Forintek Canada Corp. : Annual 
report 1992-93 
Vancouver, B.C. : The Corporation, 1993. 
CSI 22384.001. 
MICROLOG 94-01504 1 fiche 


Forintek's mission is to be the leading force in 
the technological advancement of the Canadian 
wood products industry through the creation 
and implementation of innovative concepts, 
processes, products and education. This annual 
report contains messages from the President 
and from the Chairman of the Board, an 
auditors’ report, an operating fund balance 
sheet, a statement of revenue and expense and 
fund balance, a capital fund balance sheet and 
changes in fund balance, along with notes. 
Lists of membership and supporters, directors 
on the Board, and members of various 
planning committees and other staff are 
included. 


CA FO SC 
Formation and stability of Fe-rich 
precipitates in dilute Zr(Fe) single- 


crystal alloys 
by H. Zou...et al. Chalk River, Ont. : Atomic 
Energy of Canada Limited, 1993. 13 p. : ill. 
Bibliogr. (AECL research ; AECL 10798) 
ISSN 0067-0367 ISBN 0-660-14999-0 
MICROLOG 94-01673 1 fiche 


Investigation of the formation and stability of 
iron-rich precipitates in two a-zirconium (iron) 


18 p. 


Pour des copies de ces publications, contacter: 
28 Micromedia Ltd., 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 
(613) 237-4250 FAX (613) 237-4251 
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single-crystal alloys with nominal compositions. 
Optical microscopy, scanning electron 
microscopy (SEM), and transmission electron 
microscopy (TEM) were used to examine the 
characteristics of the precipitates. 

CA EN PS SC 


Fort Walsh, lieu historique national : 
plan de gestion 


Ottawa : Environnement Canada, Service des 
parcs, 1992. vi, 54 p. : ill, cartes géogr. 
L'éd. anglaise (Fort Walsh National 
Historic...) : 94-00373/1. 

MICROLOG 9401727 1 fiche 


Ce document décrit la maniére dont ce lieu 
historique national sera aménagé et exploité 
conformément à la politique du Service 
canadien des parcs et aux valeurs mises de 
l'avant par Environnement Canada. Il décrit les 
installations, les services et les programmes qui 
seront offerts aux visiteurs et expose les 
modalités de protection et de préservation des 
ressources du lieu pour les années 1990. 

CA CU MS 


Fostering independence 


by A. Johnson. Toronto : Ontario Educational 
Research Council, 1990. 25 p. Presented at 
OERC Conference. ONTERIS: ON05769. 
MICROLOG 94-01576 1 fiche 


The objectives of the study were to compare 
numerical results on an ‘independence’ opinion 
item from different sample groups; to clarify 
criteria used by teachers in assessing pupil 
independence; and to obtain suggestions from 
teachers who felt successful in this area. 
Strategies suggested by the participating 
teachers to promote independence included 
allowing children to make decisions, solve 
problems, take risks, and act as facilitators, 
and providing research opportunities and 
requiring student personal accountability for 
actions and consequences. 

ED ON PR 


Four concepts to promote trade of 
Canadian housing in international 
markets : final report 
Perwit International. Ottawa : Canada Mortgage 
and Housing Corporation, Housing Innovation 
Division, 1993. 43 p. 
MICROLOG 94-02072 1 fiche 


This report presents four concepts to promote 
trade of Canadian housing in international 
markets. It is intended to assess, at a 
preliminary level, whether it would be feasible, 
and desirable for CMHC to undertake the 
development of an ‘International housing industry 
marketplace’, a ‘World house’, a 
‘Canadian/export house’ and a ‘Show court’ 
demonstration program. The study involved a 
review of the pertinant documentation and 15 
interviews with 23 participants. Interviews were 
conducted both face-to-face and by phone. All 
interviewees were contacted in advance, were 
informed of the objectives and methodology of 
the study, and of the fact that this study was 
being conducted on behalf of the CMHC. 
Results are included. 

CA CO EX SA 


Four schools, four ways of doing 
things : a participatory approach to 
the development of school-based 
induction programs 
by AL. Cole. Toronto : Ontario Institute for 
Studies in Education, 1991. 36 p. Bibliogr. 
Presented at the annual conference of the 
Canadian Society for the Study of Education. 
ONTERIS: ON06475. 
MICROLOG 94-01574 1 fiche (Available on 
fiche only) 


This paper reports on a teacher induction 
initiative undertaken in one school board in 
Ontario. The main feature of this board's 
approach to new teacher support was the 


school-based focus as a complement to the 
kind of program usually developed throughout 
the province. The paper presents an overview 
of 4 methods of school-based support 
developed in 4 different schools and pays 
attention to the process of program 
development, the participatory approach taken, 
and the emphasis placed on individual school 
contexts. It highlights issues to be considered 
in the development of school-based induction 
Support programs. Finally, the report 
considers some implications of this work for 
school boards and faculties of education 
involved in teacher education reform initiatives. 
ED LA ON PR 


Four variations of family violence : a 
review of sociological research : a 
report 
by W.S. DeKeseredy. Ottawa : Health Canada, 
Family Violence Prevention Division, 1993. 
14, 16 p. Bibliogr. French ed. (Quatre 
aspects de la violence.) on the same fiche. 
ISBN 0-662-20966-4 
MICROLOG 94-01721 1 fiche 


In Canada, as elsewhere, tamily violence is 
increasingly demanding the attention of both 
social scientists and policy makers. A computer- 
assisted literature review completed by the 
author of this report reveals that much more 
empirical work on these subjects is warranted 
because so few studies have been conducted. 
The primary purpose of this report is to 
provide a brief review of both the U.S. and 
limited Canadian sociological literature on the 
extent of the above four variants of domestic 
violence. 

CA SA 


Framework for analyzing the 
competitiveness of the agri-food 
sector 


Ottawa : Agriculture Canada, Policy Branch, 
1993. xi, 50 p. : ill. Bibliogr. (Working paper ; 
3-93) French ed. (Cadre pour l'analyse de 


la.) : 94-02013/1. 
MICROLOG 94-01798 1 fiche 


This analytical framework was developed to 
contribute to a common understanding of the 
concept of agri-food sector competitiveness and 
to propose an analytical approach that will 
generate the information necessary to assess 
the agri-food sector's current and likely future 
competitive strengths and challenges and the 
implications for all parts of the sector of 
existing and possible new policies and 
programs. 

@ AG CA CO SC 


Framework for investigating building 
envelope defects 


by P. Fazio, K. Gowri and R. Blanchette. 
Ottawa : Canada Mortgage and Housing 
Corporation, 1992. 52 p. : ill. Bibliogr. 
MICROLOG 94-02159 1 fiche 


The investigation of building envelope problems 
requires the knowledge of the construction 
details used and the description of the 
problems encountered. CMHC has developed a 
Building Problem Survey (CMHC-BPS) database 
system to address these two aspects of the 
investigative process. The present study aims 
at assessing the suitability of the CMHC-BPS 
system to analyze residential envelope problems 
and developing a diagnostic framework. This 
report describes the APCHQ warranty files 

data collection process, summary of the data, 
comparison with ONHWP data, recommendations 
for future use of the CMHC-BPS system, 
scenarios of envelope problems, the diagnostic 
framework, details of the expert system 
prototype and the recommendations. 

CA PL SC 


A Framework for marketing 
ethnocultural communities and 
festivals : executive summary 


by P. Williams and L. Harrison. Ottawa : 
Secretary of State, Multiculturalism, Policy, 
Analysis and Research, 1988. 15, 15 p. 
Prepared for the National Conference on 
Tourism, Culture and Multiculturalism. Bilingual 
(Plan cadre pour le marketing des 
événements...). At head of title: Making 
connections. 

MICROLOG 94-02044 1 fiche 


This report explores ways in which 
organizations can incorporate the ethnocultural 
fabric of their communities into tourism related 
activities through the systematic use of 
marketing frameworks and techniques. Attention 
is especially placed upon the creation of such 
frameworks for local chambers of commerce, 
travel councils, convention and visitor bureaus, 
business improvement area associations and 
ethnoculttural community organizations and 
leaders. 

e CA SA 


Fraser River Estuary Management 
Program (Canada) : Annual report 
1991-92 : 
New Westminster, B.C. : The Program, 1992. 
18 p. : ill 
MICROLOG 94-01476 1 fiche 


Annual report of the Fraser River Estuary 
Management Program, providing a summary of 
activities for the year and a 1992/93 work plan 
and budget for the FREMP office, projects, 
water quality management, water and land use, 
and public education. Financial statements are 
included. 

e BC CA EV NR SC 


Fraser River Estuary Management 
Program (Canada) : Annual report 
1992-93 

New Westminster, B.C. : The Program, 1993. 

29%p: till 

MICROLOG 94-01517 1 fiche 


This program is a co-operative effort linking 
federal and provincial agencies, port authorities, 
regional districts, municipalities and First 
Nations. It provides a vehicle for coordinating 
decision making on conservation and 
development in the estuary. This 2nd annual 
report provides a summary of activities in 
management organization, water quality and 
waste management, water and land use 
planning, and public consultation and 
communications. It then provides audited 
financial statements and a work plan and 
budget for the coming year. 

e BC CA EV NR SC 


Fraser TSA timber supply analysis 
Victoria : Ministry of Forests, British Columbia 
Forest Service, Resource Management, 1993. 
vii, 68 p. : ill On cover: Timber supply 
review. ISBN 0-7726-1968-9 
MICROLOG 94-01800 1 fiche 


This analysis is part of the provincial Timber 
Supply Review being carried out to examine 
the short and long-term effects of current 
forest management practices on the availability 
of timber for harvesting in timber supply areas 
(TSAs) in British Columbia. This report 
describes the Fraser TSA, located in the 
southwest mainland portion of the Vancouver 
Forest Region; discusses data preparation and 
formulation of the assumptions; presents 
analysis methodology and results; and examines 
the sensitivity of the results to uncertainties in 
the data and assumptions used. Further 
technical details are given in appendices. 

BC FO PR SC 
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Fresh water bacterial aggregate 
development : effect of dissolved 
organic matter 
by S.S. Rao...et al. Burlington, Ont. : Canada 
Centre for Inland Waters, National Water 
Research Institute, 1991. 12 p. ill Bibliogr. 
(NWRI contribution ; 91-75) 
MICROLOG 94-01960 1 fiche 


Suspended sediment particles and bacteria, 
because of their surtace area and charge, may 
play a role in the binding of aquatic 
contaminants. Little is known as to what 
degree each of these factors play in the 
formation of suspended aggregates. 

Flocculation of particles can alter their 
hydrodynamic properties in aquatic environments 
and therefore may have significant implications 
for contaminant transport. In this study, the 
role dissolved organic carbon plays in the 
production of bacterial aggregates is examined 
as a step to gaining a better understanding of 
bacterial-particle interaction and suspended 
Particulate formation. 

CA LS NR SC 


Fugitive gas emissions from oil and 

gas wells : final report 
authors: Brian Erno...et al. ; prepared for: 
Husky Oil Operations Ltd. SI. : Novacor 
Research & Technology Corporation, 1993. 
146 p. : ill. Bibliogr. 
2907201SQ006SQ. 
MICROLOG 94-01983 2 fiche 


This project was initiated to obtain quantitative 
estimates of the rates of gas leakage, in order 
to better assess the contribution of oil and gas 
wells relative to other sources of emissions. 
Determination of the leakage rates has required 
identification and selection of suitable 
measurement methods, as well as data 
collection and evaluation. This document 
provides a literature review, the experiment, 
results, and discussion for surface casing vent 
measurements, and soil gas migration 
measurements. 

e CA CM EN PS SC 


The Future of occupational regulation 

in Manitoba : discussion paper 
Winnipeg : Manitoba Law Reform Commission, 
1993. li, 62 p. 
MICROLOG 94-02134 1 fiche 


In November of 1990, the question of the 
regulation of professions and occupations in the 
province was referred to the Commission. The 
Commission was asked to consider the issue of 
professional and occupational associations and 
the role and responsibility of the provincial 
government regarding the governing of such 
professions and occupations. More specifically, 
the Commission was asked to consider and 
report on the effectiveness of the present 
system; the extent to which the provincial 
government should delegate governing authority 
to the professional and occupational 
associations; the necessity of a structure within 
government; the advisability of enacting general 
legislation; the advisability of permitting 
incorporation of professionals; and any other 
matter which would assist the government in 
determining an effective policy. The Commission 
decided that public consultation was essential 
and so this discussion paper was released. 

JU LA MS PR 


Les Gaz souterrains et l'habitation : 
guide destiné aux municipalites 
Ottawa : 
logement, 1993. 24 p. : ill. 
gases and housing : a guide...) sur la même 
fiche. ISBN 0-662-98393-9 
MICROLOG 94-02161 1 fiche 


Les contaminants présents dans l'air des 
bâtiments proviennent aussi bien de l'intérieur 
que de l'air et du sol environnants. Ce livret 
porte sur cette dernière source de 


CANMET contract: 23440- 


Société canadienne d'hypothèques et de 
L'éd. anglaise (Soil 


Titles and Abstracts / Titres et résumés 


contamination. Il traite plus précisément des gaz 
susceptibles de s'introduire dans les maisons et 
autres bâtiments résidentiels à partir du sol. 
On y examine également les gaz souterrains 
les plus communs, et comment les gaz 
souterrains s'infitrent dans les bâtiments. 

CA PL SC 


Gender and violence in the mass 

media 
by G. Spears and K. Seydegart. Ottawa : 
Health Canada, Family Violence Prevention 
Division, 1993. 64 p. : ill. Bibliogr. French 
ed. (Les Sexes et la violence dans les 
médias) : 94-01623/1. ISBN 0-662-20945-1 
MICROLOG 94-01624 1 fiche 


This document outlines several issues and 
problems that cut across disciplines and 
discusses more specialized research and 
criticism. It focuses then on recent Canadian 
sources and on the electronic mass media. 
Specifically, it contains an overview of Canadian 
media and content analyses of gender 
portrayal. It discusses the impact of gender 
portrayal, gendered violence, regulation, the 
educational sector, and advocacy and industry 
groups. It contains recommendations and lists 
resource materials. 

CA SA SC TE 


Gender equity : perceptions of 

today’s adolescent women 
by R. Soucie. Ottawa : Canadian Teachers’ 
Federation, 1990. 33 p. Bibliogr. On cover: 
The A Cappella papers. ISBN 
0-88989-279-2 
MICROLOG 94-02001 1 fiche 


The purpose of this paper is to provide 
teachers in Canada’s schools with a basis for 
thought and discussion, so that there may be a 
better lot, today and tomorrow, for adolescent 
women. The first part of this paper deals with 
the most significant findings of the Canadian 
Teachers’ Federation survey, first in a general 
way and then in relation to gender equity 
specifically. The last part of the paper 
discusses various ways of creating a better 
reflection of gender equity in schools and 
offers young women a more realistic picture of 
the world awaiting them at the end of their 
school career. 

e CA ED SA 


Gender, earnings and proportions of 
women : lessons from a high tech 
occupation 
by G. Ranson and W.J. Reeves. 
University of Alberta, Dept. of Sociology, 
1993. 15 p. Bibliogr. (Research discussion 
paper ; no. 99) ISSN 0317-2473 
MICROLOG 94-02142 1 fiche 


This paper examines gender discrimination in 
earnings in a sample of 451 computer 
professionals employed by 14 organizations in a 
western Canadian city. Organizational 
difterences in the proportions of women 
computer professionals allowed us to examine 
the effects of such differences on women's 
incomes and job status. 

AL LA PR SA 


A General audit of Saskatchewan 

government communications : setting 

a new course : executive summary 
presented to the Dept. of Provincial Secretary. 
Regina : Peat Marwick Stevenson & Kellogg ; 
Insight Public Relations Inc., 1993. xi p. 
MICROLOG 94-01671 1 fiche 


The impetus for this audit included items such 
as the rising cost of government 
communications over the past decade, 
juxtaposed against the impaired ability of the 
government to continue to pay; concern with 
respect to the type and adequacy of 
information provided to the public; and the 
desire of the government to improve 


Edmonton : 


accountability in this area. It presents 
information on the consultation process. It 
contains the major findings, and provides 
recommendations for action. It also presents a 
description of the role of the Office of 
Communication Strategic Planning and 
Coordination. 

MS PA PR 


General meeting of BIOMINET 


edited by G.D. Gould, D.W. Koren and S. 
Lord. Ottawa : Energy, Mines and Resources 
Canada, Canada Centre for Mineral and Energy 
Technology, 1993. iii, 75 p. : il. Bibliogr. 
(CANMET special publication ; SP93-1) 

ISBN 0-660-14961-3 

MICROLOG 94-01610 1 fiche 


Proceedings of Biominet, including invited 
technical papers covering the development of 
the biosulphide process; development of an 
industrial process for oxalate biodegradation; 
heterotroph layering in fresh tailings; periphyton 
growth and zinc sequestration; and removal of 
ammonia and nitrate from mine effluents by 


sequential nitrification/denitrification. Each paper 
includes an abstract. 
CA CM NR PS SC 
General municipal plan 
Leduc (Alta. : County). Edmonton : Edmonton 


Metropolitan Regional Planning Commission ; 

S.l. : Battle River Regional Planning 

Commission, 1993. ix, 86 p. : fold. maps. 

Bibliogr. 

MICROLOG 94-02065 2 fiche 
A General Municipal Plan (GMP) is a planning 
document which provides a general framework 
for land use planning at the municipal level 
describing the key issues, planning philosophy, 
proposed land uses, and proposals for future 
development of the county. The GMP is 
typically broad and general, and is intended to 
be implemented through area structure plans, 
area redevelopment plans, and the regulation of 
the land use by-law. This plan covers issues, 
philosophy and goals and then moves on to 
discuss the more specific objectives and policies 
relating to the land use concept, development 
(economic development and tourism, industrial 
and commercial, fringe area, rural settlement, 
recreation and community services), resource 
conservation (agriculture, extractive resources, 
environmental protection, heritage conservation), 
linkages and municipal services (transportation, 
environmental services, pipelines and 
powerlines), and implementation. 
AL MU PL SC 


General versus specific environmental 
concern : a western Canadian case 


by G. Wall Edmonton : University of Alberta, 
Dept. of Sociology, Population Research 
Laboratory, 1993. 22 p. Bibliogr. 

(Edmonton area series report ; no. 79) ISSN 
0703-8763 

MICROLOG 94-02153 1 fiche 


Using data from a random sample survey of 
residents in Edmonton, Alberta, and applyi 
LISREL techniques, previously identitied socio- 
economic, demographic and attitudinal predictors 
of environmental concern are examined and 
compared across two measures of 
environmental concern: concern about the 
environment in general, and concern about a 
specific issue and associated trade-offs. 

AL EV PR SC 


A Genetic eoproech to the vehicle 
routing problem with time windows 
by J.-Y. Potvin and S. Bengio. Montreal : 
Université de Montréal, Centre de recherche 
sur les transports, 1993. 18 p. : ill. Bibliogr. 
(Publication ; no. 953) 
MICROLOG 94-02136 1 fiche 


This paper describes GENEROUS, the GENEtic 
ROUting System, which applies the natural 
evolution paradigm to vehicle routing problems 
with time windows. Under this paradigm, a 
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population of solutions evolves from one 
generation to the next by ‘mating’ parent 
solutions to form new offspring solutions that 
exhibit characteristics inherited from their 
parents. For this vehicle routing application, a 
specialized methodology is devised for merging 
two vehicle routing solutions into a single 
solution that is likely to be feasible with respect 
to the time window constraints. Computational 
results on a standard-set of test problems are 
reported, and comparisons are provided with 
other problem-solving heuristics. 

PR PS QU SC TR 


Geochemical characteristics and 
benthic macrofauna biomass in 
intertidal and subtidal sediments of 
Annapolis Basin, Nova Scotia, 1993 


by B.T. Hargrave, LI. Doucette and T.G. 
Milligan. Dartmouth, N.S. : Dept. of Fisheries 
and Oceans, Scotia-Fundy Region, Biological 
Sciences Branch ; Bedford Institute of 
Oceanography, 1993. iv, 88 p. Bibliogr. 
(Canadian data report of fisheries and aquatic 
sciences ; no. 915) ISSN 0706-6465 
MICROLOG 94-01627 1 fiche 


Observations of sediment modal grain size, 
water content, redox potentials, total organic 
matter, organic carbon and nitrogen, plant 
pigments (chlorophyll a and pheopigments), and 
macrofauna biomass were determined at 32 
intertidal and 47 subtidal stations in Annapolis 
Basin, Nova Scotia, during June and July 1993. 
Results are tabulated to serve as a baseline 
for assessment of impacts associated with 
potential development of finfish aquaculture. 

e AP CA CF NR PS SC 


Geological Survey of Canada 
radiocarbon dates XXXI 


by R. McNeely and P.K. Jorgensen. 
Energy, Mines and Resources Canada, 
Geological Survey of Canada, 1993. 85 p. : 
ill, maps. Bibliogr. (Paper ; 91-7) ISSN 
0068-7650 ISBN 0-660-15314-9 

MICROLOG 94-01971 1 fiche 


This publication includes all the samples that 
have been dated more than 2 years ago and 
not published in a ‘date list. The presentation 
of dates within each section or subsection of 
this text is ordered from east to west. It 
presents 298 radiocarbon age determinations. 
Tables summarize the details of background 
and standard counts. 


Ottawa : 


CA NR PS SC 
Geology of Adrian and Marks 
townships 
by BR. Berger. Toronto : Ministry of Northern 


Development and Mines, Mines and Minerals 
Division, 1993. xvii, 90 p. : ill, maps. 
Bibliogr. (Ontario Geological Survey open file 
report ; 5862) Fold. maps not filmed. ISSN 
0826-9580 ISBN 0-7778-1497-8 

MICROLOG 94-01747 2 fiche 


This report describes the history of exploration 
and physiography of the area; general and 
structural geology and metamorphism; and 
economic geology, including exploration for 
amethyst and descriptions of individual 
properties and occurrences. 

NR ON PR PS SC 


Geology of Aguonie, Bird, Finan and 
Jacobson townships, District of 
Algoma 


by R.P. Sage. Toronto : Ministry of Northern 
Development and Mines, Mines and Minerals 
Division, 1993.  xliï, 286 p. : ill, maps. 
Bibliogr. (Ontario Geological Survey open file 
report ; 5588) ISSN 0826-9580 ISBN 
0-7778-1213-4 

MICROLOG 94-01744 4 fiche 


Third in a series of reports dealing with the 
Wawa area, the target of intensive prospecting 
for gold and pyrite deposits. The report 


describes the location and access, general and 
Structural geology; petrology; stratigraphy; 
geophysics; and economic geology, including 
areas of base metal mineralization and gold 
mineralization and deposits of iron. 
Recommendations to prospectors are included, 
as are descriptions of specific properties. 

NR ON PR PS SC 


Geology of Heath Steele-Halfmile 
Lakes area, Northumberland County, 
New Brunswick, part of NTS 0/8 


by R.A. Wilson. Fredericton : Natural 
Resources and Energy, Mineral Resources 
Division, 1993. vi, 98 p. 
(Report of investigation ; 25) Fold. maps not 
filmed. ISSN 0077-8109 

MICROLOG 94-01723 2 fiche 


This report describes the results of geological 
mapping undertaken within a 500 sq km area 
of NTS 21 O/8 (California Lake) in the heart of 
the Bathurst-Newcastle mining district. The 
study is part of an ongoing effort to better 
understand the stratigraphy and distribution of 
the varied rock units comprising the 
Tetagouche Group in northern New Brunswick. 
New stratigraphic models have been 
incorporated in updated, detailed geological 
maps. Field work was carried out in the 
summers of 1990-92, with over 5,200 outcrop 
entries recorded in field notes. About 700 thin 
sections of representative rock samples were 
examined,and whole-rock and trace- element 
analyses were obtained on 156 samples. Thin 
sections and chemical analyses were obtained 
to establish the overall petrographic and 
chemical character of rock units, and to obtain 
rock identifications of some intensely altered or 
deformed samples. 

AP NR PR PS SC 


Geology of Killins, Knicely and 

Lalibert townships, District of Algoma 
by R.P. Sage. Toronto : Ministry of Northern 
Development and Mines, Mines and Minerals 
Division, 1993. xxi, 141 p. : ill, maps. 
Bibliogr. (Ontario Geological Survey open file 
report ; 5589) Fold. maps not filmed. ISSN 
0826-9580 ISBN 0-7778-1216-9 
MICROLOG 94-01745 2 fiche 


Fourth in a series of reports dealing with the 
Wawa area, the target of intensive prospecting 
for gold and pyrite deposits. The report 
describes the location and access, general and 
structural geology; metamorphism; petrology; 
stratigraphy; geophysics; and economic geology. 
Descriptions of specific properties are included. 
NR ON PR PS SC 


Geology of the Battle River coalfield, 
east-central Alberta 
by F.M. Dawson, A.R. Cameron and T. 
Jerzykiewicz. Ottawa : Energy, Mines and 
Resources Canada, Geological Survey of 
Canada, 1993. 74 p. : ill, maps. Bibliogr. 
(Paper ; 92-13) ISSN 0068-7650 ISBN 
0-660-14758-0 
MICROLOG 94-01970 1 fiche 


The Alberta plains contain vast resources of 
subbituminous coal.. This report is the 
culmination of a multiyear study of the Battle 
River coalfield by the Coal Subdivision of the 
Geological Survey of Canada. Several 
disciplines of coal geoscience have been 
integrated to produce a detailed examination of 
the geology and resource potential of the area. 
Distribution of correlated sequences, 
sedimentology and depositional settings, coal 
geology, resource assessment and variations in 
coal chemistry are all components of this 
report. 

AL CA NR PS SC 

Geology of the Ompa Lake area, 


District of Sault Ste. Marie 


by M.C. Rogers. Toronto : Ministry of 
Northern Development and Mines, Mines and 


: ill, maps. Bibliogr. 


Minerals Division, 1993. xxv, 105 p. : ill, 
maps. Bibliogr. (Ontario Geological Survey 
open file report ; 5864) Fold. maps not 
filmed. ISSN 0826-9580 ISBN 
0-7778-1499-4 

MICROLOG 94-01746 2 fiche 


The Ompa Lake area comprises the Ompa 
Lake greenstone belt and the bounding rock 
types that underlies portions of Raimbaut, 
Hembruff, Hughson, Poncet, Bouck, and Buckles 
townships in the Elliot Lake region. This 
report documents the 1991-92 mapping 
program, emphasizing the geology and mineral 
potential of the greenstone belt. The report 
describes the general geology and provides 
details on the Archean, Proterozoic, and 
Phanerozoic geology; structural geology; 
metamorphism; and economic geology, including 
exploration for uranium, base metal 
mineralization, gold, and iron. Descriptions of 
individual properties are included. 

NR ON PR PS SC 


The Golf industry in British 

Columbia : financial results and 

economic impacts, 1987-90 
by Pacific Analytics Inc., Strategic Concepts 
Inc., Tourism Research Group. Victoria : 
Ministry of Small Business, Tourism and 
Culture, Industry Research Branch, 1992. vii, 
135. pci. 
MICROLOG 94-01935 2 fiche 


The golf industry is expanding at a rapid pace 
in popularity to the leisure economy. This 
study's objectives are threefold: to prepare a 
detailed database of financial and economic data 
pertaining to the golf industry in B.C.; to 
assess the total economic impacts of the 
industry at both the provincial and the regional 
levels; and to evaluate the general demand 
conditions for golf in B.C., with the aim of 
Septet the overall contribution of golf 
tourism. The goal of the study would not be to 
develop, nor even to make recommendations 
on, a marketing strategy. It is, however, 
setting out a framework for what the golf 
industry is worth to our economy, and how 
and where it has been expanding, with an 
emphasis on establishing credible and definitive 
results for use by all interested parties. 

BC CU PR 


Golf industry opportunities in B.C. : a 
discussion paper 
International Sports Inc. Victoria : Ministry of 
Small Business, Tourism and Culture, 1993. 
21 p. Executive summary (5 p.) laid in. ISBN 
0-7726-1889-5 
MICROLOG 94-01790 1 fiche 


The purpose of this report is to provide a 
"Discussion Paper” which addresses the 
Opportunities for a planned tourism golf industry 
in British Columbia. It is intended to reference 
and consolidate previous studies into the golf 
industry in an attempt to outline the key 
problems, opportunities and possible directions 
that the golf industry could consider. It 
addresses both the market demand and the 
product supply for B.C. resident travelling 
golfers, for upscale tourist resort development 
opportunities, as well as the requirement for 
more affordable, pay-for-play golf facilities. 

BC CO PR 


Government review of the countdown 
companies’ 1991 acid gas emissions 
audits 
prepared by Air Resources Branch and 
Northeastern Region. Toronto : The Branch ; 
The Region, 1993. 12 p. ISBN 
0-7778-1712-8 
MICROLOG 94-01541 1 fiche 


In 1990, an acid gas emissions verification 
program was implemented as part of the 
Countdown Acid Rain Regulation Program. The 
program was applied to INCO Ltd., 
Falconbridge Ltd., Algoma Steel Inc. (Wawa 


Copies of these documents are available from: 
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operations), and Ontario Hydro's fossil fuelled 
generating plants. This report describes the 
background to the verification program, the 
Section 10 Director's Orders and their 
implementation, the audit findings for 1991 for 
each company, and future directions. 

EV ON PR SC 


Government training initiatives for 

First Nations, 1993-94 
project responsibility, Patricia Kelly ; writing and 
research, Jena Cameron, Marianne Taylor, 
Diane Spencer. Ottawa : Indian and Northern 
Affairs Canada, 1993. 55, 58 p. Bilingual 
(Projets gouvernementaux de formation...). 
ISBN 0-662-59856-3 
MICROLOG 94-01775 2 fiche 


This document briefly describes federal, 
provincial and territorial training programs that 
are available to First Nations. The publication is 
a compendium of educational and career-related 
training initiatives based on the findings of the 
study lent for Careers in Indian and Inuit 
Communities. The first part provides brief 
descriptions of post-secondary educational and 
career-related training designed for First 
Nations. In the second section, government 
departments are organized alphabetically, and 
individual programs are listed by province. 

e CA LA NP 


Granite industry in Canada : 1993 
directory 
Ottawa : Natural Resources Canada, Mining 
Sector, 1993. vii, 34, vi, 36 p. Bilingual 
(L'Industrie du granite au Canada...). ISBN 
0-662-60030-4 
MICROLOG 94-01521 1 fiche 


This document lists Canadian companies 
working granite quarries or involved in the 
transformation of granite. The document also 
lists Canadian companies manufacturing 
products and equipment used by the granite 
industry and identifies associations and 

vernment contacts. 

A CO NRA PS SC 


Groundfish stock assessments for 
the west coast of Canada in 1992 
and recommended yield options for 
1993 


B.L. Leaman and M. Stocker, editors. 
Nanaimo, B.C. : Dept. of Fisheries and 
Oceans, Fisheries Research Branch, Pacific 
Biological Station, 1993. v, 407 p. : ill, maps. 
Bibliogr. (Canadian technical report of 

fisheries and aquatic sciences ; no. 1919) 

CS! 21105.043. ISSN 0706-6457 

MICROLOG 94-01784 5 fiche 


Stock assessments and yield options are 
developed for the Pacific coast of Canada for 
li , Pacific cod, petrale, Dover and rock 
sole, English sole, arrowtooth flounder, 
sablefish, Pacific hake, spiny dogfish, walleye 
pollock, Pacific ocean perch, yellowmouth, 
rougheye and redstripe rockfish, widow, 
silvergray and yellowtail rockfish, canary, 
quillback and copper rockfish, yelloweye 
rockfish, hagfish, and Pacific halibut. A number 
of analytical methods have been employed in 
these assessments, like surplus production 
analysis, virtual population analysis, several 
variants of sequential age-structured analyses, 
dynamic pool models and depletion estimators. 
Biological objectives are the only consideration 
for these assessments and yield options. Yield 
options are recommendations on catch 
limitations and other management measures to 
achieve biological objectives and are made to 
the fishery managers of Offshore Division of 
Fisheries Branch (Pacific Region). Alternative 
options allow managers to consider high and 
low risk yields in relation to a stock's potential 
productivity. 

e BC CA CF FI SC 


Groupe d'étude sur la consommation 
médicale et la prestation des soins 
medicaux (Ont.) : Rapport final 1990-91 


Toronto : le Groupe, 1992. 22, xviii, 15, xix p. 
Bibliogr. Bilingue. (CSI 56219.001. ISSN 1183- 
4285 


MICROLOG 94-01666 1 fiche 


Le Groupe d'étude sur la consommation 
médicale et la prestation des soins médicaux a 
été constitué le 12 février 1988 par le 
ministère de la Santé et l'Association des 
médecins de l'Ontario pour examiner les 
données existantes, ordonner de nouvelles 
études et faire les recommandations 
nécessaires concernant l'utilisation du système 
de soins de santé et les demandes qui lui sont 
imposées dans la prestation des soins 
médicaux. Ce document présente le rapport 
final du Groupe d'étude sur la consommation 
médicale et la prestation des soins médicaux 
pour l'année 1990-1991. 

HE ON PR 


The Growth in use of health 

services, 1977-78 to 1985-86 
by M. Gormley...et al. Regina : Saskatchewan 
Health, 1990. 264 p. : ill. 
MICROLOG 94-01676 3 fiche 


The study measured the changing levels of use 
of physician, drug, and hospital services over 
time, including comparisons by patient age, sex, 
residence, and condition. Where possible, it 
evaluated changes in the use of services 
according to the following criteria: effectiveness, 
efficiency, and equity. It identified factors which 
have influenced the changing use of services 
and endeavoured to explain them. This report 
contains the study findings. It recommends 
changes in current policy to rectity any 
identified problems. 

HE MS PR 


Guardrail placement guidelines : 
solutions to often-asked questions 
about guardrail placement, or 
everything you wanted to know about 
guardrail placement but were afraid 
to ask 

Victoria : Ministry of Transportation and 

Highways, Highway Safety Branch, 1993. 

20 p. : il. ISSN 1195-700X 

MICROLOG 94-01807 1 fiche 


Guide for the placing of guardrails, along with 
alternative treatments for those situations not 
described in the Ministry’s design manual. 
Information is given on guardrail function and 
flares and the dos and don'ts of guardrail 
placement and design, with examples. 

BC PR SC TR 


A Guidebook on life tenancy options 
by H. Rostum. Ottawa : Canada Morigage and 
Housing Corporation, Research Division, 1993. 
li, 76 p. Bibliogr. 
MICROLOG 94-02157 1 fiche 
This guidebook discusses a housing tenure 
concept called life tenancy. Under this form of 
tenure, a senior citizen can purchase a 
guaranteed lifetime occupancy of a dwelling, 
paying up-front a lump sum which represents a 
portion of the market value of the dwelling. 
On death of the senior, all property rights to 
the unit revert to the investor who holds 
permanent ownership of the dwelling. Life 
tenancy as an option for seniors does not 
currently exist in Canada. Various aspects of 
life tenancy, primarily from the point of view of 
the consumer, are examined in the guidebook. 
The advantages and risks of life tenancy are 
discussed against alternatives. Some 
considerations from the investor's perspective 
are also examined, to raise awareness of the 
potential of this concept. 
CA SA 


Guidelines for counselling after 
occupational overexposure to ionizing 
radiation 
Canada. Atomic Energy Control Board. Group 
of Medical Advisers. Ottawa : The Board, 
1993. i, 20, i, 23 p. Bibliogr. (Report ; 
INFO-0450) Bilingual (Lignes directrices sur 
l’'assistance...). 
MICROLOG 94-01535 1 fiche 


This document presents guidelines for 
counselling after occupational overexposure to 
ionizing radiation. It specifically looks at the 
following points: general principles; case 
management; procreation, pregnancy and breast 
feeding; internal and external exposures; 
referral to a hospital; administrative 
considerations; and, whole body and non- 
uniform irradiation. 

CA HE LA PS SC 


Guidelines for maintaining biodiversity 
during juvenile spacing 
Victoria : British Columbia Forest Service ; BC 
Environment ; Canada-British Columbia Forest 
Resource Development Agreement, 1993. 
25 p. : ill. Bibliogr. ISBN 0-7726-1941-7 
MICROLOG 94-02055 1 fiche 


The forests of British Columbia are home to a 
variety of plant and animal life that is 
unequalled elsewhere in Canada. To conserve 
the full variety of these plants and animals, 
their habitats in the forest must be considered 
during silvicultural operations such as juvenile 
spacing. These guidelines describe the 
mandate for biological diversity, levels of 
forestry management, designing and executing 
spacing contracts to maintain stand level 
biodiversity, and example contract clauses. 

e BC CA FO LS SC 


Les Habitations pour personnes 

âgées en perte d’autonomie : 

échange d'expériences 

par D. Malais. Québec : Société d'habitation 
du Québec ; Ottawa : Société canadienne 
d'hypothèques et de logement, 1992. 93 p. 
L'éd. anglaise (Housing for Seniors with...) : 
94-01161/1. ISBN 2-550-26442-8 

“MICROLOG 94-01636 2 fiche 


La première partie de ce document reproduit 
intégralement les différentes allocutions 
prononcées au cours du colloque. La deuxième 
présente les principales idées émises par les 
participants dans chacun des ateliers et 
propose une synthèse des discussions. La 
troisième partie reprend les propositions des 
participants en présentant les commentaires et 
les recommandations du comité d'organisation et 
de suivi. Trois annexes viennent compléter ce 
document. La première expose les faits saillants 
de l'enquête réalisée en septembre 1991 par le 
Service d'aide aux organismes communautaires 
de la SHQ auprès des 15 organismes sans 
but lucratif en exploitation. La deuxième annexe 
produit le tableau-synthèse sur le nombre de 
projets réalisés ou en voie de réalisation au 
30 novembre 1991, en vertu du Programme de 
logement sans but lucratif privé, volet 
personnes âgées en perte d'autonomie, la 
troisième annexe présente la liste des 
organismes subventionnés dans le cadre de ce 
me programme. 
CA PR QU SA 


Highlights, October 1992 - September 
1993 


British Columbia. Ministry of Municipal Affairs. 
Victoria : The Ministry, 1993. 27 p. 
MICROLOG 94-01479 1 fiche 


The Ministry works to help the people of 

British Columbia create and maintain the kinds 
of communities in which they wish to live. This 
document lists the initiatives undertaken during 
the past year. It also presents information on 
municipal legislation, local government elections, 
local government grants reform, municipal 
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32 Micromedia Ltd., 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 
(613) 237-4250 FAX (613) 237-4251 


MICROLOG mars 1994 


Titles and Abstracts / Titres et résumés 


a mm 


grants, local government structure, planning 
programs, finance, taxation, assessment, 
downtown revitalization program, library 
services, safety and standards, sport and 
recreation, housing, client outreach, and 
environmental management. 

BC MU PA PR 


Highways for the next century : the 
white paper 
Fredericton : The Province, 1993. 
ill Bibliogr. Bilingual (Livre blanc sur les 
routes...). 
MICROLOG 94-01781 1 fiche 


The New Brunswick economy and the motoring 
public cannot wait twenty or thirty years to 
rebuild these highways. They must be 
completed immediately. If immediate action is 
not taken to reduce truck weights, control 
access points and limit the placement of 
commercial signs along the highway, our 
highway system will continue to deteriorate. 
Strong and decisive action is needed. This 
White Paper sets out the objectives of a new 
highway system and describes the policies that 
will be implemented to achieve them. 

AP PR SC TR 


How to develop the North York 
program profile -- Rev. 
by D. Shaffelburg. North York, Ont. : North 
York Board of Education, 1989. 32 p. 
Bibliogr. (Research report) ONTERIS: 
ON05310. 
MICROLOG 94-01562 1 fiche 


The North York program profile describes what 
a teacher does in the classroom that 
encourages and/or allows a student to become 
a proficient learner. This report documents 
the objectives of a program profile and the 
steps necessary to create one. Includes: 
preliminary procedures; program goals; learning 
outcomes; dimensions essential to the 
achievement of program goals; stages of 
growth for teachers; profile draft; completed 
profile; profile validation and field-test. Gives 
examples of profile components, dimensions, 
Subdimensions, and stages of growth statements 
developed and implemented by various school 
boards across Ontario. The profile is adapted 
from the Concerns-Based Adoption Model and 
the Innovation Profile Model. 

ED MU ON 


How to solve consumer problems : 
where to go for help 


Regina : Saskatchewan Education ; 
Saskatchewan Justice, 1993. 38 p. 
MICROLOG 94-02116 1 fiche 


This document will help the consumer make 
sound buying decisions, get value for their 
money and solve any problems they may run 
into. It includes a listing of government, 
industry and volunteer organizations that can 
be referred to with specific problems. 

CO MS PR 


Hybrid electric vehicles : final report 


by S. Lines. Ottawa : Energy, Mines and 
Resources Canada, Canada Centre for 
Mineral and Energy Technology, Efficiency and 
Alternative Energy Technology Branch, 1993. 
226 p. : ill. Bibliogr. CANMET contract: 
23440-1962501SQ. ISBN 0-662-21077-8 
MICROLOG 94-01992 3 fiche 


This project required the development of a 
rigorous computer simulation system, capable of 
modelling driving cycles, environmental climate 
conditions, and the power, energy and 
emissions performance of a wide range of 
tubber-tired roadway vehicles. Existing 
software which has been used for performance 
modelling of weapons and aircraft systems was 
modified and new models developed to suit 
hybrid-electric vehicles, specifically city- 
Operations transit buses. The models were kept 
generic enough that they suit all types of 


WISN: =: 


vehicles, when the appropriate component data 
is used. Large libraries of component data 
were developed, including chassis weights and 
materials, engines, transmissions, auxiliaries and 
components, batteries, fuel cells, electric motors 
and electrical systems. Also included were 
statistics of climate data, and the various 
driving cycles including tne necessary grades 
for uphill accelerations of buses. This 
document describes the development and 
evaluation of the model. 

e CA CM EN SC TR 


Ice jam configuration : second 
generation model 


by S. Beltaos and J. Wong. Burlington, Ont. : 


Canada Centre for Inland Waters, National 
Water Research Institute, 1990. 8 p. 
Bibliogr. (NWRI contribution ; 90-65) 
MICROLOG 94-01954 1 fiche 


The downstream transition of river ice jams, 
that is the region near the toe, has received 
limited attention despite its significance in 
understanding how a jam is held in place and 
whether extensive grounding occurs. An 
earlier numerical model was simplified and 
improved so as to enhance robustness and 
scope of application. The new model, called 
RIVJAM, computes longitudinal variations of jam 
thickness and water level by using natural 
stream bathymetry, by moving in both upstream 
and downstream directions, and by considering 
both equilibrium and non-equilibrium jams. Test 
runs were carried out to illustrate model 
performance in a hypothetical situation and to 
study the configuration of non- equilibrium jams 
and their dependency on the volume of ice in 
the jam. The model is then applied to a unique 
set of field data that includes measurements of 
ice jam thickness. Future requirements to 
improve the understanding of modelled 
Processes are outlined. 

CA NR PS SC 


The Impact of supported housing on 
a downtown homeless population 
by T. Norman, S. Schwandt and S. Eisler. 
Ottawa : Canada Mortgage and Housing 
Corporation, 1993. iii, 93 p. : ill. Bibliogr. 
MICROLOG 94-02024 2 fiche 


In 1991 the Victoria Cool Aid Society, a non- 
profit society, undertook to study its new 
supported housing program, Swift House. The 
Society wished to know what the impact of 
living in this supported residential environment 
might have on the functioning of its tenants in 
comparison to a group of their peers 
(Streetlink Emergency Shelter users) who 
remain homeless. The current study presented 
itself as a unique opportunity to evaluate this 
impact by studying the social functioning abilities 
of these two segments of Victoria’s homeless 
population. This report summarizes the 
research findings including the profile of 
individuats who took part in the study, 
distribution of social functioning scores, changes 
in social functioning over time, and the effect of 
variables such as ethnicity and primary 
diagnosis on levels of social functioning. Salient 
features of the findings are discussed and 
recommendations for future research are 

made. 

CA SA 


Implications of full-tree harvesting for 

biomass recovery 
by J.-G. Routhier. Sainte-Foy, Que. : 
Environment Canada, Canadian Forestry 
Service, Laurentian Forest Research Centre, 
1982. xvii, 132 p. : ill Bibliogr. (Information 
report ; LAU-X-50E) ISSN 0703-2196 
MICROLOG 94-01593 2 fiche 


If trees are delimbed and topped at a plant 
site rather than at the cutting areas, the limbs 
and tops can more readily be used for energy 
production. This report estimates the quantity 
of recoverable harvesting residues; addresses 
methods of harvesting and transporting full 


trees; presents a design for a delimbing, 
slashing, and debarking plant for full trees: 
provides an economic analysis of the recovery 
of harvesting residues; and describes the 
process of full-tree chipping in the forest and 
chips purification at the mill. 

e CA FO SC 


Improving oil production from 
horizontal wells in unconsolidated 
heavy oil reservoirs through better 
flow and sand control : final report 
by P. Toma...et al. Ottawa : Energy, Mines 
and Resources Canada, Canada Centre for 
Mineral and Energy Technology, Energy 
Research Laboratories, 1992. vi, 109 p. : ill. 
Bibliogr. CANMET contract: 23440- 
1903301SQ-06SQ. 
MICROLOG 94-01467 2 fiche 


Excessive sand production is one of the most 
common production problems experienced in 
unconsolidated, shallow heavy oil formations. 
This report describes experimental research 
aimed at providing a better understanding of 
the mechanism of sand production through a 
slotted (horizontal) casing with direct application 
to unconsolidated Lloydminster-Winter Pool 
heavy oil fields now exploited by SASKOIL. 
The work determined a representative and 
unique sand size distribution from field cores; 
developed a consistent experimental procedure 
for investigating critical factors controlling solids 
inflow in horizontal wells; and determined the 
Critical fluid velocity that triggers production of 
solids. A new experimental rig was designed 
and used and three slot geometries and four 
types of sand packs reproducing the sand size 
distribution for typical field locations were 
tested. For a given sand formation, slot 
geometry and fluid viscosity, the occurrence of 
sand in produced liquids was related to a 
certain injection flowrate. Occurrence of fines 
in produced liquids was observed using a novel 
spectrophotometer device. 

e CA CM NR PS SC 


In the spirit of cooperation : laying 
the foundation, 1991-93 


Council of Maritime Premiers (Canada). 

Halifax : The Council, 1993. 38, 38 p. : ill. 
Bilingual (Vers la coopération...). ISSN 0380- 
0768 ISBN 0-920925-12-X 

MICROLOG 94-02063 1 fiche 


This document gives a summary of progress of 
the Council of Maritime Premiers and raises 
two matters on the economic initiative for 
consideration. The report also examines 
opportunities for joint action among the Maritime 
provinces and with the federal government. 
Specific steps are recommended with respect 
to railways, ports, airports and highways. 

e AP CA CO PA 


Incentives and disincentives to work : 
a report 
National Council of Welfare (Canada). 
The Council, 1993. 71 p. ISBN 
0-662-21209-6 
MICROLOG 94-02008 1 fiche 


This document is an attempt by the Council to 
shed light on issues that seem destined to be 
at the centre of the public policy stage for the 
rest of the decade. The core of the report is 
an analysis of the labour market realities facing 
recipients of welfare and unemployment 
insurance and detailed calculations of the 
financial incentives and disincentives to work for 
recipients of both programs. The focus is on 
welfare and unemployment insurance because 
those are the two main alternatives to paid 
jobs for people of working age. The report 
also discusses other incentives or disincentives 
that are built into provincial welfare systems 
and reviews some of the programs that were 
aimed specifically at helping weltare recipients 
into paying jobs. 

CA LA 


Ottawa : 


a 0 RON PE 
Copies of these documents are available from: 
Micromedia Ltd., 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 33 
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Income support for Atlantic 

fishermen : approaches and options 
by H. Robertson. Ottawa : Task Force on 
Incomes and Adjustment in the Atlantic 
Fishery, 1993. vi, 65 p. Bibliogr. ISBN 
0-662-21160-X 
MICROLOG 94-01862 1 fiche 


A primary consideration of the Task Force on 
Incomes and Adjustment in the Atlantic Fishery 
was to examine how the system of income 
support for Atlantic fishermen could be 
improved to meet their need over the long- 
term. This paper presents three main elements 
to an improved income support system for 
fishermen. The first is to improve the design 
of Fishermen's Unemployment Insurance so that 
it works better for fishermen. The second is 
to provide an element of income stabilization to 
fishermen's income support. The third element 
of an improved income support system deals 
with the administration of fishermen's programs, 
with concrete ways to improve information 
flows. 

AP CA CF FI LA SC 


An Income support system for 
Atlantic fishermen : consultation paper 


Task Force on Incomes and Adjustment in the 
Atlantic Fishery (Canada). Ottawa : The Task 
Force, 1993. iv, 32 p. Cover title: An 
Income support system for Atlantic 

fishermen : Task Force consultation paper. 
ISBN 0-662-21161-8 

MICROLOG 94-01855 1 fiche 


One goal of the Task Force was to examine 
and make recommendations on the income 
support system for fishermen. The objectives 
and factors to be considered are presented in 
4 sections: target professional fishermen, create 
an integrated registration and reporting system, 
revise fishermen’s unemployment insurance, and 
stabilize incomes. 

AP CA CF FI LA SC 


Independent study : is it an 

appropriate curriculum model for 

gifted adolescents? 
by L.M. Bell. Guelph, Ont. : Mihara) County 
Board of Education, 1989. 15 p. Bibliogr. 
Presented at the Ontario Educational 
Research Council Conterence. ONTERIS: 
ON05385. 
MICROLOG 94-01568 1 fiche 


Independent study is often suggested as an 
appropriate curriculum model for gifted students 
but it is questionable if this model can match 
their needs and styles. This paper investigates 
the ways students in self-directed learning 
programs think about, prepare for, and work 
through their study projects. It identifies 
students’ curriculum and methodology needs. 
ED ON PR 


Index to non-confidential assessment 
reports 
by B. Esposito. Winnipeg : Manitoba Energy 
and Mines, Mines Branch, 1993. iii, 43 p. 
(Open file report ; 90-1 (6th supp)) 
CSI 41109.002. 
MICROLOG 94-01635 1 fiche 


This supplement covers work placed on open 
file from November 1990 to November 1993 
and supersedes the previous supplements. It 
lists the report of work by NTS area, by 
company name, by claim name or number, and 
by accession number, and it provides a brief 
summary of the content of each report. 

MS NR PR PS SC 


Indian/inuit training opportunities, 1993-94 
Ottawa : Indian and Northern Affairs Canada, 
1992. ii, 225 p. References are in English 
or French (Possibilités de formation pour 
les...). ISBN 0-662-59525-4 
MICROLOG 94-01756 3 fiche 


This publication provides brief descriptions of all 
types of post secondary educational and career- 
related training that has been designed 
specifically for First Nations. Program 
descriptions are arranged alphabetically by 
institution within each province. Courses are 
described in either English of French and are 
offered in the language in which they are 
described. This publication is a guide only. 
Complete addresses for contacts have been 
provided for each program so that interested 
applicants may obtain further details. 

e CA ED LA NP 


Les Indicateurs de la qualité de 
l'habitat : leçons de l'expérience 
d'enquête Montréalaise : rapport 
soumis à la Société d'habitation du Québec ; 
par Francine Dansereau...et al. Québec : la 
Société, 1992. 65 p. Bibliogr. 
MICROLOG 94-02094 1 fiche 


Ce texte analyse d'abord les résultats des 
grilles d'observations en vue de déterminer les 
données apparemment les plus pertinentes à 
l'évaluation de la qualité et d'examiner les 
rapports entre les diverses échelles d'évaluation 
et entre celles-ci et les données factuelles. La 
deuxième section est consacrée à l'évaluation 
du besoin de réparations (selon la formulation 
classique de Statistique Canada) et à ses 
rapports avec les données factuelles, les 
intentions et la satisfaction, elle repose sur les 
résullats de l'enquête par questionnaire auprès 
des propriétaires et des locataires. Enfin, la 
troisième section contient quelques suggestions 
et précautions à prendre relativement aux 
types de mesures et d'instruments d'enquête 
utiles à la connaissance de la qualité de 
l'habitat. 

MU PR QU SA 


Indicateurs sur la situation de 
l’enseignement primaire et 
secondaire, 1992 
Québec : Gouvernement du Québec, Ministère 
de l'éducation, Direction des études 
économiques et démographiques, 1992. 
80 p. : il. CS! 67115.002. ISBN 
2-550-15946-2 
MICROLOG 94-01891 1 fiche 


Avec cette publication des Indicateurs, qui en 
est à sa septième édition, le ministère de 
l'Education informe la société québécoise des 
principaux paramètres d'évolution du système 
scolaire. Le corps du document se compose 
d'un ensemble d'indicateurs regroupés en 29 
fiches. Cette édition comprend cinq nouvelles 
fiches consacrées ala présentation des résultats 
d'une enquête internationale. L'enquête, 
organisée en 1990-1991 par l'international 
Assessment of Educational Progress, évalue les 
apprentissages des élèves de 9 et 13 ans 
dans certaines matières: les sciences el la 
mathématique pour les deux groupes, ainsi que 
la géographie pour élèves de 13 ans. 

ED PR QU 


indicateurs sur la situation de 
l'enseignement primaire et 
secondaire, 1993 
Québec : Gouvernement du Québec, Ministère 
de l'éducation, Direction des études 
économiques et démographiques, 1993. 
79 p. : il. L'éd. anglaise (Education indicators 
for the...) : 94-01894/1. CSI 67115.002. ISBN 
2-550-23618-1 
MICROLOG 94-01890 1 fiche 


Le corps du document se compose d'un 
ensemble d'indicateurs regroupés en 27 fiches. 
Les fiches sont réparties en quatre sections. 
La première porte sur l'effort financier et la 
seconde, sur les cheminements scolaires. La 
troisième est consacrée aux résultats des 
épreuves uniques. La quatrième section 
regroupe, autour du thème des titulaires d'un 
diplôme d'études secondaires, des indicateurs 
concernant la performance du système sous 


l'angle de la préparation des jeunes à la 
poursuite des études ou à l'insertion dans le 
marché du travail. 

ED PR QU 


Indicators for the sustainable 
management of tourism : report 
of the International Working Group on 
Indicators of Sustainable Tourism ; to the 
Environment Committee, World Tourism 
Organization. Ottawa : Industry, Science and 
Technology Canada ; Winnipeg : International 
Institute for Sustainable Development ; S.l. : 
The Organization, 1993. 36 p. Bibliogr. ISBN 
1-895536-08-1 
MICROLOG 94-01703 1 fiche 


The tourism sector requires better information 
to support its sustainability. Recognizing this, a 
task force was established to investigate the 
development of international indicators of 
sustainable tourism for the sector. The 
initiative to develop indicators of sustainable 
tourism began with a proposal from Canada to 
the World Tourism Organization. At meetings 
in Madrid in April, 1992, a working group was 
struck to carry out the development process 
and report back to the World Tourism 
Organization Environment Committee in the 
Spring of 1993. This is the report of that 
committee. The report reflects the results of a 
workshop held at the International Institute for 
Sustainable Development in Winnipeg Canada, 
and several rounds of review and input by the 
Working Group members. 

e CA CO EV 


Individual transferable quotas and the 
roundfish fisheries of Atlantic 
anada 


by RQ. Grafton. Ottawa : Task Force on 
Incomes and Adjustment in the Atlantic 
Fishery, 1993. vi, 56 p. Bibliogr. ISBN 
0-662-21185-5 

MICROLOG 94-01864 1 fiche 


In the past decade several countreis have 

implemented management regimes in fisheries 
that assign property rights to individual fishers 
and companies. This study reviews the theory 


‘and practical experience with these 


programmes and their applicability to Canada. 
These property rights can take the form of 
territorial use rights in fisheries (TURFs) or 
individual transferable quotas (ITQs). This 
study is organized into 3 parts. A general 
review of the theoretical advantages of ITQs is 
provided followed by the positive and negative 
experiences of ITQ management under different 
criteria (economic efficiency, employment, 
harvest shares of fishers, and quota regulation 
compliance) and in various fisheries. Finally, a 
summary of the issues with respect to 
expanding ITQs in the Atlantic inshore fisheries 
is presented along with a discussion on how 
the programme may be designed. 

e AP CA CF FI SC 


L'industrie du gente au Canada : 
repertoire de 1993 
Ottawa : Ressources naturelles Canada, Secteur 
minier, 1993. vii, 36, vi, 34 p. Bilingue 
(Granite industry in Canada...). ISBN 
0-662-60030-4 
MICROLOG 94-01521 1 fiche 


Ce document liste les sociétés canadiennes 
engagées dans l'exploitation de carrières ou la 
transformation du granite. Le document dresse 
aussi une liste des manufacturiers canadiens de 
produits et d'équipement utilisés par l'industrie 
du granite et identifie les associations et les 
intervenants gouvernementaux. 
CA CO NA PS SC 
L'industrie pharmaceutique : étude 
sectorielle 

par Michel Trépanier ; préparée à l'intention du 

Comité du bilan de l'activité scientifique et 

technologique de la région de Montréal. 


Pour des copies de ces publications, contacter: 
34 Micromedia Ltd., 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 
(613) 237-4250 FAX (613) 237-4251 
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Québec : Gouvernement du Québec, Conseil 
de la science et de la technologie, 1992. 
65 p. Bibliogr. ISBN 2-550-26518-1 
MICROLOG 94-02087 1 fiche 


Ce bilan vise à faire connditre les activités 
scientifiques et technologiques de la région, à 
identifier les forces et les faiblesses de celles-ci 
de façon à stimuler la planification du 
développement scientifique et technologique 
régional et enfin à favoriser les échanges et la 
concertation entre les intervenants dans ces 
domaines. On y aborde principalement la 
présentation du secteur, l'évolution du secteur 
pharmaceutique sur la scène internationale, 
l'industrie pharmaceutique canadienne et 
québécoise, et la compétitivité et l'avenir du 
secteur pharmaceutique à Montréal. 

PR PS QU SC 


L'industrie québécoise des pâtes et 
papiers : situation et perspectives 
d'avenir 
Québec : Gouvernement du Québec, Ministère 
des forêts, Direction du développement 
industriel, 1992. xxv, 179 p. : ill. Bibliogr. 
ISBN 2-551-15453-7 
MICROLOG 94-01528 3 fiche 


Ce document vise à faire le point sur les 
contextes commercial, technique et industriel 
dans lesquels les entreprises québécoises de 
pâtes et papiers évoluent. Il examine le rôle et 
la performance de l'industrie des pâtes et 
papiers au Québec, le portrait financier des 
entreprises, la demande de produits des pâtes 
et papiers, la capacité de production, les coûts 
de production du papier journal et l'état des 
équipements de l'industrie papetière au Québec, 
le recyclage du papier journal, la compétitivité 
et les scénarios de développement, les 
stratégies d'entreprises dans un contexte de 
globalisation des marchés, et la synthèse de la 
problématique et les défis à relever. 

CO FO PR QU SC 


The Influence of SU à experience, 
sex, marital status, and hierarchical 
position on job motivation, job 
involvement, and school identification 
of teachers 
by R. Knoop. St. Catharines, Ont. : Brock 
University, 1981. 23 p. Bibliogr. ONTERIS: 
ON04048. 
MICROLOG 94-01572 1 fiche 


Examined the effects of sex, marital status, 
experience, and position in the school on 
motivation, involvement, and career identification 
of teachers. The sample consisted of 2,265 
teachers. 

ED LA ON PR 


Initiatives pour la petite enfance 
voir Sommaire des initiatives pour la petite 
enfance : stratégie de collaboration 


Injury facts and prevention strategies 
for children and youth in British 
Columbia 
Victoria : Ministry of Health and Ministry 
Responsible for Seniors, Family Health 
Division, Office for Injury Prevention, 1993. 
51 p. : ill. Bibliogr. ISBN 0-7726-1917-4 
MICROLOG 94-01484 1 fiche 


This document contains injury facts. It 
describes the purpose, rationale, and key 
functions of the Office of Injury Prevention. It 
addresses the following key issues: injury 
deaths, the cost of injury, and geographic, 
cultural, income, and gender differences in 
injury rates. It also includes the following 
injury data: for British Columbia selected 
countries; injury difference by income, injuries 
versus all other causes of death, leading 
causes, gender differences, regional variation, 
head injuries, bicycle riders, and driving after 
drinking. It discusses action planning for injury 
prevention. It contains a summary of 


information available. 
BC HE PR SA 


Insectes et maladies des arbres au 
Canada, 1990 
compilation de B.H. Moody ; avec la 
collaboration de J. Hudak...et al. Ottawa : 
Foréts Canada, Relevé des insectes et des 
maladies des arbres, 1993. 120 p. : cartes 
géogr. Bibliogr. L’éd. anglaise (Forest 
insect and disease conditions...) : 94-01662/2. 
CSI 22189004. ISSN 0226-9767 ISBN 
0-662-98485-4 
MICROLOG 94-01657 2 fiche 


Le Relevé des insectes et des maladies des 
arbres (RIMA) constitue un programme national 
dans le cadre duquel sont exercées diverses 
activités par 6 centres régionaux et par un 
groupe de travail qui, sous la direction des 
centres et des instituts du Service canadien 
des forêts, est chargé de mettre au point des 
technologies destinées au RIMA. Ce document 
fournit des informations détaillées sur les 
principaux insectes et maladies affectant les 
arbres pour chacune des régions canadiennes 
ainsi qu'un résumé de la surveillance de la 
santé des forêts, et des descriptions des 
relevés spéciaux (ravageurs des cônes et des 
graines, ravageurs des pépinières et des 
serres, nématode du pin, et ravageurs des 
jeunes peuplements et des plantations). 

CA FO SC 


institut de génie mécanique 

(Canada) : Rapport annuel 1991-92 
Ottawa : l'institut, 1992. 55 p. : ill Bibliogr. 
L'éd. anglaise : 93-01403/1. 
MICROLOG 94-01722 1 fiche (Available on 
fiche only) 


La mission de l'Institut de génie mécanique est 
d'améliorer la productivité, la concurrence et le 
bien-être social du Canada en entreprenant, en 
soutenant, en promouvant et en disséminant la 
recherche et le développement dans les 
aspects de génie mécanique de trois secteurs 
vitaux de l'économie canadienne - les 
transports, les industries primaires et la 
fabrication. Ce document présente le rapport 
annuel 1991/1992 de l'institut. 

CA PS SC 


Institut de génie mécanique 
(Canada) : Rapport annuel 1992-93 
Ottawa : 
Bilingue. CS! 22328.001. 
MICROLOG 94-01724 2 fiche (Available on 
fiche only) 


Résumé non disponible pour ce document. 
e CA PS SC 


Institut de recherche agricole de 
l'Ontario : Rapport annuel 1992-93 
Toronto : l'institut, 1993. 13, 13 p. : ill. 
Bilingue. CSI 56222.001. 
MICROLOG 94-01668 1 fiche 


Résumé non disponible pour ce document. 
AG ON PR SC 


Institut de recherche en politiques 
publiques : Rapport annuel 1992-93 
Montréal : l'Institut, 1993. 20, 20 p. : ill. 
Bilingue. CSI 99545.001. 
MICROLOG 94-01598 1 fiche 


L'Institut de recherche en politiques publiques 
est un organisme national et indépendant à but 
non lucratif. La mission de l'Institut est 
d'améliorer la politique d'Etat au Canada en 
encourageant un processus politique plus 
général, mieux informé et plus efficace et en 
contribuant à la mise en application de ce 
processus. Ce document fournit le rapport 
annuel de l'institut en décrivant les points 
saillants de l'année, et quelques projets en 
détail: l'environnement et le développement 
durable, recherche sur la capacité de 
gouverner, éducation, les villes-pdles, finances 


CSI 22328.001F. 


l'institut, 1993. 60, 55 p. : ill. Bibliogr. 


publiques, et programmes de politique sociale. 
Les états financiers y sont également fournis. 
e CA PA 


Institute for Mechanical Engineering 

(Canada) : Annual report 1992-93 
Ottawa : The Institute, 1993. 55, 60 p. : ill. 
Bibliogr. Bilingual. CSI 22328.001. 
MICROLOG 94-01724 2 fiche (Available on 
fiche only) 


The Institute is committed to the mission of the 
National Research Council of Canada to serve 
the needs of Canadians by helping to maintain 
and enhance the economic and social well-being 
of the country. The annual report presents 
highlights of the year, and current research 
programs in advanced manufacturing technology, 
coastal zone engineering, cold regions 
engineering, combustion and fluids engineering, 
ground transportation technology, and machinery 
and engine technology. Information on 
organization, business activities, human 
resources and financial resources is included, 
along with research activities and priorities, a 
list of publications, awards and distinctions, 
patents and licences, presentations, participation 
on committees, employees and the Advisory 
Board Members. 

e CA PS SC 


Institute for Research on Public 

Policy : Annual report 1992-93 
Montreal : The Institute, 1993. 20, 20 p. : ill. 
Bilingual. CS! 99545.001. 
MICROLOG 94-01598 1 fiche 


The Institute exists to improve public policy in 
Canada by promoting and contributing to a 
policy process that is more broadly based, 
informed and effective. This annual report 
describes its responsibilities and organization 
and gives highlights of the year. Research 
projects into social policy, education, city- 
regions, environment and sustainable 
development, governance, and public finance 
are described in brief. A financial report is 
also included. 

@ CA PA 


institutional change strategies in 
response to multiculturalism 


James F. Hickling Management Consultants Ltd. 
Ottawa : Multiculturalism and Citizenship, 
Multiculturalism, Policy and Research, 1987. 

ix, 38 p. 

MICROLOG 94-01911 1 fiche 


The objectives of this report is to provide a 
theoretical and practical framework which will 
guide decision makers in the federal 
government to institute long lasting and 
enduring change which will ensure social, 
economic and political equality for all Canadians 
of all cultural and racial origins. The report 
includes a literature review, case studies 
analogous to multiculturalism, and 
recommendations for a strategy for 
multiculturalism. 

CA CU 


Instruction for evaluating deposit of 

Baci#us thuringiensis formulas during 

aerial treatments 
by W.A Smirnoff. Sainte-Foy, Que. : 
Environment Canada, Canadian Forestry 
Service, Laurentian Forest Research Centre ; 
CANUSA, Canada-United States Spruce 
Budworms Program, 1982. 5, 5 p. : ill. 
(Information report ; LAU-X-54) Bilingual 
(Instructions pour l'évaluation du dépôt...). 
ISSN 0703-2196 ISBN 0-662-52143-9 
MICROLOG 94-01589 1 fiche 


Studies carried out form many years revealed 
that the methods used for deposit assessment 
of chemical insecticides could not be used with 
Bacillus thuringiensis. A new method was 
developed giving the quantity of viable spores 
dispersed per surface unit. Details of this 
method are concisely described in this 
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document. It specifically provides instructions for 
evaluating deposit of Bacillus thuringiensis 
formulas during aerial treatments. 

e CA FO SC 


Instructions pour l’évaluation du depot 
au soldes suspensions de Bacäus 
thuringiensis au cours de leurs 
dispersions aeriennes 
par W.A Smirnoff. Sainte-Foy, Québec : 
Service canadien des foréts, Centre de 
recherches forestières des Laurentides ; 
CANUSA, Programme Canada-Etats-Unis sur 
les tordeuses des bourgeons de l'épinette, 
1982. 5, 5 p. : ill. (Rapport d'information ; 
LAU-X-54) Bilingue (Instruction for evaluating 
deposit of...). ISSN 0835-1635 ISBN 
0-662-52143-9 
MICROLOG 94-01589 1 fiche 


Des études réalisées depuis plusieurs années 
ont révélé que les méthodes utilisées pour la 
détermination e la dispersion au sol des 
insecticides chimiques ne pouvaient être utilisées 
avec le Bacillus thuringiensis. Ainsi, une 
nouvelle méthode fut développée permettant la 
détermination de la quantité de spores viables 
déposées au sol par unité de surface. La 
méthode est décrite en détail pour la rendre 
accessibilité à tout utilisateur intéressé. On y 
présente les instruction pour l'évaluation du 
dépôt au sol des suspensions de B. 
thuringiensis au cours de leurs dispersions 
aériennes. 

e CA FO SC 


intense early intervention for young 
readers at risk 


by P.L. Alexander. 
Education, 1992. 
0-7732-0825-9 
MICROLOG 94-01945 1 fiche 


The purpose of this reading recovery project 
was to gather data on an alternative method of 
teaching reading to students who were 
experiencing difficulties with the reading 
process. Four students a year were selected 
from mid Grade 1 and beginning Grade 2 for 
a total of ten children over the duration of the 
project. The one-on-one tutorial instruction took 
place over a 13 week period for 35 minutes a 
day, four times a week. Daily instructions 
consisted of reading, writing and listening. The 
students were tested at regular times 
throughout the program. Results are given 
along with a summary and discussion. A 
sample of students’ results and questionnaires 
to teachers and parents are included. 

AL ED PR 


Edmonton : Alberta 
vi, 79 p. Bibliogr. ISBN 


Interdepartmental Action Plan to 
Favour the Survival of the St. 
Lawrence Beluga Whale : Annual 
report 1991-92 


Ottawa : Dept. of Fisheries and Oceans ; 
Environment Canada, 1992. 20 p. : ill. 
Bibliogr. On cover: St. Lawrence Action 
Plan. French ed. (Plan d'action interministériel 
pour...) on the same fiche. CSI 21105.053. 
ISBN 0-662-20052-7 

MICROLOG 94-01682 1 fiche 


This document presents the fourth annual 
report on the Interdepartmental Action Plan to 
Favour the Survival of the St. Lawrence 
Beluga. This report summarizes the main 
results of the Plan for both the Minister of 
Fisheries and Oceans and the Minister of the 
Environment, during the 1991-1992 fiscal year. 
e CA CF LS QU SC 


Interfacing a hydrologic model with 
the RAISON expert system 
by AG. Bobba...et al. Burlington, Ont. : 
Canada Centre for Inland Waters, National 
Water Research Institute, 1991. 17 p. : ill, 
maps. Bibliogr. (NWRI contribution ; 91-66) 
MICROLOG 94-01958 1 fiche 


The RAISON (Regional Analysis by Intelligent 
Systems ON microcomputers) expert system 
allows for the interactive analysis of spatial 
data related to water resources investigations. 
A conceptual design for the interface between 
the RAISON expert system and hydrological 
model includes functions for the simulation of 
runoff. This paper describes the conceptual 
design, spatial requirements for runoff models, 
the proposed system and its applications, and 
the map and spreadsheet applications. An 
application is demonstrated for Northeast Pond 
River watershed, Newfoundland, that performs 
to predict the runoff. 

CA NR PS SC 


International Boundary Commission : 
1991 joint annual report : United 
States and Canada 
Ottawa : The Commission, 1992. 
Bibliogr. Bilingual. CSI 22238.001. 
MICROLOG 94-01847 1 fiche 


Report on maintenance and regulatory work 
performed with respect to the international 
boundary between Canada and the U.S. under 
provisions of Article IV of the Treaty of 
Washington (February, 1925). Includes a brief 
history of the Commission and field activities 
carried out in each sector of the boundary. 
The document includes brief financial data and 
further reading. 

CA EX 


42, 42 p. : 


International Convention on the 
Elimination of all Forms of Racial 
Discrimination : seventh report of 


Canada 
Ottawa : Dept. of the Secretary of State of 
Canada, 1985. 74 p. Bibliogr. ISBN 
0-662-14438-4 


MICROLOG 94-01826 1 fiche 


This report is prepared, as far as possible, on 
the basis of the "Revised General Guidelines" 
adopted by the Committee on the Elimination of 
Racial Discrimination. It covers the period 
from mid-Summer 1982 to the end of 1983. It 
is divided into four parts: a general 
introduction, measures adopted by the federal 
government, measures adopted by the 
provinces, and measures adopted by the 
governments of the territories. 

CA EX SA 


Intersubjectivity and the construction 
of knowledge 
by G. Wells. Toronto : Ontario Institute for 
Studies in Education, 1991. 20 p. Bibliogr. 
ONTERIS: ONO6642. 
MICROLOG 94-01565 1 fiche 


Discusses results from part of a 3-year 
longitudinal study entitled ‘Language and 
learning : effecting change through collaborative 
research in multilingual schools’. Uses a 
Vygotskian perspective to examine 2 classroom 
learning episodes in order to try to understand 
what is required for learning to occur through 
talk. Focuses on the attempt to reach 
intersubjectivity during task-related discussion. 
ED ON PR 


Introduction to the Yamaska River 
project 
by RJ. Maguire. Burlington, Ont. : Canada 
Centre for Inland Waters, National Water 
Research Institute, 1991. 77 p. : ill. Bibliogr. 
(NWRI contribution ; 91-57) 
MICROLOG 94-01965 1 fiche 


The Yamaska River, bordering the Eastern 
Townships of Quebec southeast of Montreal, is 
one of the most extensively studied rivers in 
Quebec, and its water quality has been a 
source of concern for some time. This report 
reviews previously published information on the 
contamination of water in the Yamaska River 
basin by metals, PCBs and pesticides. In 
addition, this report provides background 


information for the Yamaska River project and 
documents coliform and volatile halocarbon 
concentrations, and Microtox toxicity data for 
various parts of the basin in the period 1985- 
87 which spanned the time before construction 
of municipal wastewater treatment plants 
through the time that such plants were 
constructed in the major cities and towns in 
the basin. 

CA EV NR QU SC 


An Inventory of inactive quarries in 

the Paleozoic limestone and dolostone 

strata of Ontario 
by R.R. Wolf. Toronto : Ministry of Northern 
Development and Mines, Mines and Minerals 
Division, 1993. xv, 272 p. : maps. Bibliogr. 
(Ontario Geological Survey open file report ; 
5863) Fold. maps not filmed. ISSN 0826- 
9580 
MICROLOG 94-01885 3 fiche 


As part of a larger study on the limestone 
industry in Ontario, this study identified over 
750 inactive and abandoned quarries in Ontario 
from field work conducted in 1986 as well as 
published reports and geological reports and 
maps. Following a discussion of the Paleozoic 
geology of Ontario, 147 inactive and abandoned 
quarries are described in detail. A listing of 
all the inactive and abandoned quarries in 
Paleozoic limestone and dolostone strata in 
Ontario currently known to the Ontario 
Geological Survey is included. 

NA ON PR PS SC 


Investigation of effect of 

environmental moisture and 

temperature variation on properties 

of PMMA-polyether-metal salt 

electrolytes 
by R. Mani...et al. Ottawa : Energy, Mines and 
Resources Canada, Canada Centre for 
Mineral and Energy Technology, Efficiency and 
Alternative Energy Technology Branch, 1993. 
55 p. : ill Bibliogr. CANMET contract: 23440- 
0941709SQ. ISBN 0-662-20890-9 
MICROLOG 94-01987 1 fiche 


The purpose of this research has been to 


‘prepare polymer blend electrolytes suitable for 


application in electrochromic ‘smart windows’. 
Polymer electrolytes working in smart windows 
should have the following properties: good ionic 
conductivity, good adhesive properties, relative 
transparency, stability against such 
environmental factors as moisture and 
temperature variation, and coatability onto an 
electrochromic substrate. This report examines 
PMMA-polyether-metal salt electrolytes. 

CA CM PS SC 


is energy substrate mobilization a 
limiting factor for cold 
thermogenesis? 


by A.L. Vallerand...et al. North York, Ont. : 
Defence and Civil Institute of Environmental 
Medicine, 1993. 6 p. : ill (Interim research 
report ; DCIEM no. 92-57) /n European 
Journal of Applied Physiology and 
Occupational Physiology : 67, 1993. 
MICROLOG 94-01832 1 fiche 


Energy substrate mobilization has been 
suggested as a limiting factor for the rate of 
cold-induced thermogenesis and consequently 
delaying hypothermia. The evidence supporting 
this hypothesis in humans is not convincing and 
the hypothesis has yet to be tested in a 
rigorous manner using a full heat balance 
analysis. This study re-investigated whether 
enhancing energy substrate mobilization by 
feeding cold-exposed subjects would improve the 
rate of cold- induced hypothermia and affect 
heat debt as well as rectal and mean skin 
temperatures. Nine healthy semi-nude fasted 
subjects were exposed to 5C temperatures on 
three occasions following the ingestion at minute 
0 and 90 of either a placebo, pure 


1 
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carbohydrates, or a high-carbohydrate bar. 
e CA LS SC 


island eee and Appeals 
Commission (P.E..) : Annual report 
1991-92 
Charlottetown : The Commission, 1992. 
ill. CS! 62138.001. ISBN 0-9694368-3-1 
MICROLOG 94-01763 1 fiche 


This annual report outlines the activities and 
achievements of the Commission. It contains 
divisional reports and selected statistics. 

AP PL PR PW SC 


Juvenile justice and youth crime in 
Nova Scotia : a research and 
discussion paper 
by S. McCrossin. Halifax : Nova Scotia Youth 
Secretariat, 1993. iv, 57 p. : ill. Bibliogr. 
MICROLOG 94-01821 1 fiche 


There has been a great deal of public concern 
recently about youth crime in Nova Scotia 
which appears to be a reaction to a perceived 
rise in crime among the youth population. The 
Purpose of this paper is to provide information 
to help foster an informed discussion of juvenile 
justice. It presents a statistical report on the 
current situation of youth crime in Nova Scotia. 
It also provides a survey of juvenile-justice 
history in Canada, as well as a critique of 
present juvenile-justice practices and the recent 
attention oe to the Youth Offenders Act. 

AP JU PR SA 


Kelliher arsenic removal study 


by J. Magyar. Regina : Saskatchewan 
Environment and Public Safety, 1992. à, 
29 p. : ill. Bibliogr. 

MICROLOG 94-01689 1 fiche 


A field study was conducted at the Kelliher 
water treatment facility to determine its 
effectiveness in removing arsenic from the raw 
water supply. The current treatment process 
uses potassium permanganate as a preoxidant 
followed by manganese greensand filtration. 
Tests were conducted on site to ensure 
optimum performance of the treatment process, 
including tests for colour, turbidity, iron, and 
manganese. Single samples for laboratory 
analysis were also obtained to determine the 
removal efficiency of arsenic from the raw 
water supply and the treatment process was 
optimized with respect to chemical feeds and 
fiter operations for iron and manganese 
removal. 

EV MS PR SC 


Kinetics of pesticide volatilization from 
the surface of water 
by RJ. Maguire. Burlington, Ont. : Canada 
Centre for Inland Waters, National Water 
Research Institute, 1990. 21 p. : ill. Bibliogr. 
(NWRI contribution ; 90-158) 
MICROLOG 94-01964 1 fiche 


This work demonstrates for the first time the 
importance of the volatilization of pesticides 
from the surface microlayer after they are 
sprayed on water. It provides direct 
laboratory evidence of fast volatilization of 
fenitrothion and deltamethrin from the surface 
of sprayed water. This phenomenon must be 
taken into account in attempts to calculate mass 
balances for sprayed pesticides in aquatic 
ecosystems. 

CA EV NR SC 


Labour market problems and mental 
health : a panel study of Canadian 
youth in transition from school to 
work 
by T.F. Hartnagel and H. Krahn. Edmonton : 
University of Alberta, Dept. of Sociology, 
1992. 26 p. Bibliogr. (Research discussion 
paper ; no. 94) Paper presented to the 
Canadian Sociology and Anthropology 


68 p. : 


Association. ISSN 0317-2473 
MICROLOG 94-02147 1 fiche 


The present research uses a longitudinal, panel 
design to examine the impact of labour market 
difficulties on psychological well-being in a 
sample of recent Canadian high school and 
university graduates. In considering the effect 
of labour market problems we distinguish 
between unemployment and underemployment, a 
potentially important distinction given the growing 
number of part-time jobs. A multivariate 
analysis strategy which controls, among other 
variables, for initial level of psychological well- 
being is employed. This baseline measure of 
mental health acts, in effect, as a proxy for a 
variety of other variables affecting mental 
health, and permits a test of the causal impact 
of labour market problems and school-to-work 
transititon on change in psychological well-being 
during the intervening time period. The 
increasingly prolonged transition, at least in 
urban Canada, from school to work and from 
youth to adulthood provides the context for 
examining the possible impact of transition 
Status on mental health, as well as the possible 
interaction between labour market difficulties and 
transition status in influencing change in mental 
health. 

AL ED HE LA PR SA 


Land use goals workbook 
Victoria : Commission on Resources and 
Environment, 1993. 74 p. At Head of title: 
Towards a land use Strategy. 
MICROLOG 94-01486 1 fiche 


The commission was established in 1992 to 
develop for public and government consideration 
a British Columbia wide strategy for land use 
and related resource and environmental 
management. This workbook was produced to 
obtain the detailed advice and comment of the 
public on the proposed Land Use Goals. It 
includes background information on the need 
for, and definition of, a land use strategy; the 
overall direction and vision; the concept of a 
land use charter; and the movement from 
goals to policies. Information is given and 
goals are suggested for the environment, 
natural resource lands, protected areas, human 
settlement, the coastal zone and shorelands, 
economic development, transportation, 
conservation of energy and materials, cultural 
heritage, and aboriginal peoples. 

BC PL PR SC 


Land use strategy framework, goals 

and planning options : draft 

discussion paper 
British Columbia. Commission on Resources and 
Environment. Victoria : The Commission, 
1993. 87 p. : ill Background report no. 93- 
05 


MICROLOG 94-01472 1 fiche 


The commission was established in 1992 to 
develop for public and government consideration 
a British Columbia wide strategy for land use 
and related resource and environmental 
management. This document outlines the 
background to the mandate and presents the 
commission’s concept of a provincial land use 
strategy with a work plan for its development 
that takes into consideration the current 
planning system, First Nations considerations, 
previous proposals for reform, issues and 
concerns, design principles and defining 
questions, and options for discussions. 

BC PL PR SC 


Langue maternelle : Recensement du 
Canada, 1986 : Canada, provinces et 
territoires : régions métropolitaines de 
recensement 
Ottawa : Multiculturalisme et citoyenneté, 
Mutticutturalisme, Politiques et recherches, 
1989. viii, 156 p. Bilingue (Mother tongue : 
1986 Census of Canada... 
MICROLOG 94-02046 2 fiche 


Les statistiques sommaires du recensement de 
1986 conçernant les langues maternelles 
montrent qu'un pourcentage important de 
personnes qui ont déclaré une langue 
minoritaire comme langue maternelle ont 
déclaré au moins une autre langue maternelle. 
Ce document donne des tableaux montrant le 
nombre total de fois où chaque langue a été 
ciée en tant que langue maternelle et la 
mesure dans laquelle chacune d'ellk a fait 
l'objet d'une réponse unique ou multiple. Pour 
les réponses multiples on fait état de toutes les 
combinaisons entre l'anglais, le français et une 
autre langue. On offre des renseignements 
par provinces ou territoires, et ensuite par 
régions métropolitaines. 

e CA CU MU 


Langues officielles : Rapport annuel 
1990-91 
Ottawa : Secrétariat d'Etat du Canada, 1991. 
vii, 89, vi, 87 p. : ill Bibliogr. Bilingue. 
CSI 21120.003. ISBN 0-662-59038-4 
MICROLOG 94-01762 3 fiche 


Ce document présente le rapport annuel sur 
les questions relevant de la mission du 
Secrétaire d'Etat en matière de la coordination 
de la politique fédérale auprès des langues 
officielles. | présente les faits saillants des 
activités entreprises par les programmes des 
Langues officielles dans l'enseignement et de la 
Promotion des langues officielles. En annexes 
on inclut des statistiques qui décrivent la 
situation des minorités linguistiques à travers le 


pays. 
CA PA 


Langues officielles : Rapport annuel 
1991-92 
Ottawa : Secrétariat d'Etat du Canada, 1992. 
vi, 48, vi, 47 p. Bilingue. CSI 21120.003. 
ISBN 0-662-59467-3 
MICROLOG 94-01633 2 fiche 


Ce document présente le rapport annuel sur 
les questions relevant de la mission du 
Secrétaire d'Etat en matière de langues 
officielles. ll présente les faits saillants des 
activités entreprises par les programmes des 
Langues officielles dans l'enseignement et de la 
Promotion des langues officielles. Ensuite il 
contient un exposé détaillé des grands thèmes 
de la politique linguistique. 

CA PA 


Leaving school : results from a 
national survey comparing school 
leavers and high school graduates, 
18 to 20 years of age 
prepared by: Sid Gilbert...et al. ; edited by 
Mary Sue Devereaux. Ottawa : Human 
Resources and Labour Canada, 1993. vii, 


72 p. : ill. Bibliogr. French ed. (Après 
l'école : résultats d'une...) : 94-01824/1. ISBN 
0-662-20944-3 


MICROLOG 94-01825 1 fiche 


The number of high school dropouts and the 
factors influencing premature school departure 
are strategic indicators of school system 
functioning. In light of traditionally high 
estimates of non-completion, Employment and 
Immigration Canada commissioned Statistics 
Canada to conduct a School Leavers Survey to 
estimate the magnitude of the problem and to 
identity the circumstances associated with 
dropping out. This document contains the 
survey findings. It focuses on the who the 
leavers are, academic performance, part-time 
employment during the school term, patterns of 
student deviance, and labour markei and life 
outcomes. 

CA ED 


Lexique constitutionnel 
par C. Goulet. Ottawa : Bureau de la 
traduction, Direction de la terminologie et des 
services linguistiques ; Ministère de la justice, 
1993. xiv, 279 p. Bibliogr. (Bulletin de 
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ce EEE EEE 


terminologie ; 220) Bilingue (Constitutional 
glossary). ISBN 0-660-58852-8 
MICROLOG 94-02132 4 fiche 


Cette publication contient environ mille termes 
qui ont été relevés dans les ouvrages 
pertinents du domaine. Ces termes ont été 
également attestés dans les principaux arrêts 
en matière constitutionnelle et dans d'autres 
documents dont l'usager trouvera la liste 
complète à la fin de cette publication. 

CA PA 


Des Liens à créer : rapport de la 

Conférence nationale sur le tourisme, 

la culture et le multiculturalisme 
Contérence sur le tourisme, la culture et le 
multicuhturalisme (1988 : Montréal, Québec). 


Ottawa : Multiculturalisme et citoyenneté 
Canada, 1988. 23, 23 p. : ill. Bibliogr. 
Bilingue (Making connections : report on the 
National...). 


MICROLOG 94-02045 1 fiche 


La Conférence nationale sur le tourisme, la 
culture et le multiculturalisme a souligné 
l'importance de créer des liens et de coopérer 
à la création d'un produit touristique bien 
planifié, diversifié et attirant. Le rapport de la 
conférence nationale résume quelques-uns des 
exposés et des discours présentés du 17 au 
19 avril, à Montréal. L'historique de 
l'événement, une synthèse des points marquants 
de la conférence ainsi qu'une liste d'ouvrages 
de référence le complètent. 

e CA CU 


Lignes directrices révisées pour la 

surveillance médicale des travailleurs 

sous rayonnements 
Canada. Commission de contrôle de l'énergie 
atomique. Groupe des conseillers médicaux. 
Ottawa : la Commission, 1993. 6, 6 p. 
Bibliogr. (Rapport ; INFO-0452) Bilingue 
(Revised guidelines for the medical...). 
MICROLOG 94-01522 1 fiche 


Ces lignes directrices ont été élaborées pour 
l'utilisation et la gouverne des médecins au 
travail qui s'occupent de la surveillance 
médicale des travailleurs qui sont 
professionnellement exposés aux rayonnements 
ionisants. On y examine précisément les points 
suivants: examen médical préalable à une 
affectation, examens de santé périodiques et à 
la cessation d'emploi, contrôles des doses et 
des rayonnements; examen médical après une 
blessure ou une maladie dossiers médicaux 
personnels; avis médicaux à la direction, et, 
avis médicaux aux travailleurs. 

CA HE LA PS SC 


Lignes directrices sur l'assistance à 
offrir en cas de surexpositions 
professionnelles aux rayonnements 
ionisants 
Canada. Commission de contrôle de l'énergie 
atomique. Groupe des conseillers médicaux. 
Ottawa : la Commission, 1993. 
Bibliogr. (Rapport ; INFO-0450) 
(Guidelines for counselling after 
occupational...). 
MICROLOG 94-01535 1 fiche 


Ce document présente les lignes directrices sur 
l'assistance à offrir en cas surexpositions 
professionnelles aux rayonnements ionisants. On 
y aborde précisément les points suivants: 
principes généraux; traitement des cas; 
fécondation, grossesse et allaitement; expositions 
internes et externes; renvoi à l'hôpital, 
considérations administratives; et, irradiation du 
corps entier et non uniformes. 

CA HE LA PS SC 


Bilingue 


The Limnology of Kitlope Lake : a 
cold glacially-turbid sockeye salmon 
Oncorhynchus nerka nursery lake 
by J.G. Stockner...et al. West Vancouver, 
B.C. : Dept. of Fisheries and Oceans, 


i, 23, i, 20 p. 


Fisheries Research Branch, West Vancouver 
Laboratory, 1993. iv, 35 p. : ill Bibliogr. 
(Canadian technical report of fisheries and 
aquatic sciences ; no. 1909) ISSN 0706-6457 
MICROLOG 94-01871 1 fiche 


Clear and dystrophic lakes in British Columbia 
have been extensively studied but less is known 
about the limnological characteristics of glacially- 
turbid systems. The principal objective of this 
report was to consolidate and evaluate all of 
the limnological information on Kitlope Lake. 
Another objective was to evaluate the 
responses of the plankton community during the 
2 years of nutrient additions to the lake. The 
report is also intended to contribute to further 
studies of both the lake and drainage basin 
and may aid in the formulation of long-term 
plans for resource management within the 
Kitlope drainage basin. 

BC CA CF LS SC 


The Linkages between education and 
employment in Canada and the 
United Kingdom : a comparative 
analysis 
by D. Ashton, F. Green and G. Lowe. 
Edmonton : University of Alberta, Dept. of 
Sociology, 1992. 22 p. Bibliogr. (Research 
discussion paper ; no. 92) ISSN 0317-2473 
MICROLOG 94-02149 1 fiche 


The educational attainment of the Canadian and 
British labour forces and the current 
educational enrolment of the two adult 
populations are contrasted. ae data from 
Canada's 1989 General Social Survey and the 
United Kingdom's 1989 Labour Force Survey, 
the similarities and differences in how these 
key indicators of human capital development 
vary by age, gender and occupation are 
examined. 

AL ED LA PR 


List of school boards in Ontario, 
1993 


Toronto : Ministry of Education and Training, 
1993. 14 p. Bilingual (Liste des conseils 
scolaires...). CS! 55108.007. ONTERIS: 
ON06682. 

MICROLOG 94-01563 1 fiche 


This document lists Boards of Education, 
County and District Combined Roman Catholic 
Separate School Boards; Secondary School 
Boards; District School Area Boards, Roman 
Catholic Separate Schoo! Boards, Protestant 
Separate School Boards; Hospitals and 
Treatment Centres; and French Language 
School Boards. For each board it provides an 
address, telephone and fax no. 

ED ON PR 


Liste des conseils scolaires de 

l'Ontario, 1993 
Toronto : Ministère de l'éducation et de la 
formation, 1993. 14 p. Bilingue (List of school 
boards...). CS! 55108.007. ONTERIS: 
ON06682. 
MICROLOG 94-01563 1 fiche 


Donne la liste des organismes suivants: les 
conseils scolaires; les conseils des écoles 
séparées catholiques de comté et de district, le 
conseil d'école secondaire; les conseils scolaires 
de district (écoles publiques), les conseils des 
écoles séparées catholiques; le conseil d'école 
séparée protestante, les hôpitaux et centres de 
traitement, et, les conseils d'écoles françaises. 
Pour chacun on donne l'adresse, et les 
numéros de téléphone et de télécopieur (fax). 
ED ON PR 


Literature search on the 
environmental impacts of tar sands 
operations 
by D. Birkholz and S. Prendergast. Burlington, 
Ont. : Canada Centre for Inland Waters, 
National Water Research Institute, 1990. 
164 p. : maps. Bibliogr. (NWRI contribution ; 


90-92) 
MICROLOG 94-02061 2 fiche 


A literature search was performed to assess 
the chemistry, analytical methods and biological 
impacts of current and potential effluents and 
discharges, including effluents from processing 
plants and tailings ponds leachates, from tar 
sands plants on the Athabasca River. Some 
data deficiencies and research needs are 
noted. 

CA EN EV SC 


Livre blanc sur les routes du XXle 

siecle 
Fredericton : le Province, 1993. 18, 17 p. : ill. 
Bibliogr. Bilingue (Highways for the next...). 
MICROLOG 94-01781 1 fiche 


L'économie du Nouveau-Brunswick et le public 
voyageur ne peuvent pas attendre vingt ans ou 
trente ans pour que ces routes soient 
reconstruites. Ce réseau routier doit être 
construit immédiatement. Le réseau routier 
continuera de se détériorer si des mesures ne 
sont pas prises immédiatement pour réduire les 
charges des camions, limiter les points d'accès 
et les panneaux-réclames en bordure de la 
route. Ce livre blanc expose les objectifs d'un 
nouveau réseau routier et explique les 
directives qui seront mises en oeuvre pour 
atteindre ces objectifs. 

AP PR SC TR 


Localisation des populations 
immigrées et ethnoculturelles au 
Quebec 
Ottawa : Gouvernement du Québec, Ministére 
des communautés culturelles et de 
l'immigration, 1992. 165 p. Bibliogr. ISBN 
2-551-14921-5 
MICROLOG 94-02089 2 fiche 


Ce répertoire de localisation des populations 
immigrées et ethnoculturelles dans la région 
métropolitaine de recensement (RMR) de 
Montréal intéressera tous ceux intéressés à la 
distribution spatiale des principales communautés 
culturelles du Québec. Cet ouvrage porte sur 
la localisation des principaux groupes des 
communautés culturelles. li s'en tient aux seuls 
groupes dont le nombre est suffisamment élevé 
pour s'assurer que la concentration résidentielle 
telle qu'illustrée par les cartes ne soit pas mal 
interprétée en raison des petits effectifs 
concernés. Le répertoire s'attarde surtout aux 
populations, ou aux regroupements de 
populations de plus de 10 000 personnes sur 
le territoire de la RMR. 

PR QU SA 


Loi sur l’assurance-récoite : Rapport 
annuel 1990-91 
Ottawa : Agriculture Canada, 1991. 
ill, Bilingue. CSI 21100.020. 
MICROLOG 94-02010 1 fiche 


Les programmes d'assurance-récolte offrent aux 
agriculteurs une protection de base contre les 
pertes de récoltes, sous la forme d'une 
garantie de production et à un coût que 
peuvent assumer la plupart des producteurs et 
des contribuables. Ce document présente le 
rapport annuel du ministère de la Loi sur 
l'assurance-récolte. Y inclut sont des 
renseignements sur le rôle du gouvernement 
fédéral, les cultures assurables par catégorie, 
des statistiques sur la participation et les 
contributions, les pertes de récolte, les 
contributions financières fédérales, et les 
indicateurs de rendement. 

AG CA CO SC 


16/2167 pie: 


Making connections : report on the 

National Conference on Tourism, 

Culture and Multiculturalism 
Conference on Tourism, Culture and 
Multiculturalism (1988 : Montréal, Quebec). 
Ottawa : Multiculturalism and Citizenship 
Canada, 1988. 23, 23 p. : ill. Bibliogr. 
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Bilingual (Des Liens à créer : rapport de 
la...). 
MICROLOG 94-02045 1 fiche 


The emphasis of the Conference was on the 
importance of making connections and on the 
need to work together in developing a well 
planned, diversified and attractive tourism 
product. This report summarizes some of the 
presentations and speeches given on April 17 
through 19 in Montreal. The background to the 
Conference, a summary of the major 
presentations, and a list of references complete 
the documentation. 

e CA CU 


Making environmental regulations 
work : AMO’s response to the 
Environmental Bill of Rights 
Association of Municipalities of Ontario. 
Toronto : The Association, 1993. 22 p. 
(Policy response series ; ENV93R01) ISBN 
1-55140-010-3 
MICROLOG 94-01691 1 fiche (Available on 
fiche only) 


This report was prepared to express the 
association's concerns with Bill 26, An Act 
respecting Environmental Rights in Ontario. The 
Bill was extensively reviewed by a working 
group formed in August 1993, including meeting 
with relevant government staff for clarifications. 
The report provides background information on 
the Bill and describes the proposed 
implementation schedule and its features, then 
details the association's major concerns. These 
include uncertainties about instruments and 
other pieces of legislation; the appeals process; 
delegated authority; applications for review and 
investigation; and the cost of the system. 
Recommendations are also included. 

EV MU ON PR SC 


Manitoba. Bureau du médecin légiste 
en chef : Rapport statistique annuel 
1991 
Winnipeg : le Bureau, 1992. 
Bilingue. CSI 42151.002. 
MICROLOG 94-01883 1 fiche 


Le Personnel du Bureau est chargé de mener 
des enquêtes et des investigations sur tous les 
décès résultant d'actes de violence et survenus 
de manière inattendue ou inexpliquée ou en 
l'absence de soins médicaux, ainsi que 
d'attester de ces morts. D’autres enquêtes 
visent certains décès ayant lieu dans des 
hôpitaux et des établissements. On présente 
des statistiques sur des catégories de décès: 
homicides, suicides, accidents routiers et non 
routiers, décès naturels, et enfants confiés à 
un office de services à l'enfant et à la famille, 
mort subite du nourrisson, et décès dont la 
cause est inconnue. En terminaison on donne 
des sommaires des enquêtes médico-légales et 
des recommandations judiciaires. 

JU MS PR 


Manitoba. Credit Union Stabilization 
Fund : Annual report 1982-83 : 
supplementary report 
Winnipeg : The Fund, 1993. 27 p. 
MICROLOG 94-01664 1 fiche 


This annual report outlines the activities and 
achievements of the Fund. It contains financial 
statements. 

CO MS PR 


Manitoba. Credit Union Stabilization 
Fund : Annual report 1986 
Winnipeg : The Fund, 1987. 35 p. : ill. 
MICROLOG 94-01647 1 fiche 


This annual report outlines the activities and 
achievements of the Fund. It contains financial 
Statements, a staff listing, and operational 
reports. 

CO MS PR 


19,16. p. 


Manitoba. Insurance Branch : Annual 
report 1993 : business of 1992 
Winnipeg : The Branch, 1993. 67 p. 
CS! 42157.001. 
MICROLOG 94-01927 1 fiche 


The mandate of the Branch is to protect the 
consumer while facilitating the transaction of the 
business of insurance in Manitoba. Annual 
report includes information on federally and 
provincially licensed companies, statements of 
provincial companies, a list of licensed 
insurance companies, a comparative summary 
of premiums and losses, property and casualty 
classes of insurance, life insurance, fraternal 
societies and reciprocal exchanges. 

CO MS PR 


Manitoba. Office of the Chief Medical 
Examiner : Annual review 1991 
Winnipeg : The Office, 1992. 16, 19 p. 
Bilingual. CSI 42151.002. 
MICROLOG 94-01883 1 fiche 


The Office of the Chief Medical Examiner 
investigates and certifies all deaths by violence, 
as well as unexpected, unexplained or 
unattended deaths, and in some circumstances 
certain hospital and institutional cases. The 
annual report reviews types of deaths 
investigated and certified including homicides, 
suicides, traffic accidents, non-traffic accidents, 
natural deaths, children-in-care, sudden infant 
syndrome, and undetermined deaths. Includes 
a summary of inquests and judicial 
recommendations. 

JU MS PR 


Manitoba agriculture yearbook, 1992 
Winnipeg : Manitoba Agriculture, 1993. 
maps. CSI 41100.004. ISSN 0084-3865 
MICROLOG 94-01654 2 fiche 


Annual compilation of data on agriculture in 
Manitoba, including a review of farm production, 
cash receipts, and farm net income for the 
year. Production of crops, livestock, other 
products, resources, weather, sources and 
methods are also discussed. Data is given for 
various years to the present in cooperation 
with Statistics Canada. 

AG MS PR SC 


Manitoba Milk Producers’ Marketing 
Board : Annual report 1992-93 


Winnipeg : The Board, 1993. 43 p. : ill. 
CSI 42131.001. 
MICROLOG 94-02058 1 fiche 


Annual report for 1992-93 of the Board, 
presenting information on transportation, multiple 
component pricing, allowable production quota, 
cream market share quota, prices paid by 
processors for each class of utilization federal 
support prices and subsidies, a volume analysis 
by classification, total allowable production quota, 
milk pricing, and a review of milk production 
and marketing. Financial statements and board 
orders and regulations are included. 

AG CO MS PR SC 


Maritime Provinces post-secondary 
programme profile 
Fredericton : Maritime Provinces Health 
Education Commission, 1993. iv, 24 p. 
Bilingual (Programmes dans les 
établissements...). CS! 32109.004. 
MICROLOG 94-01758 1 fiche 


This document provides an inventory of 
programmes approved by the Maritime 
Provinces Higher Education Commission for the 
institutions within its purview. The information is 
presented in two sections: Section | shows 
university-level programmes, and Section II 
shows applied arts and technology programmes. 
AP ED PR 


176 p. : 


The Market for bottled drinking 
water in Mexico : information for 
Canadian businessmen 


Canada. Embassy (Mexico). Commercial 
Division. Mexico City : The Division, 1992. 
15 p. 

MICROLOG 94-02108 1 fiche 


This document provides information for 
Canadian businessmen on the market for 
bottled drinking water in Mexico. Information 
on the 1990 population census is provided as 
well as the import of bottled water. The 
international trade policy, import duties and 
VAT, distribution channels, import requirements, 
doing business in Mexico, foreign exchange, 
documentation requirements, quotations and 
payment, transportation, retail market, and other 
contacts are all discussed. Includes lists of 
Mexican importers/distributors and retail 
distribution of bottled water, Mexican importers, 
distributors, representatives and retail outlets 
for processed foods and beverages, and 
Mexican bottlers of mineral and purified 

drinking water. 

CA CO EX 


Market perspectives : Canadian 
seafood products 


by A. O’Rielly. Ottawa : Task Force on 
Incomes and Adjustment in the Atlantic 
Fishery, 1993. iv, 26 p. : il. ISBN 
0-662-21 155-3 

MICROLOG 94-01866 1 fiche 


This document outlines the prognosis for 
commercial seafood markets in the United 
States, Western Europe and the Pacific Rim. 
Sector summaries are given for shellfish 
(shrimp, lobster, crab, scallop), pelagics 
(herring, mackerel, capelin), and groundfish 
(cod, redfish, flatfish). 

AP CA CF CO FI SC 


Market research study on the 

Mexican market for food processing 

and packaging equipment 
by C. Vérut. Mexico City : Canadian Embassy, 
1992. 32 p. 
MICROLOG 94-02111 1 fiche 


This market study has been prepared to assist 
Canadian firms interested in exporting to 
Mexico. It discusses the food processing and 
packaging equipment industry and provides the 
economic environment in Mexico, a market 
assessment, the end user sectors, and market 
access. 

CA CO EX 


Market study for sporting goods and 
leisure products in Mexico 


by C. Vérut Mexico City : Canadian Embassy, 
1990. 29 p. 
MICROLOG 94-02077 1 fiche 


This market guide booklet has been prepared 
with the problems inherent to the initiating 
exporter in mind. It provides some 
background information, the economic 
environment and a market assessment of 
Mexico, imports, domestic production and an 
end user profile. Market access is also 
included, as well as registration procedures for 
the selling to the Mexican government or its 
decentralized government agencies, and a list 
of trade associations and potential 
agents/representatives. 

CA CO EX 


Market study on educational systems 

in Mexico 
Mexico City : Canadian Embassy, 1990. 26 p. 
MICROLOG 94-02102 1 fiche 


This market guide booklet has been prepared 
with the problems inherent to the initiating 
exporter in mind. Presents some background 
information, the economic environment, and a 
market assessment on training, educational 
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systems, equipment, books, maps and charts. 
Information is also presented on the Mexican 
school and training systems, and market 
access. Registration procedures for selling to 
the Mexican Government or its decentralized 
government agencies are provided, as well as 
lists of trade associations, school training 
programs, and potential agents/representalives. 
CA CO EX 


Market study on forestry harvesting 
and woodworking equipment in 


Mexico 
by C. Vérut. Mexico City : Canadian Embassy, 
1990. 24 p 


MICROLOG 94-02104 1 fiche 


This document was designed to assist Candian 
firms interested in exporting forestry harvesting 
and woodworking equipment to Mexico. 
Presents some background information, the 
economic environment and a market 
assessment. Information is also presented on 
the Mexican forestry sector, regulations, and 
market access. Lists of industrial chambers 
and associations, useful government agencies, 
agents and distributors, principal Mexican 
forestry developers and sawmill manufacturers 
in Mexico, as well as a location map are 
included. 

CA CO EX 


Market study on lumber and wood 
products 
by C. Vérut. 
1992. 44 p. 
MICROLOG 94-02097 1 fiche 


This report is designed to assist Canadian 
firms interested in exporting lumber and wood 
producis to Mexico. it provides some 
background information, as well as information 
on the economic environment and a market 
assessment. Information is also provided for 
prefabricated housing, construction, furniture, 
and end users. Regulations and market 
access is also provided. Lists of industrial 
chambers and associations, useful government 
agencies, agents and distributors, principle 
Mexican forestry developers and sawmill 
manufacturers .in Mexico, and prefabricated 
housing distributors are included. 

CA CO EX 


Mexico City : Canadian Embassy, 


Market study on telecommunications 
equipment and systems in Mexico 
by C. Vérut. Mexico City : Canadian Embassy, 
1991. 44 p. 
MICROLOG 94-02079 1 fiche 


This market study has been prepared to assist 
Canadian firms interested in exporting to 
Mexico. Background information is provided, 
as well as information on the economic 
environment of Mexico, telecommunciations in 
Mexico, Mexico's telecommunications 
infrastructure, a market assessment, an end 
user profile, and market access. Lists of 
industrial chambers and associations, Mexican 
Government ministries, major buyers and 
decentralized agencies, and distributors of 
telecommunications equipment are included. 
CA CO EX 


Market study on the automotive 
industry and auto parts industry in 
Mexico 

by C. Vérut. 

1991. 36 p. 

MICROLOG 94-02117 1 fiche 


This market study has been prepared to assist 
Canadian firms interested in exporting to 
Mexico. It discusses the automotive and auto 
parts industry and provides the economic 
environment in Mexico, a market assessment, 
the end user sectors, and market access. 

CA CO EX 


Mexico City : Canadian Embassy, 


Market study on the Mexican 
consumer products distribution 


system 
by C. Vérut. Mexico City : Canadian Embassy, 
1992. 82 p. 


MICROLOG 94-02081 1 fiche 


This market study has been prepared lo assist 
Canadian firms interested in exporting to 
Mexico. It provides background information, 
the economic environment of Mexico, a market 
assessment, the distribution of consumer 
products, and market access. Lists of 
chambers and associations, major 
supermarkets, department stores chain stores 
and distributors are included. 

CA CO EX 


Market study on the Mexican iron 
and steel industry 
by C. Vérut. 
1991. 26 p. 
MICROLOG 94-02105 1 fiche 


This market study has been prepared to assist 
Canadian firms interested in exporting iron and 
steel to Mexico. Presents some background 
information, the economic environment, a 
market assessment, end users, and market 
access. Lists of industrial chambers and 
associations, useful government ministries and 
agencies, and distributors and representatives 
are included. 

CA CO EX 


Market study on the Mexican market 

and distribution system for fish and 

fish products 
Ottawa : External Affairs and International Trade 
Canada, 1991. 17 p. 
MICROLOG 94-02110 1 fiche 


This market study has been prepared to assist 
Canadian firms interested in the Mexican 
market and distribution system for fish and fish 
products. Provides some background 
information, as well as the economic 
environment, a market assessment on apparent 
consumption, imports and domestic production, 
distribution and market access. 

CA CO EX 


Market study on the Mexican market 
for building products and materials 
by C. Vérul. 
1992. 38 p. 
MICROLOG 94-02112 1 fiche 


This market study has been prepared lo assist 
Canadian firms interested in exporting to 
Mexico. It discusses the building products and 
materials industry and provides the economic 
environment in Mexico, a market assessment, 
the end user sectors, and market access. 

CA CO EX 


Market study on the Mexican market 
for computers and software 


by C. Vérut. 
1991. 39 p. 
MICROLOG 94-02101 1 fiche 


This market study has been prepared to assist 
Canadian firms interested in exporting 
computers and software to Mexico. Presents 
some background information, the economic 
environment, a market assessment in terms of 
the total market for computers and the Mexican 
hardware and software market, end users and 
market access. Lists of industrial chambers 
and associations, useful Mexican government 
and decentralized ministries and agencies, and 
potential agencies and distributors are included. 
CA CO EX 


Mexico City : Canadian Embassy, 


Mexico City . Canadian Embassy, 


Mexico City : Canadian Embassy, 


Market ca on the Mexican market 
for electrical distribution equipment 
by C. Vérut. Mexico City : Canadian Embassy, 
1991. 31 p: 
MICROLOG 94-02113 1 fiche 


This market study has been prepared to assist 
Canadian firms interested in exporting to 
Mexico. It discusses the electrical distribution 
equipment industry and provides the economic 
environment in Mexico, a market assessment, 
the end user sectors, and market access. 

CA CO EX 


Market study on the Mexican market 

for electronic components 
by C. Vérut. Mexico City : Canadian Embassy, 
1991. 26 p. 
MICROLOG 94-02103 1 fiche 


This document was designed to assist Canadian 
firms interested in exporting electronic 
components to Mexico. Provides some 
background information, the economic 
environment and a market assessment in terms 
of imports and domestic production. 

Information on end users in the computer 
industry, telecommunications, consumer 
electronics and office equipment are included, 
as well as on market access. Lists of 
industrial chambers and associations, useful 
government agencies, and agents and 
distributors are included. 

CA CO EX 


Market study on the Mexican market 

for home and office furniture 
by C. Vérut. Mexico City : Canadian Embassy, 
1992. 27 p. 
MICROLOG 94-02114 1 fiche 


This market study has been prepared to assist 
Canadian firms interested in exporting to 
Mexico. it discusses the home and office 
furniture industry and provides the economic 
environment in Mexico, a market assessment, 
the end user sectors, and market access. 

CA CO EX 


Market study on the Mexican market 


for hotel and restaurant equipment 


and supplies 


by C. Vérut. 
1991. 35 p. 
MICROLOG 94-02080 1 fiche 


This market study has been prepared to assist 
Canadian firms interested in exporting to 
Mexico. It provides background information, as 
well as the economic environment and a 
market assessment of Mexico. A profile of 
end users are also included along with 
information on investments and financing, 
projects, and market access. Includes a list of 
industrial chambers and associations, useful 
government agencies, agents and distributors, 
and leading hotel chains in Mexico. 

CA CO EX 


Mexico City : Canadian Embassy, 


Market study on the Mexican market 

for industrial process control 

instruments and equipment 
by C. Vérut. Mexico City : Canadian Embassy, 
1991. 30 p. 
MICROLOG 94-02074 1 fiche 


This market study has been prepared to assist 
Canadian firms interested in exporting to 
Mexico. While an effort has been made to 
examine the most important aspects of this 
sector, the study is not exhaustive. Companies 
will have to tailer their marketing approach 
according to their particular interests and 
circumstances. This document provides some 
background, the economic environment, a 
market assessment, end users and market 
access by industrial chambers and associations, 
useful government agencies and agents and 
distributors. 

CA CO EX 


40 
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Market study on the Mexican market 

for instruments and laboratory 

equipment 
by C. Vérut. 
1993. 26 p. 
MICROLOG 94-02098 1 fiche 


This document was designed to assist Canadian 
firms interested in exporting instruments and 
laboratory equipment to Mexico. It provides 
some background information, the economic 
environment, a market assessment in terms of 
imports and domestic production, end users, 
and market access. Lists of industrial 
chambers and associations, useful government 
agencies, and agents and distributors are 
included. 

CA CO EX 


Mexico City : Canadian Embassy, 


Market study on the Mexican market 

for machine tools and metalworking 

equipment 
by C. Vérut. 
1991. 30 D: 
MICROLOG 94-02107 1 fiche 


This document was designed to assist Canadian 
firms interested in exporting machine tools and 
metalworking equipment to Mexico. Provides 
some background information, the economic 
environment, a market assessment in terms of 
imports and domestic production, end users in 
government agencies, the automotive and steel 
industries, and others, and market access. 
Updated information is also included for the 
market assessment, end users and market 
access. Lists of industrial chambers and 
associations, useful government agencies, and 
agents and distributors are included. 

CA CO EX 


Mexico City : Canadian Embassy, 


Market study on the Mexican market 
for materials handling equipment 


by C. Vérut. Mexico City : Canadian Embassy, 
1993. 22 p: 
MICROLOG 94-02115 1 fiche 


This market study has been prepared to assist 
Canadian firms interested in exporting to 
Mexico. It discusses the materials handling 
equipment industry and provides the economic 
environment in Mexico, a market assessment, 
the end user sectors, and market access. 

CA CO EX 


Market study on the Mexican market 

for meat and livestock products 
by C. Embassy Vérut. Mexico City : Canadian 
Embassy, 1991. 40 p. 
MICROLOG 94-02109 1 fiche 


This market study has been prepared to assist 
Canadian firms interested in exporting meat and 
livestock products to Mexico. It provides some 
background information, the economic 
environment, and a market assessment in 
terms of imports and local production of beef, 
pork, and poultry. Market access is also 
analyzed. A list of importers, distributors and 
users is included. 

CA CO EX 


Market study on the Mexican market 

for medical equipment and supplies 
by C. Vérut. Mexico City : Canadian Embassy, 
1993. 52 p. 
MICROLOG 94-02099 1 fiche 


This document was designed to assist Canadian 
firms interested in exporting medical equipment 
and supplies to Mexico. It provides some 
background information, the economic 
environment, a market assessment in terms of 
imports and domestic production, end users 
and market access. Lists of industrial 
chambers and associations, major private 
hospitals, useful government agencies, and 
agents and distributors are included. 

CA CO EX 


Market study on the Mexican market 
for plastics production, machinery, 
equipment and resins 
by C. Vérut. 
1992. 26 p. 
MICROLOG 94-02076 1 fiche 


This market study provides information on the 
Mexican market for plastics production. 
machinery, equipment and resins. It also 
provides some background information, an 
economic assessment and a market assessment 
of Mexico, market demand, imports and 
domestic production of plastics production, 
machinery, equipment, and plastic resins, and 
an end user profile. Market access is also 
described. Lists of industrial chambers and 
associations, useful government agencies, and 
potential distributors and representatives are 
included. 

CA CO EX 


Market study on the Mexican market 
for safety and security related 
products 
by C. Vérut. 
1992. 24 p. 
MICROLOG 94-02075 1 fiche 


This market study provides some background 
information on the security and safety related 
products industry in Mexico. It provides the 
economic environment of Mexico, a market 
assessment, domestic production, imports, best 
Sales prospects, security regulations, industrial 
safety, fires, security, and market access. It 
also provides a list of industrial chambers and 
associates, useful government ministries and 
agencies, and potential agents and distributors. 
CA CO EX 


Market study on the Mexican pulp 
and paper market 
by C. Vérut. 
1993. 39 p. 
MICROLOG 94-02100 1 fiche 


This document was designed to assist Canadian 
firms interested in exporting pulp and paper 
products to Mexico. Presents some background 
information, the economic environment, and a 
market assessment in terms of apparent 
consumption, imports and local production, as 
well as end users for both pulp and secondary 
fibres, and paper. Information on market 
access is also included, as well as lists of 
industrial chambers and associations, buyers, 
importers and representatives, pulp and paper 
Production matrix, major pulp manufacturers, 
and major paper manufacturers. 

CA CO EX 


Market study on the mining industry 
in Mexico 
Mexico City : Canadian Embassy, 1990. 
MICROLOG 94-02106 1 fiche 


This market guide booklet has been prepared 
with the problems inherent to the initiating 
exporter in mind. It provides some 
background information, the economic 
environment, a market assessment, end users, 
the Mexican mining sector, recent developments 
in the mining industry, and market access. 
Includes registration procedures for selling to 
the Mexican Government or its decentralized 
government agencies, trade associations and 
Principal mining companies in Mexico, and lists 
potential agents/representatives. 

CA CO EX 


29 p. 


Market study on the oil and 

petroleum industry in Mexico 
by C. Vérut. 
1990. 35 p. : maps. 
MICROLOG 94-02078 1 fiche 


This market guide booklet has been prepared 
with concerns of the exporter new to the 
Mexican market in mind. lt provides 


Mexico City : Canadian Embassy, 


Mexico City : Canadian Embassy, 


Mexico City : Canadian Embassy, 


Mexico City : Canadian Embassy, 


background information, an economic 
environment and market assessment of Mexico, 
best sales prospects and an end user profile. 
It also includes PEMEX's activities during 1989, 
and information on exploration, development, 
research, primary production, the industrial 
transformation, transportation and distribution, 
research and development, and projected 
activities. Market access is also discussed. 
Included is a listing of useful government and 
decentralized government ministries and 
agencies, instructions for registration of foreign 
firms as accepted suppliers to the Mexican 
government and its decentralized agencies, and 
a short list of potential importers/agents for oil 
equipment and related suppliers. 

CA CO EX 


The Match between education and 
occupation for immigrant women in 
Canada 


by M. Sorensen. Edmonton : University of 
Alberta, Dept. of Sociology, 1993. 26 p. 
Bibliogr. (Research discussion paper ; no. 
102) ISSN 0317-2473 

MICROLOG 94-02139 1 fiche 


Prior research indicates that many immigrant 
women are disadvantaged occupationally by 
virtue of their statuses as women and 
immigrants. Additionally, some investigators have 
found evidence to suggest that more educated 
immigrants are not receiving fair assessments 
of their credentials obtained outside of Canada. 
Based on a subsample of 1986 census data, a 
model was developed to assess the strength of 
the match between field of post-secondary 
education and type of occupation for immigrant 
women compared to immigrant men, Canadian- 
born women and Canadian-born men. The 
strength of the match between field of 
education and occupation was determined by 
employing logistic regression procedures. 

AL ED LA PR SA 


Mechanisms of oil recovery using 

the alkali/surfactant/polymer process 
by H.A. Nasr-El-Din, K.A Green and L.L. 
Schramm. Calgary, Alta. : Petroleum 
Recovery, 1992. vi, 74 p. : ill Bibliogr. 
CANMET contract: 23440-19037-01SQ-06S. 
MICROLOG 94-01470 1 fiche 


Results of study that examined the effects of 
slug size, core length, and a chase polymer on 
the effectiveness of the alkali/surfactant/polymer 
(A/S/P) process in recovering waterflood 
residual oil. Core flood experiments were 
conducted with unfired Berea sandstone cores 
and the incremental oil recovery, oil cut, 
pressure drop, and chemical propagation were 
measured for each flood. 

@ CA CM NR PS SC 


Mémoire présente au Conseil de la 

radiodiffusion et des 

télécommunications canadiennes 
voir Notes pour un allocution 


Metallurgical works in Canada : 

primary iron and steel, 1993 
Ottawa : Natural Resources Canada, Mining 
Sector, 1993. v, 48, v, 51 p. (Mineral bulletin ; 
MR 234) Bilingual (L'Activité métallurgique 
au Canada...). CSI 22155.002. ISBN 
0-660-58957-5 
MICROLOG 94-01655 2 fiche 


Detailed list of facilities, productive capacities, 
products and other data of companies that 
comprise the primary iron and steel industry in 
Canada as of January 1. Also included are 
the steel pipe and tube industry, the iron 
powder and ferrite industry, the capacity and 
capability of steel furnaces, and the number 
and capacity of pig iron furnaces, coke ovens 
and sinter plants. The information was obtained 
primarily by a questionnaire sent to all the 
companies concerned. Data is given by 
province. 

CA CO PS SC 
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Méthode de prévision des probabilités 
de gel et terminologie associée 
par R. Léonard. Montréal : Service de 
l'environnement atmosphérique, Région du 
Québec, 1991. 34 p. : ill. Bibliogr. (Note 
technique ; no 91N-001) 
MICROLOG 94-02041 1 fiche 


À chaque année au Québec, les gels 
printaniers et automnaux affectent le potager de 
tous et chacun. Plus important, ils causent de 
nombreuses pertes financières aux intervenants 
du milieu agricole. Ce document présente une 
méthode de prévision des probabilités de gel et 
terminologie associée. Une étude statistique est 
effectuée reliant l'écart des températures 
minimales entre l'abri et le gazon aux 
paramètres de l'échelle synoptique. On y 
développe une méthode de prévision des 
probabilités de gel et on propose une 
terminologie associée. 

CA EV QU SC 


Metropolitan Authority’s Burnside 
waste-to-energy facility : environmental 
assessment report 
see Environmental assessment report for the 
Burnside waste-to-energy facility 


Microwave power optimization for 
carbon activation : part of the 
Canada/Ontario Mineral Development 
Agreement : final report 


by |.S. Balbaa and S.J. Oda. Toronto : Ontario 


Hydro, Research Division, 1990. 23 p. : ill. 
Bibliogr. CANMET contract: 23440- 
99126006SQ. 

MICROLOG 94-01981 1 fiche 


The carbon-in-pulp process is a proven 
technology for gold recovery from gold leach 
pulps. ollowing gold stripping, the activity of 
the spent carbon is always lower than that of 
the fresh carbon. This program had 3 
objectives. These were to determine the energy 
requirements for the microwave reactivation of 
carbon used in the carbon-in-pulp process, to 
perform a preliminary economic evaluation 
based on optimum conditions determined from 
the tests, and to provide a basic concept of a 
pilot-scale microwave system for reactivating 
carbon. 

@ CA CM EN ON PR SC 


Les Mines au Canada, tour 

d'horizon : production, reserves, mise 

en valeur, exploration, 1991 
par A. Lemieux...et al. Ottawa : Ressources 
naturelles Canada, Secteur minier, 1993. vii, 
44, vii, 42 p. : ill (Bulletin minéral ; MR 233) 
Bilingue (Canadian mines, perspective...). 
CSI 21110.010. ISBN 0-660-58966-4 
MICROLOG 94-01895 2 fiche 


Le rapport est une évaluation, fondée en 
grande partie sur les données disponibles en 
1991, de la capacité d'approvisionnement futur 
en certains des principaux produits minéraux 
extraits du sol canadien. Il vise à déterminer 
si les ressources sont exploitées à des taux 
de production suffisants pour que le Canada 
demeure un important fournisseur de produits 
minéraux. On y examine en détail les 
tendances de sept métaux: le cuivre, le nickle, 


le plomb, le zinc, le molybdène, l'argent et l'or; 
quelques autres produits sont abordés plus 
brièvement. 

CA NR PS SC 


Les Minorités visibles au Canada : 
presentation graphique 
Ottawa : Secrétariat d'Etat, Multiculturalisme, 
Politiques, recherches et analyses, 1988. 20, 
19 p. : ill. Bilingue (Visible minority 
Canadians...). 
MICROLOG 94-01830 1 fiche 


Ce document présente, à l'aide de graphiques, 
un résumé statistique sur la situation des 
minorités visibles au Canada. Le rapport 
présente des informations de nature 
démographique et socio-économique. La 
présentation démographique comprend les 
graphiques concernant la population par 
groupes, par provinces et par groupes d'âge. 
La présentation socio-économique comprend les 
informations reliées à l'emploi, à l'éducation et 
au revenu. Les tableaux des données 
présentées sous forme graphique sont inclus 
dans l'annexe. 

CA SA 


Les Minorités visibles au Canada en 
1986 : presentation graphique 
Ottawa : Mutticulturalisme et citoyenneté, 
Multiculturalisme, Politiques et recherches, 
1989. 33, 33 p. : ill. Bilingue (Visible 
minorities in Canada...). 
MICROLOG 94-02037 1 fiche 


Ce rapport présente, à l'aide de graphiques, 

un résumé statistique sur la situation des 
minorités visibles au Canada. || est constitué de 
onze graphiques donnant des renseignement de 
nature démographique et socio-économique sur 
les minorités visibles. 

® CA SA 


Mixedwood silviculture 


Saut Ste. Marie, Ont. : Ministry of Natural 
Resources, Ontario Forest Research Institute, 
1993. ii, 42 p. : ill Bibliogr. (Forest 
research program report ; no. 201) ISSN 
1195-2563 ISBN 0-7778-1483-8 

MICROLOG 94-01795 1 fiche 


This paper is based on information prepared 
for the 1993 annual program review of the 
Mixedwood Silviculture Program. lt presents 
the philosophy, overall research objectives, and 
historical context of the program, summarizes 
the 16 current projects within the program; 
and describes future directions. 

FO ON PR SC 


Model for spectral colour variations 
of British Columbia river waters 
by J.H. Jerome...et al. Burlington, Ont. : 
Canada Centre for Inland Waters, National 
Water Research Institute, 1990. 43 p. : ill. 
Bibliogr. (NWRI contribution ; 90-168) 
MICROLOG 94-01963 1 fiche 


The observed colour of a natural water body 
is a direct consequence of the interaction of 
the incident downwelling sky and solar 
irradiance with the optically-active organic and 
inorganic Components of that water. The 
colour of water has often been considered to 
represent an indication of the quality of that 
water body. Indeed, determination of the 
degree of scattering and absorption per unit 
concentration of each of the principal organic 
and inorganic components of natural waters as 
a function of wavelength can enable direct 
measurements of the observed water colour to 
be used to estimate such water quality 
indicators. This paper presents the results of 
an optical survey of British Columbia river 
Stations taken during 1986 and 1987. An 
attempt to quantify the visual colour of natural 
water in terms of the human eye's spectral 
response is discussed, as are possible 
explanations for the visual colour variations 
defining the British Columbia river systems. 
CA NR PS SC 


Modélisation de la croissance et du 

rendement des pessieres noires au 

Quebec 
par J.-P. Carpentier, L. Lacombe et P. Tardif. 
Québec : Gouvernement du Québec, Ministère 
des forêts, Direction de la recherche, 1993. 
xx, 148 p. : ill, cartes géogr. Bibliogr. 
(Mémoire de recherche forestière ; no 108) 
ISSN 1183-3912 ISBN 2-550-27836-4 
MICROLOG 94-01675 2 fiche 


L'aménagement forestier repose sur la 
connaissance actuelle du patrimoine et surtout 
sur son devenir. La connaissance actuelle 
provient de l'inventaire forestier conventionnel. 
Le devenir, c'est-à-dire la prédiction des 
caractéristiques dendrométriques des 
peuplements forestiers, fait l'objet de ce 
document. Le but du travail vise donc la 
conception de modèles mathématiques fiables 
pour cerner le mieux possible la dynamique 
des peuplements forestiers. Ce document étudie 
le groupement d'essences le plus répandu au 
Gusbee, soit la pessière noire. 

FO PR PS QU SC 


Monetary policy, uncertainty and the 
presumption of linearity 
by D. Laxton, D. Rose and RA. Tetlow. 


Ottawa : Bank of Canada, 1993. vii, 42 p. : ill. 
Bibliogr. (Technical report ; no. 63) ISSN 
0713-7931 ISBN 0-662-20859-5 


MICROLOG 94-01612 1 fiche 


This document describes a simple model that 
incorporates the key features of the policy 
control process. It uses two versions of the 
model to define two hypothetical economies, one 
where inflation responds linearly to the state of 
excess demand and one that introduces an 
asymmetry, with excess demand having faster 
and stronger effects on inflation than does 
excess supply. Using stochastic simulations of 
the two economies, it studies the consequences 
of errors in the model that is used by the 
monetary authority in formulating policy to keep 
inflation close to a target level. For each 
economy, it considers two cases: one where 
the monetary authority knows the true 

Structure; the other where it mistakenly 
assumes that the other version of the model 
describes the economy. 

e CA CO 


Monthly report on geotechnical 
monitoring, Phalen 6 east top, 
January 21, 1992 : report no. 1 
by D.A Payne. Ottawa : Canada Centre for 
Mineral and Energy Technology, Mining 
Research Laboratories, 1993. iii, 12 p. : ill. 
(Report ; MRL 93-049(TR)) 
MICROLOG 94-01974 1 fiche 


This document is a summary of the findi of 
the geotechnical monitoring conducted in Phalen 
6 East Top. Instrumentation used consists of 
sonic probe extensometers installed in roof and 
rib. Monitoring stations are located at straps 
103 and 295. Each station is illustrated 
raphically and readings are given in tabular 
ormat. 

e AP CA CM NR PS SC 


Mortality modelling with order 
statistics 


by P. Krishnan. Edmonton : University of 
Alberta, Dept. of Sociology, 1993. 10 p. 
(Research discussion paper ; no. 95) ISSN 
0317-2473 

MICROLOG 94-02146 1 fiche 


In demography, the life table model dominates 
the field of mortality analysis. The life table 
methodology and its extensions are discussed in 
many standard books. The use of probability 
distributions to approximate the age at death is 
rather limited. A recent attempt Krishnan 
and Jin presents a piecewise approximation of 
the distribution of age at death. The 
distribution is seen as a quadratic reverse 
Pareto in the age interval (0,44) and a 
quadratic Pareto in the 45-plus age group. 
This paper is a further exploration of this area 
with the help of order statistics. 

AL PR PS SA SC 
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Mother tongue : 1986 Census of 


Canada : Canada, provinces and 
territories : census metropolitan 
areas 

Ottawa : Multiculturalism & Citizenship, 


Multiculturalism, Policy & Research, 1989. 
viii, 156 p. Bilingual (Langue maternelle : 
Recensement du Canada...). 

MICROLOG 94-02046 2 fiche 


This document is taken from Census 1986. It 
presents, in detail, the languages of this 
country. Summary statistics of the languages 
reported as mothér tongue from the 1986 
Census showed that a significant percentage of 
persons reporting minority language mother 
tongues (particularly French outside Quebec 
and non-official languages in all parts of the 
country) reported more than one language as 
mother tongue. As a result, if only data which 
show persons reporting single mother tongues 
are shown, then a significant proportion of the 
total number of persons reporting other 
languages, especially non-official languages, as 
mother tongues, are ignored. The tables 
presented in this report attempt to overcome 
this deficiency by showing the total number of 
times each language was reported as a mother 
tongue, the extent to which each language was 
reported as a single response (only one 
language reported as mother tongue) and as 
part of a multiple response (more than one 

ba rest) 

e CA CU MU 


Moving into Europe 
Prospectus Publications Limited. Ottawa : 
External Affairs and International Trade 
Canada, 1992. 88 p. : ill. 
MICROLOG 94-01550 1 fiche 


This document describes how Canadian 
businesses can use strategic alliances to enter 
markets in the EC. It describes the nature, 
dimensions, and opportunities to be found in the 
Single Market, and it explains why strategic 
alliances are often the most effective mode of 
EC market entry. it summarizes the current 
trade and investment relationship between 
Canadian and the EC. It also examines why 
strategic alliances are popular both in Canadian 
and in the EC and outlines the kinds of 
alliances companies are using in the EC. It 
discusses the key issues involved in selecting a 
region with the right sort of advantages as a 
focal point for a strategic alliance. Finally, it 
describes a number of EC industries that 
display particular promise as partners for 
Canadians. 

CA CO EX 


Multiculturalism and Canadians : 
attitude study, 1991 : national survey 
report 
submitted to Multiculturalism and Citizenship 
Canada ; by Angus Reid Group, Inc. Sl. : 
The Group, 1991. 82 p. : ill French ed. 
(Les Canadiens et le multiculturalisme...) : 94- 
01532/1. 
MICROLOG 94-01531 1 fiche 


The purpose of the survey was to provide 
public opinion information to be used for 
developing policy, public education, and 
communications initiatives. The overall research 
strategy involved a combination of qualitative 
exploration, using focus groups, followed by a 
national telephone survey. This report 
presents the research findings from the national 
telephone survey conducted from June 29 to 
July 17, 1991. The purpose of this report is 
to describe and summarize data collected in 
the quantitative survey phase of the research 
programme. 

BS CA CU 


Multiculturalism issues in the 
workplace : the tourism industry 
prepared for: Hospitality Education Advisory 


Committee, British Columbia ; prepared by: 
Ann Pollock. Ottawa : Secretary of State, 


Multiculturalism, Policy, Analysis and Research, 


1988. 18, 18 p. At head of title: Making 
connections. On cover: National Conference 
on Tourism, Culture and Multiculturalism. 


Bilingual (Défis multiculturels dans le milieu...). 


MICROLOG 94-01913 1 fiche 


This brief paper is designed to introduce 
interested parties in the tourism/hospitality 
industry to the issues that arise from a 
multicultural workforce and to identify the 
ground breaking work that has been 
undertaken to develop appropriate training 
programs. The paper points the way the way 
to the expertise that is currently available. 
CA CU LA 


The NACA position on women’s life- 
course events 


Ottawa : National Advisory Council on Aging, 


1993. 56, 60 p. Bibliogr. (Aging and NACA ; 


no. 15) Bilingual (La Position du CCNTA 
sur les événements...). ISBN 0-662-59905-5 
MICROLOG 94-01613 2 fiche 


This report presents the six main categories of 
life-course events and experiences that have 
the greatest impact on women’s senior years. 
It first looks at the effect of these experiences 
on women who were born during the first 
quarter of this century. Based on information 
about how these experiences are changing, the 
report then speculates on how the situation of 
future cohorts of senior women may differ. 
These experiences include family life, health, 
living arrangements, education, employment and 
economic security. The report also includes a 
subjective dimension illustrating how women see 
the impact of experiences on their lives, thanks 
to the informal consultations carried out by 
Council members. Recommendations addressed 
to individual women, society in general, 
governments, community agencies, educational 
institutions, employers and researchers conclude 
the paper. 

CA SA 


National Transportation Act, 5 year 
review : a brief 


submitted to the National Transportation Act 
Review Panel ; by the New Brunswick Dept. 
of Transporation. Fredericton : The Dept., 
1992. 34 p. : ill. 

MICROLOG 94-02095 1 fiche 


This brief outlines the New Brunswick, Dept. of 
Transportation's views regarding the National 
Transportation Act, 1987, and associated 
transportation legislation. Input was received 
from a broad cross-section of individuals and 
groups including mayors, shippers and carriers, 
and other transportation interest groups. 

issues considered as part of the rail review 
include rail abandonments, the national 
transportation policy, conveyance of lines, 
confidential contracts, competitive line rates, and 
interswitching and final offer arbitration. Air 
review background deals with the level of 
service, traffic, air fares, and cargo service. 
Next, discussion covers the Motor Vehicle 
Transport Act, 1978--Truck Mode, the impact of 
the Shipping Conference Exemption Act, 1987 
on New Brunswick shippers, and finally, 
accessible transportation services. 

AP PR SC TR 


Nativity and mortality in Canada, 
1985-87 


by F. Trovato. Edmonton : University of 


Alberta, Dept. of Sociology, 1993. 39 p. : ill. 


Bibliogr. (Research discussion paper ; no. 
101) ISSN 0317-2473 
MICROLOG 94-02140 1 fiche 


Migrant studies of mortality can provide 
valuable insights into the sociological, 
epidemiologic and demographic dimensions of 
immigration. In Canada, there is a 
considerable body of literature pertaining to the 


adaptation and adjustment process of 
immigrants; however, limited attention has been 
directed to their mortality experience. The main 
objectives of this study are as follows: to 
document mortality differences between native- 
born and foreign-born components of Canada's 
population for the period 1985-1987, as 
previous research has generally not covered 
the time period beyond 1971; to test a number 
of statistical models describing the level and 
age pattern of mortality differences between the 
foreign-born and the native-born populations; to 
examine mortality differences by cause of 
death; and to derive estimates of life 
expectancy at infancy for these two groups. 
AL PR SA 


Natural Sciences and Engineering 
Research Council of Canada : Report 
of the President 1991-92 
Ottawa : The Council, 1992. 50, 50 p. : ill 
Bilingual (Rapport du président...). 
CSI 22264.002. ISBN 0-662-59239-5 
MICROLOG 94-01503 2 fiche 


Report summarizing the activities of the Council, 
including information on research programs, 
scholarships, and international programs, 
targeted research, the matching fund policy, 
networks of centres of excellence, and program 
evaluation activities. Financial data is included. 
e CA ED PS SC 


New Brunswick. Chief Coroner : 
Annual report 1992-93 


Fredericton : The Branch, 1993. 76 p. 
Bilingual. CSI 46114.001. ISSN 0848-5666 
ISBN 1-55048-061-1 

MICROLOG 94-01701 1 fiche 


The NB. Coroner investigates all deaths except 
in some cases where the person dies of 
disease or sickness while under treatment of a 
doctor. This annual report traces the origins 
of the function of the coroner from 871 AD. 
to the present. The New Brunswick Coroners 
Branch, its organizational structure and its 
investigative capacity are discussed, and there 
is a statistical summary of investigated deaths 
for the year, with a summary of inquests and 
recommendations. 

AP JU PR 


New Brunswick. Dept. of Health and 
Community Services : Annual report 
1992-93 


Fredericton : The Dept, 1993. 66 p. : ill, 
maps. Bilingual. CSI 45125001. ISSN 0838- 
3693 ISBN 1-55137-184-7 

MICROLOG 94-01773 1 fiche 


The Department of Health and Community 
Services was formed officially April 1, 1986 
with the mission of providing all New 
Brunswickers with the opportunity to develop 
self-sufficiency and to fully participate in society. 
This annual report describes the structure of 
the combined department. It contains an 
organization chart, map depicting the provincial 
community services regions, and statistical data 
for the year. The body of the report contains 
brief summaries of activities and achievements 
of the various branches which make up the 
departmental divisions including Family and 
Community Social Services, Institutional 
Services, Planning and Evaluation, and 
Administration and Finance. 

AP HE PR 


New Brunswick. Dept. of Justice : 
Annual report 1992-93 


Fredericton : The Dept., 1993. 54 p. 
CSI 45130.001. ISSN 0839-9867 ISBN 
1-55137-070-0 

MICROLOG 94-01708 1 fiche 


The mandate of the Department of Justice is to 
ensure the impartial administration of justice 

and to ensure protection of the public interest 
through the dual offices of the Attorney 


Bilingual. 
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General and Minister of Justice. To do this, it 
is responsible for the maintenance, and 
organization of the courts in the province; the 
enforcement of criminal law; the provision of 
legal services to the Government of New 
Brunswick, its departments and agencies; and 
the guarantee of civil and constitutional rights, 
and the uniform treatment of all citizens under 
provincial statutes. This volume outlines briefly 
the principal advancements within the 
Department's various branches and program 
areas, the challenges which arose, and the 
response to them. Financial tables are 
included as is an organizational chart. 

AP JU PR 


New Brunswick. Dept. of Natural 
Resources and Energy : Annual 
report 1992-93 


Fredericton : The Dept., 1993. 
Bilingual. CSI 45113.001. 
MICROLOG 94-01696 2 fiche 


Annual report presenting the achievements of 
departmental programs in timber, fish, wildlife, 
minerals, energy, parks and Crown land 
resources. The report provides a summary of 
activities and accomplishments during the past 
year for each project in each program, 
including expenditures indicating total funds 
spent. These expenditures include both 
operating and capital funds, as well as the total 
cost of activities funded under federal-provincial 
development agreements and other sources as 
indicated. An organizational chart is included. 
AP EN NR PR SC 


iv, 106 p. : ill. 


New Brunswick. Fisheries and 
Aquaculture New Brunswick : Annual 
report 1992-93 


Fredericton : The Dept., 1993. 50 p. Bilingual. 
CSI 45106.001. ISSN 0845-5562 ISBN 
1-55137-088-3 


MICROLOG 94-01774 1 fiche 


The improvement of New Brunswick's fishing, 
aquaculture, and fish marketing and processing 
activities is the principal mission of the Dept. 
This annual report gives an overview of its 
activities: policies, planning and training; School 
of Fisheries; Marketing and Processing; Finance 
and Administration; Aquarium and Marine 
Centre; aquaculture; operations and services; 
and Fisheries Development Board. 

AP FI PR SC 


New Brunswick. Geographic 
Information Corporation : Annual 
report 1992-93 
Fredericton : The Corporation, 1993. 
Bilingual. CS! 46180.001. ISSN 1181-9111 
ISBN 1-55137-186-3 
MICROLOG 94-01769 1 fiche 


The Geographic Information Corporation of New 
Brunswick has three areas of mandate: to 
provide and coordinate geographic information 
services to government and the public, including 
an assessment base for taxation and 
registration systems for real and personal 
property. This document presents the annual 
report of the New Brunswick Geographic 
Information Corporation for the year ended 
March 31, 1993. 

AP NR PR PS SC TE 


New Brunswick. Solicitor General : 
Annual report 1992-93 
Fredericton : The Ministry, 1993. 56 p. 
Bilingual. CS! 45126.001. ISSN 0847-5687 
ISBN 1-55137-190-1 
MICROLOG 94-01704 1 fiche 


The objective of the Department is to ensure 
the Administration of Justice through the 
enforcement of criminal law, the delivery of 
correctional services, the delivery of services 
to victims of crime, and the delivery of sheriff 
and coroner services in the province. This 
annual report reflects the structures, programs 


48 p. : ill. 


and initiatives undertaken by the Department 
during the year. A brief financial overview is 
provided by program and an organizational 
chart is included. 

AP JU PR 


New Brunswick Arts Board : Annual 
report 1992-93 
Fredericton : The Board, 1993. 
Bilingual. CSI 46184.001. 
MICROLOG 94-01782 2 fiche 


The four basic elements of the New Brunswick 
Arts Board's mandate (NBAB) are to facilitate 
and promote the creation and production of 
arts and the enjoyment, awareness, and 
understanding of the Arts in New Brunswick 
by: advising the government on policy for the 
Arts, establishing and operating a jury system 
based on the principle of peer evaluation; 
unifying and speaking for the arts community, 
and; improving community involvement and 
participation in the Arts. This document 
presents the third annual report of the NBAB 
for the period dating from April 1st, 1992 to 
March 31, 1993. 

AP CU PR 


64, 64 p. 


An New Brunswick Environmental 
Trust Fund project : waste utilization 
Opportunities : final report 
by J.K.D. Hayden. Fredericton : 
1993. iv, 88 p. : maps. Bibliogr. 
MICROLOG 94-01751 1 fiche 


The project was begun in August 1991 and 
was conducted in a number ot steps, including 
project development including waste categories, 
target population, and approach techniques, a 
trial mailout to get the reaction of companies to 
the questionnaire, a mailout to a subset of 
companies in screened sectors to further 
screen; a mailout to the remainder of 
companies in screened-in categories; and follow- 
up matchmaking efforls. The report gives a 
summary of the mailout results, statistical 
conclusions from the results, and a description 
of follow-up attempts. A detailed case study is 
developed and summaries are given of two 
workshops on waste exchange. 

AP EV PR SC 


The Province, 


New Brunswick Municipal Finance 
Corporation : Annual report 1992 
Fredericton : The Corporation, 1993. 16 p. 
Bilingual. CS! 46231.001. ISSN 0847-2440 
ISBN 1-55137-080-8 
MICROLOG 94-01768 1 fiche 


The purpose of the New Brunswick Municipal 
Finance Corporation is to provide financing for 
municipalities and municipal enterprises through 
a central borrowing authority. This document 
presents the annual report of the Corporation 
for 1992. 

AP MU PA PR 


New Brunswick Police Commission : 
Annual report 1992-93 
Fredericton : The Commission, 1993. 16 p. 
Bilingual. CSI 46110.001. ISSN 0822-1774 
ISBN 1-55137-054-9 
MICROLOG 94-01705 1 fiche 


The primary role of the Commission is to 
investigate and conduct hearings into citizens’ 
complaints alleging misconduct on the part of 
officers. This report covers the year in 
review, information on Commission organization, 
and provides statistics on citizens’ complaints, 
by type of force, type of complaint and 
disposition of complaint. 

AP JU PR 


New Brunswick small and medium- 
sized enterprises served by RPC in 
1991-92 


Fredericton : Research and Productivity Council, 


1993. 10 p. 
MICROLOG 94-02096 1 fiche 


This document is a list of enterprises serviced 
by RPC for the year 1991-92. The list is 
presented alphabetically with the client name 
and the county location of each company. 

AP CO PR 


New Brunswick Transportation 
Authority : Annual report 1992-93 
Fredericton : The Authority, 1993. 12 p. 
Bilingual. CS! 46161.001. ISSN 0704-9404 
ISBN 1-55137-055-7 
MICROLOG 94-01767 1 fiche 


The annual report contains financial statements 
of the Authority and comments on investment in 
the Rodney Terminal Complex, a joint federal 
and provincial venture to provide improved 
facilities for the Port of Saint John, and 
investment and construction of docking facilities 
at Tiner Point. Includes data on investments 
made to date, recoveries and write-offs for 
each of these projects. 

AP PR SC TR 


New Brunswick's mineral industry, 

1992 
edited by Barbara M.W. Carroll. Fredericton : 
Dept. of Natural Resources and Energy, 
Mineral Resources Division, 1993. vii, 158 p. : 
il, maps. Bibliogr. (Information circular ; 
93-2) CSI 46126.002. ISSN 0704-3406 
MICROLOG 94-01725 2 fiche 


Annual report of exploration, development, 
mining and government activities in the mineral 
industry in New Brunswick. An overview is 
presented of government organizations and 
programs by branch and regional office, 
including a listing of reports published during 
the year, with abstracts. Details are given on 
mineral exploration, mine development, and 
producing mines and quarries, by type (metallic 
and non-metallic) and by area. As well, value 
of production in producing mines and quarries 
are given. 

AP NR PR PS SC 


New directions for healthcare labour 
relations in the 1990s : a report 
Regina : Saskatchewan Health, 1993. 
Bibliogr. 
MICROLOG 94-01520 1 fiche 


This document shows how the present health 
system is ill suited to meet the challenges of a 
dramatically reformed medicare system. It 
presents information on understanding the new 
healthcare environment, the creation of the 
Labour Relations Review Committee, the 
wellness model and the committee’s labour 
relations philosophy, and the Committee’s work 
process. It contains a descriptive overview of 
the labour relations participants. It also 
provides a section where the participants 
identify the problems. It contains 
recommendations for reforming the system. 

HE LA MS PR 


99° p:_: ill 


A New electoral map for New 

Brunswick : the final report 
New Brunswick. Representation and Electoral 
District Boundaries Commission. Fredericton : 
The Commission, 1993. 142 p. : maps. 
Bilingual (La Nouvelle carte électorale du...). 
Fold. map not filmed. ISBN 1-55137-164-2 
MICROLOG 94-01750 2 fiche 


This document presents the second and final 
report of the Representation and Electoral 
District Boundaries Commission. It deals 
essentially with the description and names of 
the 55 new electoral districts to be established 
for the Province of New Brunswick. 

AP PA PR 


Nith River bioassay study 
by BJ. Dutka...et al. Burlington, Ont. : Canada 
Centre for Inland Waters, National Water 
Research Institute, 1991. 17 p. : ill. Bibliogr. 
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(NWRI contribution ; 91-73) 
MICROLOG 94-01959 1 fiche 


In a mass balance approach to the 
management of the Great Lakes, tributary 
loadings to the lakes need to be evaluated. 
Studies were carried out to evaluate the 
battery of tests approach and the use of 
simple solvent extraction procedures on waters 
and suspended particulates within a relatively 
unpolluted agricultural area in southwestern 
Ontario. The Nith River was selected as the 
tributary representative of the area. 

CA LS NAR SC 
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Non-resident ownership report, 1988 
Fredericton : Dept. of Municipal Affairs and 
Environment, Assessment Branch, 1988. 6 p. 
MICROLOG 94-02166 1 fiche 


The data included in this report is extracted 
from the Assessment Roll (January 1, 1988). 

It does not include data on Crown Federal, 
Crown Corporations or properties leased by or 
to corporations, or private businesses currently 
active in the Province with head offices located 
outside the Province. 

AP CO PR 


Non-standard work in Canada and 
the United Kingdom 
by F. Green, H. Krahn and J. Sung. 
Edmonton : University of Alberta, Dept. of 
Sociology, 1992. 53 p. : ill. Bibliogr. 
(Research discussion paper ; no. 91) ISSN 
0317-2473 
MICROLOG 94-02150 1 fiche 


This paper compares non-standard employment 
in Canada and the United Kingdom, highlighting 
some significant differences as well as some 
interesting similarities. The report begins with 
a brief survey of recent research on non- 
standard employment, followed by an overview 
of labour force participation and unemployment 
trends, as well as industrial and occupational 
structures, in the two countries. Since non- 
standard employment is most common in the 
large and growing service sector, the report 
introduces an industrial typology which 
separates service industries into upper and 
lower tiers. It then systematically compares 
the extent and distribution of part-time work, 
multiple-job holding, own-account self-employment, 
and pee work in the two countries. 

AL LA P 


North American Agreement on Labor 
Cooperation between the government 
of Canada, the government of the 
United Mexican States and the 
government of the United States of 
America, 1993 -- Final draft 
Ottawa : External Affairs and International Trade 
Canada, 1993. 43, 46 p. Bilingual (Accord 
nord-américain de coopération dans...). 
MICROLOG 94-01919 1 fiche 


This document presents the final draft of the 
North American Agreement on Labor 
Cooperation between the Governments of 
Canada, the United States and Mexico. 

CA CI CO EX LA 


Notes for an address 
by Sheldon Lee, Minister Responsible for 
Communications, N.B. ; to the Canadian Radio- 
Television and Telecommunications 
Commission. Fredericton : Minister 
Responsible for Communications, 1993. 8 p. 
French ed. (Notes pour une allocution) on 
the same fiche. Cover title: Submission to the 
Canadian Radio-Television and 
Communications Commission. 
MICROLOG 94-02020 1 fiche 


This document presents a submission to the 
Canadian Radio- Television and 
Telecommunications Commission by the 
Honourable Sheldon Lee, Minister responsible 


for communications in the Province of New 
Brunswick. 
AP CA PR SC TE 


Notes pour un allocution 


prononcée par Sheldon Lee, Ministre 
responsable des communications, N.-B. ; 
devant le Conseil de a radiodiffusion et des 
télécommunications canadiennes. Fredericton : 
Ministre responsable des communications, 
1993. 9 p. Titre sur la couv: Mémoire 
présenté au Conseil de la radiodiffusion et 
des télécommunications canadiennes. L’éd. 
anglaise (Notes for an address) sur la 
même fiche. 

MICROLOG 94-02020 1 fiche 


Ce document porte sur un mémoire présenté 
au Conseil de la radiodiffusion et des 
télécommunications canadiennes par l'honorable 
Sheldon Lee, ministre responsable des 
communications pour la province du Nouveau- 
Brunswick. 

@ AP CA PR SC TE 


Nouveau-Brunswick. Coroner en 
chef : Rapport annuel 1992-93 
Fredericton : la Division, 1993. 76 p. 
CS! 46114.001. ISSN 0848-5666 ISBN 
1-55048-061-1 
MICROLOG 94-01701 1 fiche 


La Division des coroners doit examiner tous 
les décès qui lui sont signalés afin de 
déterminer dans chacun des cas l'identité de la 
victime et d'établir où, quand, comment et par 
quel moyen elle est décédée. Ce rapport 
annuel contient un survol historique de la 
fonction de coroner, un exposé sur 
l'organisation du système de coroners au 
Nouveau-Brunswick, un résumé statistique des 
investigations menées à la suite de décès, ainsi 
qu'un résumé des enquêtes et des 
recommandations. 

AP JU PR 


Nouveau-Brunswick. Corporation 


d’information géographique : Rapport 
annuel 1992-93 
Fredericton : la Corporation, 1993. 48 p. : ill. 


Bilingue. CSI 46180.001. ISSN 1181-9111 
ISBN 1-55137-186-3 


MICROLOG 94-01769 1 fiche 


Le mandat de la Corporation d'information 
géographique du Nouveau-Brunswick comporte 
les trois volets suivants: fournir au 
gouvernement et au public des services 
d'information géographique, y compris un 
cadastre aux fins d'imposition ainsi que des 
systèmes d'enregistrement des biens réels et 
personnels, et coordonner ces services, 
promouvoir k développement de l'industrie de 
la géomatique au Nouveau- Brunswick; et 
atteindre l'autonomie financière d'ici 1996. Ce 
document présente le rapport annuel de la 
Corporation pour l'exercice financier se 
terminant le 31 mars 1993. 

AP NR PR PS SC TE 


Nouveau-Brunswick. Ministère de la 
justice : Rapport annuel 1992-93 
Fredericton : le Ministère, 1993. 54 p 
Bilingue. CSI 45130.001. ISSN 0839- 9867 
ISBN 1-55137-070-0 
MICROLOG 94-01708 1 fiche 


Le Ministère a pour mission d'assurer 
l'administration impartiale de la justice et la 
protection de l'intérêt public par le double 
portefeuille du procureur général et ministre de 
la Justice. A cette fin, il assume les 
responsabilités suivantes: la création, 
l'administration et l'organisation des tribunaux 
judiciaires; l'application du droit criminel, la 
prestation des services juridiques au 
gouvernement du Nouveau-Brunswick; et la 
prise de mesures visant à assurer les droits 
civils et constitutionnels des citoyens. Ce 
rapport annuel trace les grandes lignes des 
activités de chacune des divisions du Ministère 


Bilingue. 


et inclut aussi les états financiers et un 
organigramme. 
AP JU PR 


Nouveau-Brunswick. Ministère de la 
sante et des services 
communautaires : Rapport annuel 
1992-93 
Fredericton : le Ministère, 1993. 66 
cartes géogr. Bilingue. CSI 45125.00 
0838-3693 ISBN 1-55137-184-7 
MICROLOG 94-01773 1 fiche 


Le ministère de la Santé et des Services 
communautaires a été officiellement créé le 1er 
avril 1986. li a la mission de promouvoir le 
développement des aptitudes à l'autonomie et la 
pleine participation à la vie en société pour 
tous les citoyens du Nouveau-Brunswick. Ce 
rapport comprend une description de la 
structure du Ministère, de courts exposés sur 
les activités et les réalisations des diverses 
directions formant les divisions du Ministère, 
ainsi que des données statistiques. Les 
divisions incluent: Famille et des services 
sociaux communautaires, Services en 
établissement, Services médicaux et hygiène 
publique, Administration et finances, et 
Planification et l'évaluation. 

AP HE PR 


DEAR 
1. ISSN 


Nouveau-Brunswick. Ministère des 

ressources naturelles et de 

l'énergie : Rapport annuel 1992-93 
Fredericton : le Ministère, 1993. iv, 106 p. : ill. 
Bilingue. CSI 45113.001. 
MICROLOG 94-01696 2 fiche 


Rapport annuel du Ministère des ressources 
naturelles et de l'énergie. Le document porte 
sur l'aménagement des matières ligneuses, de 
la pêche sportive et de la chasse, des 
ressources minières et énergétiques, des 

terres de la Couronne, des parcs, ainsi que 
des services de soutien du ministère, et de la 
structure de programmes. On donne un 
sommaire des activités, et des dépenses de 
chaque projet ou programme. Les dépenses 
représente la totalité des fonds alloués aux 
activités et comprennent les fonds d'exploitation 
et d'immobilisations, de même que le coût total 
des activités financées dans le cadre d'ententes 
de développement fédérales-provinciales et 
d'autres sources. 

AP EN NR PR SC 


Nouveau-Brunswick. Pêches et 

aquaculture Nouveau-Brunswick : 

Rapport annuel 1992-93 
Fredericton : le Ministére, 
Bilingue. CSI 45106.001. 
ISBN 1-55137-088-3 
MICROLOG 94-01774 1 fiche 


Le rôle principal du ministère des Pêches et 
de l'Aquaculture du Nouveau-Brunswick consiste 
à accrôitre la productivité de l'industrie de la 
pêche et de l'aquaculture. Afin d'atteindre ces 
objectifs, le ministère offre des services 
financiers, techniques et éducatifs afin de 
favoriser le développement de l'industrie. 1! 
participe également aux activités de recherche, 
de conservation et de répartition de la 
ressource. Ce document présente le rapport 
annuel du ministère pour l'année financière. 
AP FI PR SC 


1993. 50 p. 
ISSN 0845-5562 


Nouveau-Brunswick. Solliciteur 
general : Rapport annuel 1992-93 
Fredericton : le Ministère, 1993. 56 p. 
Bilingue. CSI 45126.001. ISSN 0847-5687 
ISBN 1-55137-190-1 
MICROLOG 94-01704 1 fiche 


Ce document présente le rapport annuel du 
ministère du Solliciteur général qui décrit les 
activités entreprises par ce ministère au cours 
de l'année. On y traite de politique, de 
planification et d'évaluation; d'administration, de 
la Division des services correctionnels; de la 
Division des services de police; de la Division 


RAR 
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ZE 


des shérifs-coroners, et on donne en annexes 
une liste des Conseils et Commissions, et un 
aperçu de la situation financière. On inclut 
aussi un organigramme. 

AP JU PR 


La Nouvelle carte électorale du 
Nouveau-Brunswick : le dernier 
rapport 
Nouveau-Brunswick. Commission sur la 
représentation et la délimitation des 
circonscriptions électorales. Fredericton : la 
Commission, 1993. 142 p. : cartes géogr. 
Bilingue (A New electoral map for New 
Brunswick...). Carte géogr. pliante non filmée. 
ISBN 1-55137-164-2 
MICROLOG 94-01750 2 fiche 


Ce document présente le rapport de la 
Commission sur la représentation et la 
délimitation des circonscriptions électorales. II 
porte essentiellement sur la description et la 
dénomination de 55 nouvelles circonscriptions 
électorales devant être constituées dans la 
province du Nouveau-Brunswick. 

AP PA PR 


Nova Scotia. Dept. of the Attorney 
General : Annual report 1990-91 
Halifax : The Dept., 1991. 48 p. 
CSI 51117.001. 
MICROLOG 94-01710 1 fiche 


This annual report of the Dept. deals with 
those areas of the administration of justice that 
are within the constitutional jurisdiction of the 
province. Activities are discussed for different 
areas of the Dept. including: administration, 
legal services, courts and registries, the 
library, the Office of Alcohol and Driving 
Countermeasures, the Chief Medical Examiner, 
the Criminal Injuries Compensation Board, the 
Nova Scotia Legal Aid Commission, the Public 
Trustee, the Public Prosecution Service, and 
the Registry of Regulations. A financial report 
is included. 

AP JU PR 


Nova Scotia. Public Prosecution 
Service : Annual report 1991-92 
Halifax : The Service, 1993. 85 p. : ill. 
CS! 52179.001. 
MICROLOG 94-01697 1 fiche 


This annual report contains a report of the 
Director of Public Prosecutions, branch reports, 
trials branch reports, and appeals branch 
reports. lt also presents information on policy 
development and implementation and professional 
development. 

AP JU PR 


Nova Scotia credit unions and caisse 
populaires : financial and statistical 
report on operations for the year 
ended December 31, 1992 
Nova Scotia. Registrar of Credit Unions. 
Halifax : The Registrar, 1993. 55 p. : iil. 
CSI 52129.002. 
MICROLOG 94-02135 1 fiche 


This report includes a table of credit union 
statutory reserve ratios, consolidated financial 
statements, financial statements by asset size 
and credit union within asset group: under 250 
thousand, 250 thousand to 1 million, 1 to 2.5 
million, 2.5 to 5 million, 5 to 10 million, 10 to 
25 milion, and over 25 million. 

AP CO PR 


Nova Scotia Dairy Commission : 
Annual report 1992 
Halifax : The Commission, 1993. 
CSI 52133.001. 
MICROLOG 94-01709 1 fiche 


The Commission provides a regulatory and 
administrative service on behalf of the dairy 
industry in Nova Scotia. It deals closely with 
producers, processors, the Dept. of Agriculture 


22 p. 


and Marketing, and the Canadian Milk Supply 
Management Committee. The annual report 
includes a summary of the main activities, a 
dairy industry overview, cream production, milk 
utilization, milk pricing, price equalization, bulk 
milk hauling rates, and the market sharing 
quota program. 

AG AP CO PR SC 


The Nova Scotia Environment Act : 
discussion draft 
Halifax : Dept. of the Environment, 1993. 
MICROLOG 94-01796 1 fiche 


This draft Act covers adminstration, 
environmental education and research, the 
environmental assessment process, approvais 
and certificates, release of substances, 
hazardous substances and pesticides, 
contaminated sites, waste management, water 
management, air quality, investigations and 
inspections, orders, appeals, civil remedies, 
penalties and prosecutions, and documentary 
evidence. 

AP EV PR SC 


86 p. 


The Nova Scotia Environment Act : 
toward a healthy environment and 
sustainable future : a summary 
Halifax : Dept. of the Environment, 1993. 
20 p. : ill. 
MICROLOG 94-01818 1 fiche 


This paper outlines the highlights of the 
proposed Environment Act, including 
administration, environmental education and 
research, the Environmental Assessment 
process; approvals and certificates of 
qualification; release of substances; hazardous 
substances and pesticides; contaminated sites; 
waste management, water management; air 
quality management; inspections and 
investigations; orders; civil remedies; and 
penalties. It also provides background 
information to its development and describes 
the public participation program. 

AP EV PR SC 


Nova Scotia Liquor Commission : 
Annual report 1992-93 


Halifax : The Commission, 1993. 
maps. CS/ 52109.001. 
MICROLOG 94-01702 1 fiche 


The annual report contains financial statements 
from the Commission with data on sources of 
gross liquor revenue, sales, distribution of 
liquor revenue dollars, and a five year sales 
comparison. Includes the Auditors’ report, the 
balance sheet, statement of income and 
statement of changes in financial position. The 
document also contains figures on the sale of 
alcoholic beverages by volume per capita, sales 
in hectolitres, sales by stores and a map of 
the distribution of stores across the province. 
Notes to the financial statements are also 
included. 

AP CO PR 


24 p. : ill, 


Nova Scotia Lottery Commission : 
Annual report 1991-92 
Halifax : The Commission, 1992. 
CSI 52125.001. 
MICROLOG 94-01625 1 fiche 


The Commission was established under the 
Lottery Act proclaimed in 1976. The purpose of 
the Commission is to develop, organize, 
undertake, conduct, and manage lottery 
schemes on behalf of the Province of Nova 
Scotia, and with other provinces that have an 
agreement with Nova Scotia respecting any 
such lottery schemes. This annual report 
contains an auditor's report and financial 
statements. 

AP CU PR 


Le 


Nova Scotia Securities Commission : 
Annual report 1992-93 
Halifax : The Commission, 1993. 
MICROLOG 94-01698 1 fiche 


The Commission's mandate is to provide 
protection for Nova Scotia resident investors in 
the securities markets in Nova Scotia. This 
annual report outlines the activities and 
achievements of the Commission. It covers 
corporate finance, capital markets, compliance 
and enforcement, and matters considered by 
the Commission. 

AP CO PR 


24 p. 


Nova Scotia Senior Citizens’ 
Commission directory 
Nova Scotia. Senior Citizens’ Commission. 
Halifax : The Commission, 1993. iii, 58 p. 
Cover title: Directory, senior citizens groups 
and organizations. CSI 52152.002. 
MICROLOG 94-01699 1 fiche 


This directory lists groups and organizations 
according to county. For each item listed, it 
includes the name of the contact person, 
address, and telephone numbers. 

AP PR SA 


Occupational radiation exposures in 
Canada, 1990 
Ottawa : Health and Welfare Canada, Health 
Protection Branch, Environmental Health 
Directorate, 1992. 57 p. : ill. Bibliogr. 
French ed. (Radioexpositions 
professionnelles...) : 94-01492/1. CSI 21112.010. 
ISBN 0-662-17867-X 
MICROLOG 94-01493 1 fiche 


Thirteenth in a series of annual reports on 
occupational radiation exposures in Canada. 
The information is derived from the National 
Dose Registry of the Dept. of Health and 
Welfare. The report presents, by occupation, 
average yearly whole body doses by region, 
dose distributions, and variations of the average 
doses with time. 

CA LA LS SC 


Of special interest : proceedings of 


-the 1989 TESL Ontario Conference 


John Sivell, Linda Curtis [editors]. Toronto : 
Teachers of English as a Second Language 
Association of Ontario, 1990. ii, 145 p. 
Bibliogr. ONTERIS: ONO6368. ISBN 
0-921627-76-9 

MICROLOG 94-01551 2 fiche 


Presents 15 papers given at the 1989 
conference, together with a preface giving an 
overview of their content. The title refers to 
the conviction that the writings contained in the 
book will be of interest to more than teachers 
of English as a Second Language (ESL). 
Articles address key issues in the area of the 
respective roles of learners and teachers in 
the education process and range from 
discussions of methodological and philosophical 
issues to the practical implementation of a 
student resource centre. 

ED ON PR 


Official languages : Annual report 
1990-91 


Ottawa : Dept. of the Secretary of State of 
Canada, 1991. vii, 87, vii, 89 p. : ill. 
Bibliogr. Bilingual. CSI 21120.003. ISBN 
0-662-59038-4 


MICROLOG 94-01762 3 fiche 


This document presents the annual report on 
the questions relevent to the mission of the 
Secretary of State of coordinating the federal 
policy on Official Languages. It includes 
activities undertaken in education and the 
promotion of Official Languages Programs. 
Appendices include statistics describing the state 
of language minorities in various parts of the 
country. 

CA PA 
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pe sess ress 


Official languages : Annual report 
1991-92 


Ottawa : Dept. of the Secretary of State of 
Canada, 1992. vi, 47, vi, 48 p. Bilingual. 
CSI 21120.003. ISBN 0-662-59467-3 
MICROLOG 94-01633 2 fiche 


This document presents the annual report on 
the questions relevent to the mission of the 
Secretary of State. It provides a retrospective 
of the highlights of the activities undertaken in 
education and the promotion of Official 
Languages Programs. The 2d part of the 
document provides an in-depth look at various 
key themes in language policy. 

CA PA 


Okanagan TSA timber supply 
analysis 


Victoria : Ministry of Forests, British Columbia 
Forest Service, Resource Management, 1993. 
vi, 63 p. : ill. Bibliogr. On cover: Timber 
Supply review. ISBN 0-7726-1983-2 
MICROLOG 94-01801 1 fiche 


This analysis is part of the provincial Timber 
Supply Review being carried out to examine 
the short and long-term effects of current 
forest management practices on the availability 
of timber for harvesting in timber supply areas 
(TSAs) in British Columbia. This report 
describes the Okanagan TSA, stretching from 
the Seymour River watershed south to the 
Canada-United States border; discusses data 
preparation and formulation of the assumptions; 
presents analysis methodology and results; and 
examines the sensitivity of the results to 
uncertainties in the data and assumptions used. 
Further technical details are given in 
appendices. 

BC FO PR SC 


On equal terms : a directory on non- 
sexist language 


Toronto : Ontario Teachers’ Federation, 1990. 
9, 11 p. Bibliogr. Bilingual (D’égal à égale...). 
ONTERIS: ON06516. ISBN 0-88872-088-2 
MICROLOG 94-01583 1 fiche 


An awareness of the power of words to 
perpeluate attitudes and stereotyping is essential 
for all educators. Words condition a person 
how to think and act. Non-sexist teaching must 
be an integral activity of every teacher and 
take the form of concerted effort by teachers, 
parents, and community members. This 
document offers guidelines for non-sexist 
language. Provides alternatives for generic 
terms such as ‘man’ and ‘he’, occupational 
terms, stereotypes, derivative terms, titles, and 
others. 

ED ON PR SA 


One step at a time : a review of the 
Victim Assistance Program : summary 
of recommendations 
Victim Assistance Program (B.C.). 
The Program, 1993. 15 p. 
MICROL 94-02057 1 fiche 


This summary consolidates the 34 different 
recommendations compiled by Lannon & 
Associates in the firm's formal three-volume 
report. The first section provides a summary 
of 13 general program recommendations 
directed at improving the Victim Assistance 
Program as a whole and are divided under 
four key review topics. The following two 
sections outline recommendations that are in 
addition to these general recommendations. 
Fourteen recommendations are designed 
specifically for police-based victim assistance 
programs; the final six recommendations are 
directed at improving victim-offender reparation 
programs. 

BC JU PR 


Victoria : 


Ontario. Commission de contrôle 


cinématographique : Rapport annuel 
1990-91 
Toronto : la Commission, 1993. 13, 13 p. 


Bilingue. CSI 56102.001. ISSN 0843-6355 
MICROLOG 94-01640 1 fiche 


Rapport décrivant les tâches et les 
responsabilités des membres de la Commission 
de contrôle cinématographique de l'Ontario aux 
termes du mandat de la Loi sur les salles de 
cinéma. Y sont abordés les thèmes suivants: 
les activités quotidiennes de la Commission: 
l'exercice en revue; les projections; et les états 
financiers. 

CU ON PR 


Ontario. Film Review Board : Annual 
report 1990-91 


Toronto : The Board, 1993. 13, 13 p. 
Bilingual. CSI 56102.001. ISSN 0843-6355 
MICROLOG 94-01640 1 fiche 


This annual report covers day-to-day operations 
of the Board, the year in review, screenings, a 
financial statement, the classification system, and 
the chair's biography. It also lists Board 
members, and presents a history of the Board. 
CU ON PR 


Ontario economic outlook, 1993 


Toronto : Ministry of Finance, 1993. 
ill. _ CS! 55097.002. ISSN 1184-9118 
MICROLOG 94-01737 2 fiche 


This document presents the medium-term 
outlook for the Ontario economy. It presents 
a macroeconomic outlook, a sectoral and 
regional outlook, and looks at improving job 
Opportunities in Ontario. It also discusses 
restructuring for growth and jobs and deals 
with some economic policies to support jobs 
and growth. 

CO ON PA PR 


a LL py: 


Ontario Environmental Assessment 
Advisory Committee : Annual report 
1992-93 
Toronto : The Committee, 1993. 13 p. 
CSI 56291.001. ISSN 0843-6525 
MICROLOG 94-01728 1 fiche 


Annual report of the Committee which advises 
on whether specific projects should be subject 
to the requirements of the Environmental 
Assessment Act and on other EA-related 
matters. The report gives an overview of the 
period, describes the requirements of the 
Environmental Assessment Act and the role of 
the Committee, and summarizes the decisions 
on referrals. 

EV ON PR SC 


Ontario Food Terminal Board : 
Annual report 1992-93 
Toronto : The Board, 1993. 19 p. : ill. 
CS! 56190.001. 
MICROLOG 94-01604 1 fiche 


This annual report includes a statement of 
operations and retained earnings, a balance 
sheet, a statement of changes in the financial 
position, a summary of significant accounting 
policies and notes to the financial statements. 
It also includes a list of farmers market 
leaseholders, warehouse leaseholders, office 
leaseholders, short term warehouse 
leaseholders, restaurants, and the board and 
staff. A market profile, activity, and 
participants are included. 

AG CO ON PR SC 


Ontario New Home Warranty 
Program : Annual report 1992 
Toronto : The Program, 1993. 13 p. : ill. 
CSI 56314.001. 
MICROLOG 94-01906 1 fiche 
The Ontario New Home Warranty Program 
was established in 1976 by home builders as 


an independent, non-profit corporation to 
provide warranty coverage to home buyers in 
Ontario. This report presents highlights of the 
Program, a report of the president/registrar, 
the warranty, a list of officers and directors 
and financial statements. 

ON PR SA 


Ontario Racing Commission : Annual 
statistical report for 1992 
Toronto : Ministry of Consumer and Commercial 
Relations, 1993. vi, 46 p. : ill. 
CSI 56137.002. ISSN 0228-4650 
MICROLOG 94-01659 1 fiche 


The Commission was established under the 
Racing Commission Act by the Ontario 
Provincial Government in 1950 to govern, 
direct, control and regulate horse racing in the 
province. This report presents statistical 
information on thoroughbred racing, 
standardbred racing, improvement programs, 
the thoroughbred improvement program, and 
the standardbred improvement program. 

CU ON PR 


Ontario Securities Commission : 
Annual report 1992-93 


Toronto : The Commission, 1993. 30, 30 p. : 
Bilingual. CSI 56140.001. ISSN 0837-4880 
MICROLOG 94-01658 1 fiche 


The Commission's mandate is to protect 
investors and ensure the fairness and efficiency 
of the capital markets in Ontario. This annual 
report supplies information on the corporate 
finance, capital markets, enforcement, and 
administrative and systems services branches 
as well as on the International Markets Branch. 
CO ON PR 


Ontario Waste Management 
Corporation : Annual report 1992-93 
Toronto : The Corporation, 1993. 10, 10 p. 
Bilingual. CSI 56143.001. 
MICROLOG 94-01638 1 fiche 


Abstract unavailable for this document. 
EV ON PR PW SC 


Operating costs of trucks in Canada, 
1990 


Trimac Consulting Services. Ottawa : Transport 
Canada, Policy and Coordination, Motor 

Carrier Policy and Programs, 1990. viii, 

397 p. CSI 22418.100. ISBN 0-660-13818-2 
MICROLOG 94-01652 5 fiche 


The purpose of this study is to determine 1990 
motor carrier operating costs for each of the 
provincial and territorial regions in Canada. 
The nature of truck service causes operating 
costs to vary significantly in relation to 
particular characteristics associated with each 
activity. Vehicle configuration, commodity 
characteristics, hauling distance, degree of 
ulilization, regional area of operation, right-of- 
way conditions, and driver expertise and 
attitude affect costs. This study relates 
operating costs to these factors to produce 
representative information for a wide spectrum 
of motor carrier activities. 

CA CO SC TR 


Operation of the Joint Panel on 
Occupational and Environmental 
Research for Uranium Production in 
Canada 
by H. Stocker, P.J. Duport and L.D. Brown. 
Ottawa : Atomic Energy Control Board, 1993. 
v, 12 p. (Paper ; INFO-0446) 
MICROLOG 94-01549 1 fiche 


The Joint Panel, formed in 1976, is a Canadian 
organization composed of federal and provincial 
government departments and agencies, uranium 
mining companies, labour unions, and non-profit 
research institutions whose members have 
voluntarily agreed to share information 

regarding planned, ongoing, and completed 
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research on the effects of uranium and thorium 
production on the radiological health and safety 
ot workers and on the environment. This 
report describes the background to its 
formation and its operation, the production of 
research reports and the categorization of the 
projects; and such special aclivities as joint 
funding of projects, preparation of technical 
documents, technical sessions, and sponsorship 
of seminars. A combined matrix of research 
areas in 1990 is also included. 

CA EV HE PS SC 


L’Organisation sociale a Place-Royale, 
1760-1820 
par M. La Grenade-Meunier. Québec : 
Gouvernement de Québec, Ministére des 
affaires culturelles, 1991. xiii, 221 p. 
Bibliogr. (Dossiers ; no 74) ISBN 
2-551-14937-1 
MICROLOG 94-02084 3 fiche 


A la suite d'un mandat émis par le ministère 
des Affaires culturelles et la ville de Québec, 
cette étude s'inscrit dans la série de travaux 
effectués pour réaliser le programme de 
recherche en histoire sur Place-Royale. Elle 
traite de l'organisation sociale à Place-Royale 
entre 1760 et 1820 et elle vise à fournir 
l'information nécessaire à l'interprétation de ce 
thème. Le document y aborde donc les thèmes 
suivants: l'évolution des structures; l'importance 
des militaires; l'organisation civile, et, la vie 
religieuse. 

CU PR QU 


Orientations stratégiques des 

Archives nationales du Canada, 1992-96 
Archives nationales du Canada. Ottawa : les 
Archives, 1992. vii, 36, vi, 35 p. Bilingue 
(Strategic approaches of the National 
Archives...). Titre de la couv: Orientations 
stratégiques, 1992-96. CSI 22274.002. 
MICROLOG 94-01733 1 fiche 


Les Archives nationales du Canada, qui ont 
pour mission de préserver la mémoire 
collective du pays, sont l'une des institutions 
culturelles les plus anciennes du gouvernement 
canadien. Ce document se penche sur les 
orientations stratégiques des Archives et porte 
précisément sur le contexte, la mission, la 
vision et les valeurs fondamentales, les 
fondements de la planification stratégique, et les 
puree et orientations siratégiques (1992- 


1996). 
CA CU PA 


Our responsibility to the seventh 
generation : indigenous peoples and 
sustainable development 
Linda Clarkson, Vern Morrissette, Gabriel 
Regallet ; with contributions of Ashok 
Chaudhari, Arun Kumar, Jaime Luna Martinez. 
Winnipeg : International Institute for Sustainable 
Development, 1992. x, 88 p. Bibliogr. ISBN 
1-895536-02-2 
MICROLOG 94-01717 2 fiche 


This report reviews the interconnected 
components ensuring Indigenous sustainable 
development and interpreting how Indigenous 
people consider issues of sustainable 
development; addresses the various processes 
of impoverishment of Indigenous people, which 
threaten their sustainable development base, 
focuses on the well- being of current and 
future generations of Indigenous people, as a 
major, often overlooked, concern for sustainable 
development; and pinpoints guiding principles for 
public policies and corporate behaviour which 
will foster sustainable society and sustainable 
development for Indigenous people. 

e CA EV NP SC 


Titles and Abstracts / Titres et resumés 


NS ET Dd Po ee a a nS Em 


Overview of economic issues in 

British Columbia and facts for 

discussions on planning change in 

health care, advanced education 

public service 
researched, designed and produced by Vista 
Strategic Information Management Inc. 
Victoria : Commission of Inquiry into the Public 
Service and Public Sector, 1993. 151 p. : ill. 
Cover title: Commission of Inquiry into the 
Public Service and Public Sector background 
paper : overview of economic issues in BC, 
slide presentations. ISBN 0-7718-9370-1 
MICROLOG 94-01921 2 fiche 


This document is a slide presentation prepared 
for conferences held discussing health, 
advanced education, and public service. 
discusses the economy, population, the 
workforce, personal incomes, government 
revenue and sources, government spending, 
deficits, debt, and costs in British Columbia. 
BC CO PA PR 


It also 


OWMC guide to hazardous waste 
terminology 
Toronto : Ontario Waste Management 
Corporation, 1993. 124 p. ISBN 
0-7778-1133-2 
MICROLOG 94-01538 2 fiche 


Alphabetical listing of terms in English and 
French used in hazardous waste management. 
Each term is described or defined and 
synonyms and chemical formula are included 
where relevant. Terms include processes, 
toxins, and regulatory terminology. 

EV ON PR SC 


Ozone layer dictionary 


by D. Rivard. Ottawa : Translation Bureau, 
Terminology and Linguistic Services 
Directorate, 1993. xv, 493 p. Bibliogr. 
(Terminology bulletin ; 218) Bilingual 
(Dictionnaire de la couche d’ozone). ISBN 
0-660-58897-8 

MICROLOG 94-02131 6 fiche 


This dictionary has been improved through the 
addition of English definitions, parallel to the 
existing French definitions, while all 
equivalencies have been reviewed in light of the 
most up-to-date sources. The terms are in 
alphabetical order according to the English key 
terms, and it includes a French-English 
glossary. The terms in the new dictionary 
remain essentially thu same, with approximately 
1,000 concepts and some 3,000 terminological 
units in the two official languages. It covers 
three sub-fields, namely physicochemical 
reactions involving ozone in the atmosphere, 
atmospheric layers, and the symptomatology of 
skin cancers caused by the sun's rays. 

CA EV SC 


Le Parlement du Quebec : deux 

siecles d’histoire 
par G. Deschénes et M. Pellerin. Québec : 
Gouvernement du Québec, Assemblée 
nationale, Bicentenaire des institutions 
parlementaires du Québec, 1991. 123 p. : ill. 
Bibliogr. (Vie parlementaire ; 5) ISBN 
2-551-14916-9 
MICROLOG 94-01841 2 fiche 


A l'occasion du Bicentenaire des Institutions 
parlementaires du Québec, l'Assemblée nationale 
a voulu mettre à la disposition de ceux et 
celles qui s'intéressent aux institutions une 
documentation facile d'accès et propre à 
enrichir leurs connaissances sur l'histoire et le 
fonctionnement du Parlement. Cette esquisse 
vise à donner, sous une forme accessible à un 
large public, un aperçu de l'évolution de la 
première institution politique du Québec. Les six 
chapitres qui la composent portent sur les 
points suivants: le Parlement du Bas-Canada; le 
Parlement au milieu du XIXe siècle; l'activité 
parlementaire à la fin du XIXe siècle: la vie 
parlementaire à la Belle Epoque; la Révolution 


tranquille au Parlement, et, le Parlement 
d'aujourd'hui. 
CU PA PR QU 


Partenaires au sein de la 
Confédération : les peuples 
autochtones, l'autonomie 
gouvernementale et la Constitution 
Ottawa : Commission royale sur les peuples 
autochtones, 1993. vi, 68 p. Bibliogr. L'éd. 
anglaise (Partners in Confederation...) : 94- 
02011/1. ISBN 0-660-94284-4 
MICROLOG 94-02012 1 fiche 


Ce document fait la lumière sur les points 
suivants: le statut originel des peuples 
autochtones; les premiers rapports entre 
autochtones et Européens, la Proclamation 
royale de 1763; la doctrine des droits 
ancestraux; le processus d'élaboration de la 
Constitution, la Loi constitutionnelle de 1982; 
l'autonomie gouvernementale à titre de droit 
constitutionnel, le caractère des droits 
gouvernementaux autochtones; et, la mise en 
oeuvre de l'autonomie gouvernementale. 

CA NP PA 


Participation of different ethnic 

groups in postsecondary education 
Ottawa : Secretary of State, Multiculturalism, 
Policy, Analysis and Research, 1987. iii, 
47 p. : ill. 
MICROLOG 94-01912 1 fiche 


This paper provides a description of some of 
the characteristics of students in different ethnic 
groups in postsecondary education. The data 
used in the analysis was collected in the 1983- 
84 Postsecondary Student Survey which was 
carried out by Statistics Canada. The study 
was designed to provide data that could be 
used to study topics such as access to 
postsecondary education, full-time and part-time 
study, and students’ incomes and expenditures. 
Data covers a range of factors including sex, 
age, mother tongue, field of study, parents’ 
income and fathers’ education, as well as ethnic 
origin. 

CA ED SA 


Partners in Confederation : Aboriginal 
peoples, self-government and the 
Constitution 
Ottawa : Royal Commission on Aboriginal 
Peoples, 1993. vi, 65 p. French ed. 
(Partenaires au sein de la...) : 94-02012/1. 
ISBN 0-660-15187-1 
MICROLOG 94-02011 1 fiche 


This document considers the original status of 
Aboriginal peoples, reviewing their early 
relations with incoming Europeans, the Royal 
Proclamation of 1763, the doctrine of Aboriginal 
rights, and the process of building 
Confederation. It also discusses the status of 
the inherent right of self-government, the 
character and scope of that right, and methods 
of implementing it. 

CA NP PA 


Patrimoine muséologique au Quebec : 
reperes chronologiques 


par C. Simard, A. Lapointe et C. Kirjan. 
Québec : Commission des biens culturels du 
Québec, 1992. xvii, 113 p. : ill. Bibliogr. 
ISBN 2-550-26569-6 

MICROLOG 94-02066 2 fiche 


Ce document porte sur le patrimoine 
muséologique au Québec. |i examine 
précisément sur les points suivants: 
collectionneurs et curiosités (1534-1823); 
classification et compréhension (1824-1879); 
institutionnalisation et essor de l'enseignement 
(1880-1921); législation et intervention de l'Etat 
(1922-1957); organisation et réseaux de 
diffusion (1958- 1975); les grands équipements 
(1976-1989); et, consolidation (1990-1992). 

CU PR QU 


À 


Pour des copies de ces publications, contacter: 
48 Micromedia Ltd., 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 
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————————— eee 


Pêche et caractéristiques biologiques 
du capelan Malotus vilosus dans le 
golfe du Saint-Laurent, 1984-92 


par S. Hurtubise. Mont-Joli, Québec : Ministère 
des pêches et océans, Direction des sciences 
des pêches, Institut Maurice-Lamontagne, 1993. 
vi, 25 p. : ill, cartes géogr. Bibliogr. 

(Rapport canadien à l'industrie sur les 

sciences halieutiques et aquatiques ; no 219) 
L'éd. anglaise (Fishery and biological 
characteristics...) sur la même fiche. ISSN 
0704-3708 

MICROLOG 94-02018 1 fiche 


Les données recueillies depuis 1984 dans le 
cadre du programme d'échantillonnage des 
captures commerciales de capelan et les 
captures effectuées au cours des relevés 
conjoints crevette-poissons de fond entre 1990 
et 1992 sont analysées pour mettre à our nos 
connaissances sur la pêche et les 
caractéristiques biologiques de l'espèce. les 
patrons de répartition spatiale du capelan dans 
le golfe du Saint- Laurent sont relativement 
constants d'une année à l'autre. Les classes de 
taille dominantes varient d'une année à l'autre 
mais les individus de trois ans sont toujours 
prédominants. Les mâles sont généralement 
plus grands et plus gros que les femelles du 
même âge. Pour une même taille, le poids des 
capelans de la Division 4R est plus élevé que 
ceux des Divisions 4S et 4T. La pêche est 
basée seulement sur la présence de deux 
classes d'âge et vise principalement les femelles 
oeuvées. Les débarquements sont donc sujets 
à des fluctuations en réponse aux variations du 
recrutement. Les résultats présentés dans ce 
document pourront aider les différents 
intervenants du milieu des pêches au moment 
d'envisager de nouvelles opportunités de 
marché. 

e CA CF FI LS QU SC 


Performance assessment of the 
tension infiltrometer marketed by 
Soilmoisture Equipment Corp., Santa 
Barbara, California 


by W.D. Reynolds and W.D. Zebchuk. 
Agriculture Canada, Research Branch, 1993. 
13 p. : ill Bibliogr. (Technical bulletin ; 1993- 
12E) (CLBRR contribution ; no. 93-50) 
MICROLOG 94-01622 1 fiche 


The tension infiltrometer (TI) is a field 
apparatus for in-situ determination of near- 
saturated hydraulic conductivity. The machines 
have recently moved from being research 
prototypes to commercial products, so the 
information available on their performance and 
maintenance is somewhat limited, particularty for 
the Soilmoisture Equipment Corp's machine. 
The Soilmoisture unit provides no information 
on the hydraulic properties and maintenance of 
the porous disk or on the calibration of the 
bubble tower, both of critical importance to 
proper operation. This performance 
assessment of the Soilmoisture TI established 
the wettability, bubbling pressure, and hydraulic 
conductivity of the porous disk and the 
accuracy, linearity, and resolution of the bubble 
tower. Brief comments and recommendations 
are also given about the maintenance of the 
porous disk and the operation of the TI in the 
field. 

e AG CA SC 


Les Personnes qui ont été exploitées 

sexuellement pendant l'enfance 
Ottawa : Santé Canada, Centre national 
d'information sur la violence dans la famille, 
1993. 9 p. Bibliogr. L'éd. anglaise (Adult 
survivors of child sexual abuse) sur la 
même fiche. ISBN 0-662-98556-7 
MICROLOG 94-01920 1 fiche 


On parle d'exploitation sexuelle lorsqu'un 
adolescent ou un adulte se sert d'un enfant 
pour se satisfaire sexuellement. Ce document 
se penche sur cette question et examine 
particulièrement les points suivants: qui sont 


Ottawa : 


ces personnes, ce problème est-il très 
répandu; les faits à considérer; les principales 
conséquences à long terme; les mécanismes 
d'adaptation; le message aux victimes de 
violence sexuelle, où obtenir de l'aide; et, que 
faire si une personne vous dit qu'elle a été 
victime de violence sexuelle? Une courte 
bibliographie complète le document. 

BS CA 


Pesticide Management Program : a 
strategic 5-year plan 
British Columbia. Pesticide Management Branch. 
Victoria : The Program, 1993. 14 p. 
MICROLOG 94-01544 1 fiche 


The document provides the vision statement 
and guiding principles of the plan. Core 
strategies include the use of integrated pest 
Management; regulation of pesticide sales and 
monitoring of their effects on human health; 
education of the public about issues related to 
pesticides and their management; encouraging 
initiatives to protect human health and the 
environment; development of a comprehensive 
electronic pest management information systems 
plan; development of effective partnerships to 
promote effective and safe pest management; 
focused, efficient and effective program delivery; 
and promotion of good workplace conditions 
and service quality to clients. 

BC EV PR SC 


The Physician’s handbook : a guide 
to chemical abuse and dependency 
diagnosis, treatment and referral 
by A. Hynes and F.D. Corner. Winnipeg : 
Alcoholism Foundation of Manitoba, 1992. i, 
84 p. Bibliogr. 
MICROLOG 94-02029 1 fiche 


This handbook outlines the major factors of 
chemical abuse and dependency a physician is 
likely to encounter in regular practice, and 
provides procedures for diagnosis, treatment 
and referral. Because of their particular 
impact on the health and well-being of 
Manitobans, alcohol abuse and dependency are 
discussed in the greatest detail, although 
sections on other depressants, stimulants and 
hallucinogens are provided. The focus is on a 
clear presentation of basic intormation. 

BS HE MS PR 


Plan cadre pour le marketing des 

événements et communautés | 

ethnoculturels : sommaire executif 
Ottawa : Secrétariat d'Etat, Multiculturalisme, 
Direction des politiques, recherches et 
analyses, 1988. 15, 15 p. Rédigé pour la 
Conférence nationale sur le tourisme, la 
culture et le multticulturalisme. Bilingue (A 
Framework for marketing ethnocuttural...). En 
téte du titre: Des Liens a créer. 
MICROLOG 94-02044 1 fiche 


Dans ce rapport, nous étudions comment les 
différents organismes peuvent donner à leurs 
activités touristiques la caractéristique 
ethnoculturelle de leurs communautés en 
recourant systématiquement à certaines 
structures et techniques de marketing. Nous 
prêtons une attention spéciale à la mise en 
place de telles structures dans les chambres 
de commerce locales, les conseils en voyages, 
les offices des congrès et visiteurs, les 
associations locales pour la stimulation des 
affaires et en informer les dirigeants des 
associations ethnoculturelles des diverses 
communautés. 

e CA SA 


Plan d’action interministériel pour 
favoriser la survie du beluga du 
Saint-Laurent 
Ottawa : Pêches et océans Canada ; 
Environnement Canada, 1992. 20 p. : ill. 
Bibliogr. Sur la couv.: Plan d'action Saint- 
Laurent. L'éd. anglaise (Inter departmental 
Action Plan to Favour the...) sur la même 


fiche. CSI 21105053. ISBN 0-662-97848-X 
MICROLOG 94-01682 1 fiche 


Ce document présente le quatrième rapport 
annuel du Plan d'action interministériel pour 
favoriser la survie du béluga du Saint-Laurent. 
ll dresse un bilan succinct des principales 
réalisations du Ministre des Pêches et des 
Océans et du Ministre de l'Environnement du 
Canada, dans le cadre de ce plan d'action, 
pour l'année financière 1991-1992. 

e CA CF LS QU SC 


Plan d’action pour le Canada en 

matiere des sciences et de 

technologies forestières 
par G. Page et GR. Brassard. Ottawa : 
Ressources naturelles Canada, Service 
canadien des forêts, Direction des sciences et 
du développement durable, 1993. xi, 81, xi, 
71 p. Bibliogr. Bilingue (Toward a national 
forestry science...). ISBN 0-662-60022-3 
MICROLOG 94-01901 2 fiche 


L'initiative décrite dans ce document a été 
entreprise par Forêts Canada afin de répondre 
à un des objectifs du Plan stratégique de 1990, 
c'est-à-dire d'examiner et d'analyser les rôles, 
les responsabilités et les interrelations des 
organismes de recherche-développement 
forestière au Canada et par la suite d'élaborer 
un “Plan d'action en matière de sciences et de 
technologies forestières pour le Canada”. Ce 
rapport décrit les travaux effectués à ces fins 
entre 1991 et 1993, et les conclusions qui en 
ont découlé. 

e CA FO SC 


Plan d'ensemble strategique, 1992 


Conseil canadien des ministres de 
l'environnement. Ottawa : le Conseil, 1993. 
25, 23 p. L'éd. anglaise (Strategic overview, 
1992). ISBN 0-919074-03-0 

MICROLOG 94-01729 1 fiche 


En mars 1992, le Conseil canadien des 
ministres de l'Environnement a adopté une 
Déclaration au sujet de la coopération entre les 
autorités compétentes en matière 
d'environnement. Cette déclaration établit un 
cadre d'action pour une coopération 
intergouvernementale rigoureuse sur les 
questions d'environnement. Les gouvernement 
membres du CCME se sont engagés à réaliser 
les objectifs stipulés dans ce plan d'ensemble. 
Ce document porte sur le Plan d'ensemble 
stratégique de 1992, et examine les points 
suivants: orientation générale; vers un 
programme de développement durable; objectif 
du Plan d'ensemble stratégique; priorités du 
CCME; gestion des questions; amélioration du 
processus décisionnel; et, prochaines étapes. 

e CA EV SC 


Plan de gestion du poisson de fond 
de l'Atlantique, 1993 - Vers. suppl. 


Ottawa : Pêches et océans Canada, Programme 


d'adaptation des pêches de l'Atlantique, 1993. 


33 p. : cartes géogr. Bilingue (1993 Atlantic 
groundfish management plan). ISBN 
0-662-59839-3 


MICROLOG 94-01681 1 fiche 


Ce document présente le Plan de gestion du 
poisson de fond de l'Atlantique 1993. II fait 
principalement mention des stocks dont les 
données ont changé en vue des 
recommandations du Conseil pour la 
conservation des ressources halieutiques et des 
mesures de gestion annoncées le 31 août 
1993. 

@ AP CA CF FI SC 


Planning Kidscience : Ontario Science 
Centre front-end analysis 
by Barbara Soren and Joel Weiss ; with the 
assistance of Wendy Kelly, Erminia Pedretti, 
and Janet Thompson. Toronto : Ontario 
Institute for Studies in Education ; Ontario 
Science Centre, 1993. 66 p. ONTERIS: 
ON06594. 
MICROLOG 94-01582 1 fiche 


Copies of these documents are available from: 
Micromedia Ltd., 240 Catherine St, Suite 305, Ottawa ONT K2P 2G8 49 
(613) 237-4250 FAX (613) 237-4251 
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Describes an evaluation of the Kidscience 
project at the Ontario Science Centre (OSC) 
while in the planning stage in 1993. The goal 
of the project was 5000 square feet of new 
exhibit space for visitors 1-8 years of age and 
their parents. Used front-end analysis to deal 
with plans that had never been implemented, 
and as an instrument for reflection, exploring 
the feelings, interests, and expectations of the 
target clients. Research procedures included 
observing chikdren and families, administering a 
survey questionnaire, conducting focus groups, 
and aries children's drawings. Participants 
included OSC staff, and children, parents, 
teachers, and child-care workers in the 
surrounding community, as well as families 
visiting the OSC. Concludes with an 
interpretation and integration of information from 
all sources. 

ED ON PR 


Planning reform priorities : response 
to the final report of the Commission 
on Planning and Development Reform 
in Ontario 
Association of Municipalities of Ontario. 
Toronto : The Association, 1993. 29 p. 
(Policy response series ; LUP93R02) ISBN 
1-55140-009-X 
MICROLOG 94-01690 1 fiche (Available on 
fiche only) 


This document contains the AMO's response to 
the Final Report. It discusses the purposes of 
planning; provincial policy statements; the 
provincial role; planning and aboriginal 
communities; municipal plan-making Mito 
decision-making structure, planning in the North, 
plan-making, lot creation development control, 
municipal infrastructure, and public involvement; 
conflicts, disputes, and appeals; sewage 
treatment and septics, and streamlining. 
discusses implementation and presents 
conclusions. 

MU ON PL PR SC 


It also 


Plant Biotechnology Institute 
(Canada) : Annual report 1992-93 


Saskatoon, Sask. : The Institute, 1993. 44 p. : 


ill. Bibliogr. CS/ 22405.001. 
MICROLOG 94-01789 1 fiche (Available on 
fiche only) 


The National Research Council operates more 
than a dozen national laboratories along with 
programs for scientific-technical information and 
industrial research assistance. In the 
biotechnology program, the Plant Biotechnology 
Institute has the mission of delivering new, 
exploitable biological and biochemical methods 
for the control and genetic alteration of plant 
development, especially at the cellular and 
molecular levels. This annual report covers 
the highlights of the year, the institute and its 
organization, activities, management and 
administration, resource profiles, the Advisory 
Board, and research activities. Also presents 
a list of publications, awards and distinctions, 
patents and licenses, seminars and 
presentations, participation on committees, and 
personnel. 

CA LS SC 


Pleins feux sur les ressources 
humaines : reaction au rapport de la 
Commission sur l’excellence en 
education, ‘Apprendre, pour la vie’ 
Nouveau-Brunswick. Division des services de 
l'éducation. Fredericton : la Division, 1993. 
21 p. L'éd. anglaise (Enabling our people : 
response to...) sur la même fiche. ISBN 
1-55137-232-0 
MICROLOG 94-02123 1 fiche 
Ce document présente le rapport de 1993 de 
la Commission sur l'excellence en éducation 
intitulé “Apprendre, pour la vie". Les thémes 
qui y sont abordés sont les suivants: une 


économie en pleine mutation; le Collége 
communautaire aujourd’hui et ses défis; les 
apprenants d'aujourd'hui et leurs besoins; et les 
principes directeurs. 

AP ED PR 


Le Point sur la communication 

interne au Quebec 
le Groupe Innovation ; en collaboration avec 
l'Association des professionnels en ressources 
humaines du Québec. Québec : le Groupe ; 
l'Association, 1992. 79 p. : il. Bibliogr. ISBN 
2-551-15144-9 
MICROLOG 94-02093 1 fiche 


Ce document vise à aborder le thème de la 
communication interne au Québec en 
franchissant les distinctions trop artificielles 
entre les secteurs privé et public pour réunir 
et mobiliser encore davantage le réseau 
d'hommes et de femmes qui ont à coeur de 
rendre nos organisations humaines, efficaces et 
performantes, afin d'entretenir, dans un 
contexte de mondialisation de l'économie, le 
goût du changement. Ce rapport d'enquête se 
veut l'amorce d'une réflexion conjointe sur la 
communication interne telle qu'on la pratique au 
Québec. Y sont abordés les principaux points 
Suivants: communiquer pour réussir, gérer 
stratégiquement la communication interne; la 
communication au quotidien; et, les perceptions 
et initiatives. 

PR QU SC TE 


Police management information 

system : summary statistics, 1977-92 
Victoria : Ministry of Attorney General, Police 
Services, 1993. 100 p. : ill, maps. 
CSI 38222.002. ISSN 0840-8033 
MICROLOG 94-01810 2 fiche 


In British Columbia there is a Provincial Force, 
as well as twelve independent municipal forces, 
fifty-two RCMP contracted Municipal Forces, and 
one RCMP extended municipal contract. This 
document contains crime data for British 
Columbia, municipal policing jurisdictions, 
provincial policing jurisdictions, and regional 
districts. 

BC JU PR 


Policing services for Aboriginal 
peoples : a review of current trends 
and developments and an analysis of 
the impact 
prepared by Vijay Mehta ; submitted to 
Aboriginal Policing Directorate. Ottawa : 
Ministry of the Solicitor General, Ministry 
Secretariat, 1993. 52, 53 p. Bibliogr. (User 
report ; 1993-21) (Aboriginal policing series) 
Bilingual (Les Services de police...). ISBN 
0-662-60059-2 
MICROLOG 94-01609 2 fiche 


The purpose of this report is to provide 
focused, timely and meaningful information on 
the likely impact of current trends on urban 
Aboriginal policing issues to the year 2000. It 
specifically looks at the following points: 
objective; methodology; overview of issues and 
trends; overview of recent examinations into 
police-Aboriginal relationships; and, policing 
services for Aboriginal peoples. 

CA JU NP 


Une Politique de la culture et des 

arts : proposition 
Groupe-conseil sur la politique culturelle du 
Québec. Québec : le Groupe-conseil, 1991. 
326 p. : ill. ISBN 2-551-14672-0 
MICROLOG 94-01835 4 fiche 


Cette proposition examine les différents points 
Suivants: pourquoi le temps est-il venu de doter 
le Québec d'une politique culturelle; développer 
le domaine des arts et de la culture; favoriser 
l'accès à la vie culturelle; et, accrditre 
l'efficacité du gouvernement et de ses 
partenaires dans la gestion de la mission 
culturelle. 

CU PR QU 


Pollution prevention planning guidance 
document and workbook 
Toronto : Ministry of Environment and Energy, 
1993. 179 p. Bibliogr. ISBN 0-7778-1441-2 
MICROLOG 94-01629 3 fiche 


This guide and workbook were developed to 
provide an introduction to the concepts and 
principles of pollution prevention planning and 
its implementation; to offer a model to initiating 
a pollution prevention team planning exercise 
within an organization; and to provide a series 
of easy-to-follow worksheets and checklists that 
would help guide the planning process from 
assessments through prioritization and 
implementation. The approach is based on a 
total quality organization framework; an 
integrated, multi-media assessment of pollution 
impacts; and conceptual models, procedures, 
and protocols that force attention to the front- 
end of industrial processes and all waste 
management systems. Suggestions are also 
given for an economic analysis of pollution 
prevention projects, including financial and 
economic assessment tools, limitations and 
deficiencies of financial analysis, and annualized 
net costs and net present value calculations. 
EV ON PR SC 


Population projections of ethnic 
groups in Canada to the year 2016 


prepared for Policy and Research Division, 

Multicutturalism and Citizenship, Canada ; 

author: Hussein Rostum. Ottawa : TEEGA 

Research Consultants Inc., 1991. ili, 142 p. : 

ill. Bibliogr. 

MICROL' 94-01846 2 fiche 
This report describes the approach and 
presents the results of a series of population 
projections of selected ethnic groups in Canada 
and the provinces. It projects the populations of 
twenty- three ethnic groups representing about 
96 per cent of the total population of Canada 
for the years of 1991, 1996, 2001, 2006, 2011, 


and 2016. It provides further detailed statistical 
results in supplements. 
CA SA 


Populism and the rise of the Reform 
Party of Alberta 
by T. Harrison and H. Krahn. Edmonton : 
University of Alberta, Dept. of Sociology, 
Population Research Laboratory, 1992. 26 p. 
ret (Edmonton area series report ; no. 
76) ISSN 0703-8763 
MICROLOG 94-02156 1 fiche 


The rise of the Reform Party of Canada since 
its founding in 1987 appears to be a rather 
unique phenomenon. Despite the party's 
evident success, we know little about the 
backgrounds and attitudes of its supporters. 
More importantly, we do not possess an 
adequate explanation of how these 
characteristics have resulted in the rise of the 
Reform Party. In order to address these 
issues, the Reform Party was tested against 
two established theories of populist mobilization, 
Macpherson's theory of the petite bourgeoisie 
and Hofstadter’s theory of nativism. 

AL PA PR 


La Position du CCNTA sur les 
evenements de la vie des femmes 
ainees 
Ottawa : Conseil consultatif national sur le 
troisième âge, 1993. 60, 56 p. (Vieillir et le 
CCNTA ; no 15) Bilingue (The NACA 
position on women’s...). ISBN 0-662-59905-5 
MICROLOG 94-01613 2 fiche 


Ce rapport expose les six grandes catégories 
d'événements et d'expériences de la vie qui ont 
la plus grande incidence sur la vie des dinées. 
Il examine d'abord l'incidence de ces 
expériences sur la vie des femmes nées 

durant le premier quart du XXe siècle et, à 
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partir d'informations sur la façon dont ces 
expériences évoluent, le rapport tente de 
déterminer de quelle façon la situation des 
cohortes suivantes pourrait être différente. Ces 
expériences comprennent la vie familiale, la 
santé, les conditions de logement, l'éducation, 
l'emploi et la sécurité économique. Le rapport 
fournit également un aperçu subjectif de la 
façon dont les femmes perçoivent l'incidence 
des expériences sur leur vie. En guise de 
conclusion, des recommandations sont formulées 
à l'intention des femmes, de la société en 
général, des gouvernements, des organismes 
communautaires, des maisons d'enseignement, 
des employeurs et des chercheurs. 

CA SA 


Possibilités de formation pou les 
indiens et les Inuit, 1993-94 
Ottawa : Affaires indiennes et du Nord Canada, 
1992. ii, 225 p. Les références sont en 
français ou en anglais (Indian/inuit training 
opportunities...). ISBN 0-662-59525-4 
MICROLOG 94-01756 3 fiche 


Ce document décrit brièvement tous les types 
de formation postsecondaire et ceux axés sur 
le développement de carrières spécialement 
conçus pour les premières nations. Ces 
descriptions de cours sont présentées par 
ordre alphabétique et par établissement dans 
chaque province. La description de la formation 
est soit en anglais ou en français selon la 
langue dans laquelle le cours est donné. La 
publication est seulement un guide. La 
description de chaque cours est accompagnée 
de l'adresse complète d'une personne à 
contacter pour recevoir de plus amples détails. 
e CA ED LA NP 


Possibilities for practice : an 
education of value for at risk 
students : a program support 
document 


see An Education of value for at risk students : 


possibilities for practice 
document 


: a program support 


Postoptimizing equilibrium flows on 
large scale networks 
by S. Nguyen, S. Pallottino and D. Inaudi. 
Montreal : Université de Montréal, Centre de 
recherche sur les transports, 1993. 14 p. : 
il. Bibliogr. (Publication ; no. 954) 
(Publication ; no. 892) 
MICROLOG 94-02137 1 fiche 


In a large variety of applications, equilibrium 
traffic flows corresponding to a set of slightly 
modified input data must be computed 
sequentially. Until now, it is believed that only 
a disaggregate decomposition approach, that 
explicitly works on the path flow space, offers 
the postoptimization capability. This note 
proposes a new postoptimization method to deal 
with perturbations of the traffic demand input 
that does not require path information. 
Numerical experiments on practical size 
networks show a drastic reduction in the 
number of iterations with respect to the naive 
restart approach. 

PR PS QU SC TR 


Potential applications in highway 
proue of rubber/plastics blends 
sed on waste materials 
AE. Redpath Consulting. Downsview, Ont. : 
Ministry of Transportation, Research and 
Development Branch, 1993. iv, 26 p. : ill. 
Bibliogr. 
MICROLOG 94-01739 1 fiche 
Study to determine the technical and economic 
viability of using waste plastics (polyethylene PE, 
polypropylene PP, polystyrene PS, and polyvinyl 
chloride PVC) and scrap rubber for non- 
structural highway products in Ontario. 
Information was obtained from a computer 
literature survey and interviews with 
government personnel, municipal waste 


managers, representatives of trade 
organizations, companies active in the recycling 
of plastics or rubber, companies making 
products from recycled plastics or rubbers, 
and academics active in research into recycling 
technologies. The interviews were 
supplemented by a telephone and mail survey 
of a more extensive list of companies 
manufacturing or marketing products made 
from recycled plastics or rubber. Technologies 
assessed include compounding, injection 
moulding, extrusion, rotational moulding, 
calendering, blow moulding, and compression 
moulding. 

ON PR SC TR 


Le Potentiel éolien entre Québec et 
l'embouchure du Saguenay utilisant 
les données de ‘Quebec 1984’ 


par R. Hallé et M. Besner. Montréal : Service 
de l'environnement atmosphérique, 1991. ix, 
62 p. Bibliogr. 

MICROLOG 94-02048 1 fiche 


L'information sur la vitesse et la direction des 
vents à différentes stations sont disponibles 
pour la période d'été 1984. A l'aide des 
observations prises aux stations principales 
possédant des périodes d'enregistrement des 
vents relativement longues, une distribution des 
fréquences du vent à long terme est calculée 
pour 9 stations temporaires situées entre 
Québec et Rivière-du-Loup. L'estimation des 
fréquences aux stations est réalisée par la 
méthode des tables de contingence. Cette 
distribution du vent est classée selon 48 
catégories, soit 8 directions et 6 classes de 
vitesse. A partir des fréquences générées, une 
estimation du potentiel éolien a été faite aux 
différentes stations temporaires pour la saison 
estivale. 

CA PS QU SC 


Predicting old age mortality in 
Canada 
by P. Krishnan. Edmonton : University of 
Alberta, Dept. of Sociology, 1992. 11 p. 
Bibliogr. (Research discussion paper ; no. 
90) ISSN 0317-2473 
MICROLOG 94-02151 1 fiche 


In this study, the system of generalized 
Gompertz curves to approximate the central 
mortality rates for Canadian males and females 
by single years of age starting from 65 have 
been employed. The data for the years 1980 
through 1982 have been averaged to compute 
the death rates. Similar computations have 
been done for 1985-87. Thus there are four 
sets of data for old age mortality in Canada. 
The census age and gender specific populations 
for 1981 were used as the risk populations. 
AL PR SA 


Preliminary directory of public 
schools in operation, September 1, 
1993 

Halifax : Dept. of Education, 1993. 

CSI 51104.005. 

MICROLOG 94-01874 1 fiche 


This directory lists schools according to district. 
For each school, it provides an address and 
telephone number, and identifies the principal, 
number of teachers, and grades taught. This 
list is tentative only, based on information 
available prior to school opening. A list of 
school board officials ends this report. 

AP ED PR 


40 p. 


Preliminary recommendations of the 
B.C. Advisory Committee on the 
Status of the Artist : discussion 
paper 
British Columbia. Advisory Committee on the 
Status of the Artist. Victoria : The Committee, 
1993. 15 p. 
MICROLOG 94-01792 1 fiche 


This document contains a discussion paper. lt 
focuses on cultural policy, collective bargaining 
and the labour relations code, employment 
standards and the Employment Standards Act, 
the Art Agency Agreement Act, Worker's 
Compensation and Occupational Heath and 
Satety, and education and the School Act. For 
each item discussed, it presents the rationale 
and offers recommendations. 

BC CU PR 


Premier rapport du Groupe de __ 
travail : environnement et fiscalite 


Ontario. Groupe de travail sur l'environnement 
et la fiscalité. Toronto : le Groupe, 1992. 

21 p. L’éd. anglaise (Environment and 
Taxation Working Group report) : 94-00096/1. 
MICROLOG 94-01934 1 fiche 


Ce document présente le premier de deux 
rapports du groupe de travail de 
l'environnement et de la fiscalité de la 
Commission de l'équité fiscale. Le groupe de 
travail est l'un des huit groupes de travail qui 
ont été constitués par le Trésorier pour 
répondre à des questions précises concernant 
l'équité du système fiscal actuel. Le rapport est 
divisé en cinq articles. L'article 2 souligne les 
principes et les critères du groupe pour 
l'évaluation de la fiscalité environnementale. 
L'article 3 résume les discussions et la position 
du groupe concernant "l'assignation” ou 
l'affectation des revenus tirés des taxes 
environnementales en faveur des programmes 
écologiques l'article 4 présente les 
recommandalwns du groupe en ce qui 
concerne des initiatives précises pour le budget 
1992 et l'article 5 résume et conclut le 


rapport. 
CO EV ON PA PR 


Prenatal diagnosis in Canada, 1990 : 

a review of genetics centres 
by J.L. Hamerton, J.A Evans and L. Stranc. 
Ottawa : Royal Commission on New 
Reproductive Technologies, 1993. xiv, 136 p. 
Bibliogr. ISBN 0-662-20503-0 
MICROLOG 94-01845 2 fiche 


The mandate of the Royal Commission on New 
Reproductive Technologies was to undertake a 
broad and comprehensive study of the new 
reproductive technologies, including the prenatal 
diagnosis of genetic disease, from a scientific, 
social, and legal perspective, and to make 
recommendations to the Government of Canada 
concerning the development and control of 
these technologies in Canada. This study 
provides a comprehensive data base on 
Canadian prenatal diagnostic services that will 
allow the Commission to examine the current 
state of this service in Canada and make 
rei 4e recommendations for the future. 

A HE 


Presurgical admissions and rates of 

day surgery in Saskatchewan’s 

twenty largest hospitals : technical 

report of the Surgery Working 

Group 
see Technical report of the Surgery Working 
Group on presurgical admissions and rates of 
day surgery in Saskatchewan's twenty largest 
hospitals 


La Preuve de la plainte spontanee et 
la refonte des dispositions sur les 
agressions sexuelles au Canada : a 
quand l'égalité epistemique? 
par L.M.G. Clark. Ottawa : Conseil consultatif 
canadien sur la situation de la femme, 1993. 
iv, 86 p. Bibliogr. L’éd. anglaise (Evidence 
of recent complaint and reform...) : 93- 
08450/1. 
MICROLOG 94-01734 1 fiche 


Ce document décrit les dispositions sur les 
agressions sexuelles d'avant 1983 et précise 
les objectifs de la refonte. Puis il analyse la 


A Remmmmmeeeeeeeeerereee 
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eT 


règle de la plainte spontanée, qui était en 
vigueur avant la refonte du Code criminel de 
janvier 1983, et décrit, notamment dans une 
perspective historique, les objectifs qui sous- 
tendaient la refonte par rapport à cette règle. 
Ensuite, il explique la réaction des spécialistes 
du Canada et de l'étranger aux modifications 
de 1983. Les avis sont partagés quant aux 
répercussions probables de la refonte et de 
l'abolition de la règle sur la recevabilité de la 
preuve de la plainte spontanée. Enfin, le 
document décrit la jurisprudence établie depuis 
1983 et les données empiriques sur les 
conséquences pratiques de la refonte. 

e CA JU 


Prévision des indices Forêt-météo 


par L. Pouliot. Ottawa : Environnement 
Canada, 1991. 84 p. : ill, cartes géogr. 
Bibliogr. 


MICROLOG 94-01940 2 fiche 


Dans cet ouvrage, nous étudions les 
paramètres météo, dans un contexte 
d'observation et de prévision météorologiques, 
en illustrant les niveaux de précision ou de 
sensibilité météorologiques, en illustrant les 
niveaux de précision ou de sensibilité qui 
affectent les calculs des indices. On propose 
une approche de calcul spatial des indices à 
l'aide d'une technique d'évaluation par zone 
météo-forestière. On décrit brièvement une 
méthode d'utilisation des probabilités de pluie 
pour la prévision des indices et une méthode 
de vérification des précipitations et des indices 
prévus. 

CA FO PW QU SC 


Prince Edward Island : Financial 

report 1992-93 
Charlottetown : The Province, 1993. 27 p. : 
il. CSI 61104.008. 
MICROLOG 94-01707 1 fiche 


The report reviews major aspects of the 
province’s finances and economic situation, and 
presents summarized financial statements for 
the Consolidated Fund. This report is designed 
to provide timely public knowledge on the state 
of provincial finances, reflecting the 
Government's commitment to improved public 
accountability. 

AP CO PA PR 


Prince Edward Island School 
Trustees’ Association : Annual report 
1992-93 


Charlottetown : The Association, 1993. 37 p. 
CSI 62125.001. 
MICROLOG 94-01877 1 fiche 


Describes the structure of the association and 
minutes (resolutions) of the annual meeting. lt 
includes the reports from the President, and 
various committees. Also includes a 
budget/financial statement/fee structure, 
appointments to the provincial committees, a list 
of trustees, an evaluation summary and 
sponsors. 

AP ED PR 


Prince Edward Island state of the 
forest report, 1980-90 : forestry, 
working now for the future 
Charlottetown : Dept. of Agriculture, Fisheries 
mis Forestry, Forestry Division, 1993. 42 p. : 
[LL 
MICROLOG 94-01764 1 fiche 


First State of the Forest report, providing an 
inventory of the forest in the province, 
identifying the area by cover type, the volume 
of products available, age distribution, an 
estimate of growth by product type that can be 
sustained with and without management, and a 
summary of forest management activities for 
both Crown forest and private land implemented 
during each year of the 10-year period; an 
estimate of the wood supply shortfalls or 
surpluses based on projections of forest growth 
and demand for forest products; and an outline 


of programs proposed to manage the forest in 
the next report period. 
AP FO PR SC 


Procédures relatives aux demandes 

d’allocations supplémentaires et 

d’autorisations de cours provenant 

des commissions scolaires, 1992-93 
Québec : Gouvernement du Québec, Ministère 
de l'éducation, Direction de la coordination 
des réseaux, Direction des services éducatifs, 
1992. 15 p. CSI 66109.007. ISBN 
2-550-23412-X 
MICROLOG 94-02163 1 fiche 


Ce Recueil de procédures, traitant de la 
clientèle adulte, entend faciliter la gestion des 
mesures découlant des Règles budgétaires et 
des instructions pour l'année 1992- 1993. Il 
vise essentiellement les objectifs suivants: 
fournir des informations sur des sujets 
constituant des dossiers importants dans 
l'organisation des activités d'éducation des 
adultes dans les commissions scolaires; 
identifier les différentes procédures en vue 
d'assurer une gestion cohérente et efficace des 
demandes d'allocations et d'autorisations 
provenant des commissions scolaires; et, 
assurer aux commissions scolaires la 
connaissance des échéanciers découlant de ces 
procédures. 

ED PR QU 


Proceedings of a symposium on 
urban forest management within the 
Commonwealth of Nations, agenda 
subhead 5 : Trees in Rural and 
Urban Development 
edited by J.W. Andresen and C.A. Plexman. 
St. John's : Newfoundland Forest Research 
Centre, 1981. 158 p. Bibliogr. (Information 
report ; N-X-202) Held as part of the 
Commonwealth Forestry Conference. ISSN 
0704-7657 ISBN 0-662-11782-4 
MICROLOG 94-01587 2 fiche 


Proceedings from the conference, including 12 
papers describing current action programs and 
future plans of both developed and developing 
nations of the Commonwealth, including 
Australia, Canada and Newfoundland, Fiji, Malta, 
Singapore, Britain, Dominica, New Zealand, 
Grenada, and Uganda. 

e AP CA FO se 


Profarm 93 : programs to help New 
Brunswick agriculture grow 
Fredericton : Cooperation Agreement on Agri- 
Food Development, 1993. 164 p. French ed. 
(Proferme 93 : programmes d'aide.) : 94- 
01760/2. CSI 46187.002. 
MICROLOG 94-01759 2 fiche 


Profarm outlines programs available from the 
federal and provincial governments to assist the 
New Brunswick agricultural sector. This 
manual describes federal government marketing; 
finance and credit, stabilization and insurance; 
tax benefits and exemptions; R-D assistance; 
storage, transportation, and processing; and 
employment programs. Provincial programs for 
finance and credit; tax benefits and exemptions; 
stabilization and insurance; livestock and poultry; 
transportation; and employment development are 
given. Federal-provincial programs on business 
entrepreneurship and organizational 

development; innovative technology; market 
development and trade; and land management 
and conservation are given. New Brunswick 
Dept. of Agriculture services and environmental 
programs are also included. 

AG AP CA CO PR SC 


Proferme 93 : programmes d'aide à 

l’agriculture au Nouveau-Brunswick 
Fredericton : Entente de coopération sur le 
développement du secteur agro-alimentaire, 
1993. 169 p. L'éd. anglaise (Profarm 93 : 
programs to help...) : 94-01759/2. 


CSI 46187.002F. 
MICROLOG 94-01760 2 fiche 


Ce répertoire a été élaboré en vue de mieux 
renseigner les agriculteurs et agricultrices du 
Nouveau-Brunswick sur les programmes et 
services offerts par les Ministères et 
organismes oeuvrant dans le secteur agro- 
alimentaire. ON y aborde précisément les 
points suivants: programmes fédéraux; 
programmes provinciaux, programmes fédéraux- 
provinciaux; et, services du Ministère de 
l'agriculture du Nouveau-Brunswick. 

AG AP CA CO PR SC 


Professionalism 
Toronto : Federation of Women Teachers’ 
Associations of Ontario, 1989. 20 p. 
ONTERIS: ON06671. 
MICROLOG 94-01553 1 fiche (Available on 
fiche only) 


intended for all women elementary student 
teachers during their training in colleges, 

schools and faculties of education in Ontario. 
Contains 4 sections which respond to frequently- 
asked questions by providing information about: 
teaching as a profession; the responsibilities 
teachers have to their profession and 
colleagues; the laws and rules that govern the 
profession; and the role of the Federation. 

ED LA ON PA 


Professionalization of fishers : foreign 
programmes 
by GTA Consultants Inc. ; prepared for the 
Task Force on Incomes and Adjustment in 
the Atlantic Fishery. S.l. : The Corporation, 
1993. vii, 110 p. ISBN 0-662-21190-1 
MICROLOG 94-01857 2 fiche 


The purpose of this report was to survey 
policies and programmes having to do with the 
professionalization of fishers in a select group 
of developed fishing nations other than Canada. 
This will lead to the identification of strategies 
and options that might be employed in the 
Atlantic fishery. To help make contextual sense 
of the specific options, the industry structure 
and the major issues and trends in the fishery 


_in each country will be briefly described. The 


countries examines are Iceland, Norway, the 
United Kingdom and New Zealand. There is 
also a brief commentary on policy developments 
in the European Community. 

e AP CA CF Fi LA SC 


Professionalization of fishers : options 
and strategies for the Atlantic 
fisheries 
by GTA Consultants Inc. ; prepared for the 
Task Force on Incomes and Adjustment in 
the Atlantic Fishery. S.. : The Corporation, 
1993. vii, 96 p. : ill. Bibliogr. ISBN 
0-662-21191-X 
MICROLOG 94-01856 2 fiche 


This report reviews professionalization policies 
and programmes for fishers in Quebec and the 
Atlantic Provinces, identifying salient policy and 
programme options, and recommending 
programme models and implementation 
Strategies for professionalization of fishers in 
the context of the Atlantic fishery. 

e AP CA CF FI LA SC 


Professionalization, certification and 
training of fishermen 
by Meltzer Research and Consulting ; prepared 
for the Task Force on Incomes and 
Adjustment in the Atlantic Fishery. Halifax : 
The Corporation, 1993. v, 25 p. ISBN 
0-662-21192-8 
MICROLOG 94-01854 1 fiche 


This paper discusses the concept and elements 
of professionalization in the harvesting sector of 
the fishing industry, reviewing the experience to 
date with professionalization of fishermen in 
Eastern Canada compared with those initiatives 
undertaken in New Zealand, Iceland, Norway 
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and in the United Kingdom. The rationale for 
professionalization is thereby presented within a 
global and domestic context. The concluding 
section outlines the basic principles and criteria 
for the introduction and implementation of a 
fishermen's professionalization program for the 
Atlantic fishery. 

AP CA CF FI LA SC 


Profile of Canadians who speak 
neither French nor English 


TEEGA Research Consultants Inc. Ottawa : 
Secretary of State, Multiculturalism 
Directorate, Policy, Research and Analysis 
Division, 1987. 34 p. : ill. 

MICROLOG 94-01914 1 fiche 


The two most widely spoken languages in 
Canada are English and French. A significant 
portion of Canadians are more fluent in other 
languages, while some speak neither English or 
French. Due to the diverse cultural origins of 
Canadians, other rl ae are also a valuable 
and important part of the fabric of this society. 
This report provides a profile which highlights 
important socio-economic factors about Canadian 
citizens and immigrants who do not speak 
ites of the official languages of Canada. 
A 


Programme de subventions 
strategiques : concours de 1993 


Conseil de recherches en sciences naturelles 
et en génie du Canada. Ottawa : le Conseil, 


1993. 21, 17 p. Bilingue (Strategic Grants 
Program...). CSI 22264.006. ISBN 
0-662-59423-1 


MICROLOG 94-01489 1 fiche 


L'objectif global du programme est de 
promouvoir et d'accélérer la recherche orientée 
dans des domaines choisis d'importance 
nationale. Plus précisément, le programme a 
pour but de permettre aux chercheurs 
universitaires de contribuer davantage à la 
solution de problèmes dans ces domaines et de 
former de la main-d'oeuvre hautement qualifiée. 
Ce document se penche précisément sur le 
concours de 1993 du Programme. 

e CA ED 


Programme-cadre pour les 
personnes ayant une déficience 
physique : document de consultation 


Sainte-Foy, Québec : Gouvernement du Québec, 


Ministère de la santé et des services sociaux, 
Direction générale de la réadaptation et des 
services de longue durée, 1992. 70 p. : ill. 
Bibliogr. ISBN 2-550-6712-5 

MICROLOG 94-01735 1 fiche 


Le premier chapitre de ce document présente 
les éléments qui servent d'assises au 
programme-cadre, soit la perspective historique, 
le cadre conceptuel utilisé et les principes 
directeurs en jeu. Pour mieux cerner la 
clientèle visée par le programme, on retrace 
dans le deuxième chapitre les particularités du 
cheminement des personnes dans un contexte 
de santé physique pour procéder ensuite à la 
définition de la clientèle cible, à une évaluation 
sommaire des données démographiques la 
concernant, et à l'identification de ses besoins. 
Les différents paramètres d'organisation 
régionale, sous la responsabilité des régies 
régionales, font l'objet du quatrième chapitre. 
Quant au cinquième, il traite des paramètres 
d'organisation des services cliniques sous la 
responsabilité des établissements et autres 
dispensateurs de services. En fin de document, 
on retrouve un chapitre qui traite d'éléments 
relatifs à l'évaluation de ce programme-cadre. 
PR QU SA 


Programmes dans les établissements 

posisecondaires des maritimes 
Fredericton : Commission de l'enseignement 
supérieur des provinces maritimes, 1993. iv, 
24 p. Bilingue (Maritime Provinces post- 


secondary...). CSI 32109.004. 
MICROL 94-01758 1 fiche 


Ce document présente un inventaire de 
programmes approuvés par la Commission de 
l'enseignement supérieur des provinces 
Maritimes chez les établissements dont elle a la 
responsabilité. Les renseignements sont 
présentés en deux sections: la Section | 
démontre les programmes du niveau 
universitaire, tandis que la Section || démontre 
ceux du niveau d'arts appliqués et de 
technologie. 

AP ED PR 


Progress revisited : the quality of 
(work)life of women teachers 


Ottawa : Canadian Teachers’ Federation, 1993. 
iv, 78 p. : ill. Bibhogr. ISBN 0-88989-265-2 
MICROLOG 94-01928 1 fiche 


Quality of life is an elusive concept, perhaps 
because its absence is often more apparent 
than its presence. Neither measuring nor 
explaining quality of life is straightforward. It is 
clear that both gender and profession mediate 
quality of life and overlap in ways that are just 
beginning to be understood. This report 
discusses women in the educational workforce. 
It presents information on where women are 
now, administrator demographics, teachers as 
women, their work and quality of life, time, and 
the future. 

@ CA ED LA SA 


Project evaluation tool for community 
associations 


by C. Gatt. Ottawa : Canada Mortgage and 
Housing Corporation, 1993. v, 62 p. : ill. 
Bibliogr. 


MICROLOG 94-01667 1 fiche 


This project evaluation tool has been developed 
to deal with narrow lot single-family detached 
infill housing. This document gives background 
information from the literature on the 
importance of participation in the public 
approval process. It describes the idea of 
trade-off methodologies as an information 
collection tool. The majority of the document is 
a presentation of the project evaluation tool. It 
amply illustrates the tool with various examples 
of each different features to provide a visual 
checklist of the characteristics from life. 

CA PL SC 


Project self-confidence : 
evaluation 


Toronto : Ontario Institute for Studies in 
Education, 1991. 7 p. ONTERIS: ON06075. 
MICROLOG 94-01560 1 fiche 


Project Self-Confidence was designed to teach 
shy or withdrawn, primary-aged children social 
skills and to give them emotional support in 
school. It aimed to improve children’s 
classroom participation and risk-taking in doing 
their schoolwork. This report evaluates the 
program, providing a description, methodology, 
results, and conclusions and discussions. 

ED ON PR 


program 


Projets gouvernementaux de : 
formation a l'intention des Premieres 
Nations, 1993-94 
responsable du projet, Patricia Kelly ; rédaction 
et recherche, Jena Cameron, Marianne 
Taylor, Diane Spencer. Ottawa : Affaires 
indiennes et du Nord Canada, 1993. 58, 
55 p. Bilingue (Government training 
initiatives...). ISBN 0-662-59856-3 
MICROLOG 94-01775 2 fiche 


Ce document décrit brièvement les programmes 
de formation des gouvernements fédéral, 
provinciaux et territoriaux destinés aux 
Premières Nations. La publication consiste en 
un abrégé des projets de formation axés sur 
les études et la carrière. La première partie 
comprend une brève description des 
programmes d'enseignement postsecondaire et 


de formation professionnelle conçus pour les 
Premières Nations. Alors que dans la deuxième 
partie, qui traite des projets provinciaux et 
territoriaux, les projets sont énumérés selon 
les provinces. 

@ CA LA NP 


Property tax and assessment in 

British Columbia : a decade of 

change 
by J.A Whybrow. Victoria : Ministry of 
Municipal Affairs, Recreation and Housing, 
1993. 15 p. : ill Bibliogr. Presented at the 
59th IAAO, International Association of 
Assessing Officers, Annual Conference on 
Assessment Administration. 
MICROLOG 94-01536 1 fiche 


The situation in the 1990s poses a number of 
questions concerning property tax and 
assessment: Can the real property tax continue 
as the main source of revenue for local 
governments? Will taxpayers accept a more 
administratively complicated system to ensure 
greater protection against tax change? Will 
there be further demands for a retreat from 
market determined values? And what are the 
implications for assessment professionals? This 
document discusses system principles, system 
structure, consolidation 1982-1987, economic 
recovery and tax revolt 1988- 1990, proposals 
for tax and assessment reform, the 1991 
election and a change in direction, Bill 66 and 
new tools for change, and what lies in the 
future. 

BC MU PA PR 


Proposals for a Land Recording and 
Registration Act for Alberta 

Edmonton : Alberta Law Reform Institute, 1993. 

2 v. (Report ; no. 69) Contents: Vol. 1 : 

Parts | to II, Appendix A, B -- vol. 2 : 

Appendix C, D. ISSN 0317-1604 ISBN 

0-8886-4188-5 

MICROLOG 94-01817 4 fiche 
This document contains a brief description of 
the policies embodied in the draft land 
Recording and Registration Act; a brief outline 
of the Alberta land recording and registration 
system as it exists now and as it will exist 
after the adoption of the draft Act. It also 
contains the draft Act with annotations. The 
annotations explain how the proposed provisions 
give effect to the proposed policies. It contains 
a detailed scheme for disposing of the 
substantive and administrative provisions of the 
Land Titles Act that are not otherwise dealt 
with. 
AL JU PL PR 


Proposed forest practices rules for 
British Columbia 
Victoria : The Province, 1993. ix, 128 p. 
Cover title: British Columbia forest practices 
code : rules : changing the way we manage 
our forests, tough enforcement. 
MICROLOG 94-01900 2 fiche 


This document presents the draft rules being 
proposed for forest practices in the province. 
It describes the Forest Practices Code and the 
participation of First Nations and provides 
background information. It then describes the 
administration, general requirements, planning, 
forest health, soil conservation, recreation 
management, range management, silvicultural 
systems, forest road engineering, timber 
harvesting, regenerating and tending the forest, 
and forest protection. A glossary is included. 
BC FO PR SC 


Proposition tarifaire pour 1993 et 
1994 


Hydro-Québec. Montréal : Hydro-Québec, 1993. 
51 p. CSI 67145.007. 


MICROLOG 94-01601 1 fiche 


Cette publication donne l'évolution des prix de 
l'électricité, l'évolution des coûts de fourniture et 
des prix cibles, la proposition tarifaire pour 


Copies of these documents are available from: 
Micromedia Ltd., 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 53 
(613) 237-4250 FAX (613) 237-4251 
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mme 


1993-94, le cadre général de la révision 
tarifaire, la modification des tarifs domestiques, 
et la modification des tarifs généraux. 

EN PR PW QU SC 


Prospects for the use of forest 

biomass in Quebec 
by L.-J. Lussier and J. Maranda. Sainte-Foy, 
Que. : Environment Canada, Canadian 
Forestry Service, Laurentian Forest Research 
Centre, 1993. xiv, 61 p. : maps. (Information 
report ; LAU-X-52E) French ed. 
(Perspectives d'utilisation de la biomass...) : 
83-2338/1. ISSN 0703-2196 
MICROLOG 94-01592 1 fiche 


In Quebec, the availability of forest biomass is 
assessed by management zones and 
administrative regions. This report examines 
1981 use of forest biomass and the quantities 
of surplus biomass by source and product 
category; forecasts the uses of the surplus 
over the next decade; and analyzes possible 
conflicts between current and future uses. 

e CA FO SC 


Providing effective programs for 

gifted students : examining the 

various administrative possibilities 
by S.M. Shiner. Toronto : Ontario Institute for 
Studies in Education, 1993. 11 p. Presented 
to Ontario Educational Research Council 
Conference. ONTERIS: ON04136. 
MICROLOG 94-01564 1 fiche 


Presents findings and survey results obtained 
from over 100 graduate students with teaching 
experience. Students examined 4 administrative 
models: congregated; partial withdrawal, also 
called resource rood model; mentor programs; 
and regular class enrichment. Some of the 
key issues that this report addresses include: 
what are some of the alternate models of 
administrative structure which can be generated 
to provide programs for the gifted?; which 
model most effectively serves the widest array 
of learning needs of gifted students?; and what 
are some bodies of experience which affect 
curriculum decisions? 

ED ON PR 


Provincial and private school results 

on the June 1992 ministry 

examinations 
Québec : Gouvernement du Québec, Ministère 
de l'éducation, 1993. 72 p. ISBN 
2-550-23623-8 
MICROLOG 94-01740 1 fiche 


The ministere de l'Education holds sessions 
every January, June, and August for secondary 
school students. For each of these sessions, 
the Ministere prepares specific examinations in 
addition to those prepared by the school 
boards. Every year, the Ministere also 
publishes detailed statistics on the results 
obtained on these examinations. At the end of 
each of the last three years of secondary 
school, students receive transcripts of their 
marks. All school boards and private schools 
also receive a report on their students’ results 
on the ministry examinations and on the local 
examinations. This report is designed to help 
them identify the strengths and weaknesses of 
their educational practices. 

ED PR QU 


Public accounts of Ontario, 1992-93 : 
financial statements 
Toronto : Ministry of Finance, 1993. 
ISSN 0381-2375 
MICROLOG 94-01639 1 fiche 


The Public Accounts comprise three volumes. 
Volume 1 contains the financial statements of 
the Province and schedules of supporting 
information. Volume 2 contains the financial 
statements of selected provincial Crown 
corporations, boards and commissions, and 
volume 3 contains the details of expenditures 


iv, 10 p. 


required by the Standing Public Accounts 
Committee. This summary document presents 
financial statements on a comparative basis and 
rounded to millions of dollars. lt discloses, in 
summary, the major financial activities of the 
Province and reports on significant aspects of 
the Province’s financial position. 

CO ON PA PR 


Public accounts, 1992-93 
Manitoba. Manitoba Finance. Winnipeg : The 
Ministry, 1993. 2 v. Contents: Vol. 1 : 
Financial statements for the consolidated fund 
-- vol. 2 : Supplementary information. 
CSI 41111.003. 
MICROLOG 94-01650 4 fiche 


The public accounts are prepared by statutory 
requirements, in accordance with the Financial 
Adminstration Act. It consists of 3 volumes, 2 
of which are part of this document. It also 
provides details of the salaries and wages paid 
to employees as well as payments to 
corporations, firms, individuals, and other 
vernments and government agencies. 
O MS PA PR 
British Columbia. Ministry of Finance and 
Corporate Relations. Victoria : The Ministry, 
1993. 2 v. Contents: Vol. 1 : Consolidated 
reporting entity, trust funds and summaries of 
financial information reports -- vol. 2 : Financial 
statements and schedules of the consolidated 
revenue fund. CSI 37106.005. ISSN 0382-2001 
MICROLOG 94-01809 10 fiche 


The Public Accounts are the documents that 
contain the audited financial statements of the 
Government and other such financial information 
presented to the Legislative Assembly to show 
compliance with various statutory authorities. 
Contains the consolidated reporting entity, trust 
funds and summaries of financial information 
reports. Also contains financial statements and 
schedules of the consolidated revenue fund, and 
detailed schedules of payments. 

BC CO PA PR 


Public Archives of Nova Scotia : 
Annual report 1991-92 
Halifax : The Archives, 1993. 
CSI 52130.001. 
MICROLOG 94-01626 1 fiche 


The Public Archives is divided into several 
divisions: Manuscript, Public Records, Library, 
Photographs and Documentary Art, 
Map/Architecture and Film and Sound. This 
document features a report from each division 
and from the Archives as a whole. One 
section for each division outlines the major 
activities and accomplishments that have 
occurred during the year. Public service 
Statistics and a financial statement round out 
this annual report. 

AP CU PR 


78 p. 


Public attitudes towards herbicides 
and their implications for a public 
involvement strategy for the 
Vegetation Management Alternatives 
Program 
prepared by Burt Perrin, Kate Wiele and Lynn 
les ; for Robert Wagner and Lisa Buse. 
Sault Ste. Marie : Ministry of Natural 
Resources, Ontario Forest Research Institute, 
Vegetation Management Alternatives Program, 
1993. xi, 179 p. Bibliogr. (VMAP technical 
report ; 93-04) Bilingual executive summary 
(11, 12 D.) laid in. ISBN 0-7778-1741-1 
MICROLOG 94-01814 3 fiche 


The Vegetation Management Alternatives 
Program (VMAP) is one component of the new 
sustainable forestry initiative whose goal is to 
gradually reduce dependence on herbicides by 
developing alternatives and a better 
understanding of forest ecosystems through 
research, education, and field delivery. This 
study identified current public views and 
attitudes regarding vegetation management and 


herbicide use in forestry and experiences and 
practices in other jurisdictions regarding public 
education and involvement. The report 
describes the program's overall strategic 
direction and research program; vegetation 
management practices in Ontario; broader 
forest management considerations; and the 
training of foresters in interacting with the 
public. Information was obtained through a 
comprehensive literature review, interviews with 
key informants, and 12 focus group 
discussions, involving a total of 114 persons, in 
various parts of Ontario. 

FO LS ON PR SC 


Pulvérisations aériennes | 
expérimentales de permethrine contre 
Choristoneura fumirana au Québec en 
1976 et 1977 


par R.F. DeBoo. Sault-Ste-Marie, Ont. : 
Canada, Institut pour la répression des 
ravageurs forestiers ; CANUSA, 1980. ii, 
22 p. : ill. Bibliogr. (Rapport d'information ; 
FPM-X-41) ISSN 0704-772X 

MICROLOG 94-01586 1 fiche 


D'après les résultats de pulvérisations 
expérimentales de perméthrine, dérivé de 
synthèse de la pyréthrine, un seul traitement à 
la dose de 70 g de |.A/ha assure une 
protection supérieure. Dans les mémes 
conditions météorologiques, les dépôts de petites 
gouttelettes d'émulsions huileuses couvrent de 2 
à 4 fois mieux les cartes Kromekote que les 
pulvérisations d'émulsions aqueuses. Quant aux 
préparations aqueuses, il faut leur ajouter des 
adjuvants pour qu'elles ne soient pas entrdinées 
par le vent et pour qu'elles ne s'évaporent 

pas. D'après plusieurs études parallèles des 
répercussions subies par les invertébrés 
aquatiques, réalisées par des collègues de 
l'institut, les mortalités sont notables même à la 
plus petite dose essayées. Ceci pourrait en 
limiter l'utilisation, contre les ravageurs 

forestiers, à des doses bien inférieures à 

celles qu'on utilise en agriculture au Canada. 

e CA FO QU SC 


Forêts 


Pupil Transportation Seminar 

. New Brunswick. Pupil Transportation Committee. 
Fredericton : The Committee, 1993. 4, 4 p. 
Bilingual (Séminaire sur le transport...). 
MICROLOG 94-01780 1 fiche 


This small publication presents the main points 
of the Pupil Transportation Seminar which took 
place on October 14 and 15, 1993. 

AP ED PR TR 


Quality assurance in water quality 

monitoring 
Ottawa : Environment Canada, Conservation and 
Protection, Ecosystem Sciences and Evaluation 
Directorate, 1993. v, 428 p. : ill. Bibliogr. 
French ed. (Assurance de la qualité dans le 
contrôle...) : 94-01941/5. ISBN 0-660-15188-9 
MICROLOG 94-01942 5 fiche 


This manual outlines the quality assurance 
management plan; provides guidance for the 
development of a comprehensive and workable 
field quality assurance/quality control program; 
describes the steps that must be taken to 
ensure that all measurement and data 
Processing activities that affect the quality of 
the data produced in a modern laboratory 
satisfy re-established standards; provides insight 
into how interlaboratory studies relate to quality 
management and how they are designed, 
prepared, distributed, and interpreted; and 
describes the handling and management of 
water quality data. 

CA EV SC 


Quality management : an introduction 


Service Quality B.C. Victoria : The Service, 
1993. 47 p. : il. Bibliogr. ISBN 
0-7726-1946-8 

MICROLOG 94-01481 1 fiche 


Pour des copies de ces publications, contacter: 
54 Micromedia Ltd., 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 
(613) 237-4250 FAX (613) 237-4251 
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a ey 


Quality Management (QM) is a set of principles, 
practices, and methods that provide a blueprint 
for building a high-performance, high-morale 
organization. QM aims to involve everyone in 
the organization in continuously improving how 
work is done, resulting in improved quality, 
productivity, and customer satisfaction. This 
document provides an introduction to QM, 
explains the specific tools and techniques of 
QM, and illustrates its potential for application 
within government. It focuses on the attributes, 
Pens practices, methods, and outcome of 


BC PA PR 
Le Quality of education and school 
ire 
by J. Stevenson. 
Federation, 1990. 35 p. Bibliogr. 
The A Cappella papers. ISBN 
0-88989-273-3 
MICROLOG 94-01997 1 fiche 


An examination of the quality of education and 
school life for girls must examine three broad 
areas: the curriculum, its impact on, 
appropriateness for and effectiveness with girls; 
relations with teachers, especially in terms of 
Classroom dynamics; and relations with other 
students, especially boys. Each of the three is 
complex in its own right, and the lines 
separating them are often blurred in practice. 
This paper offers action in all three areas, 
keeping them separate for greater simplicity of 
presentation. 

e CA ED 


On cover: 


Quatre aspects de la violence 

familiale : etude documentaire de la 

recherche sociologique : rapport 
par W.S. DeKeseredy. 
Division de la prévention de la violence 
familiale, 1993. 16, 14 p. Bibliogr. L’éd. 
anglaise (Four variations of family...) sur la 
même fiche. ISBN 0-662-98594-X 
MICROLOG 94-01721 1 fiche 


Au Canada, comme partout ailleurs, la violence 
familiale s'impose de plus en plus à l'attention 
des spécialistes en sciences sociales et des 
décideurs. Une étude documentaire assistée par 
ordinateur et menée par l'auteur de ce rapport 
fait ressortir en effet la nécessité de produire 
un compte rendu empirique sur ce sujet parce 
que, jusqu'à présent, on n'y a consacré que 
très peu d'études. L'objet principal de ce 
rapport est de donner un bref aperçu des 
documents qui ont été écrits dans le domaine 
de la sociologie tant aux Etats- Unis qu'au 
Canada (la documentation canadienne est plutôt 
limitée) sur l'incidence des quatre aspects 
susmentionnés de la violence familiale. 

CA SA 


Québec (Province). Conseil 
permanent de la jeunesse : Rapport 
annuel 1991-92 

Québec : le Conseil, 1992. 32 p. 

CSI 67124.001. ISSN 0847-0227 ISBN 

2-551-15481-2 

MICROLOG 94-01642 1 fiche 


Ce document présente le rapport des activités 
du Conseil permanent de la jeunesse. Il se 
penche particulièrement sur les points suivants: 
le Conseil permanent de la jeunesse; la 
présentation du Conseil; la composition du 
Conseil; le fonctionnement; les ressources 
financières pour l'exercice; les avis et 
mémoires au gouvernement; les appuis et les 
prises de position; les recherches et les 
interventions; les communications; et, les 
orientations du Conseil. 

PR QU SA 


Québec (Province). Conseil 
permanent de la jeunesse : Rapport 
annuel 1992-93 

Québec : le Conseil, 1993. 40 p. 


Ottawa : Canadian Teachers’ 


Ottawa : Santé Canada, 


CSI 67124.001. ISSN 0847-0227 ISBN 
2-551-15832-X 


MICROLOG 94-01641 1 fiche 


Ce document présente le rapport des activités 
du Conseil permanent de la jeunesse. Il se 
penche particulièrement sur les points suivants: 
le Conseil permanent de la jeunesse; la 
présentation du Conseil, la composition du 
Conseil, le fonctionnement; les ressources 
financières pour l'exercice; les avis et 
mémoires au gouvernement, les appuis et les 
prises de position, les recherches et les 
interventions; les communications; et, les 
orientations du Conseil. 

PR QU SA 


The Quiet revolution and the sex 
differential in Quebec’s suicide rates, 
1931-86 
by C. Krull and F. Trovato. Edmonton : 
University of Alberta, Dept. of Sociology, 
1993. 29 p. : ill. Bibliogr. (Research 
discussion paper ; no. 98) ISSN 0317-2473 
MICROLOG 94-02143 1 fiche 


Increasing suicide rates in Quebec can be 
explained as a result of the ‘Quiet Revolution’ 
of the late 1950s, which contributed to a 
decline in certain forms of collectivity, such as 
domestic and religious collective life and a rise 
in individualism. In this context, specific 
attention is devoted to the widening sex 
differential in self-destruction from 1931 to 
1986. A reconceptualization of sex roles and 
Suicide in the context of modernization theory is 
applied to the Quebec case. 

AL BS PR QU 


Radioexpositions professionnelles au 
Canada, 1990 
Ottawa : Santé nationale et bien-être social, 
Direction générale de la protection de la 
santé, Direction de l'hygiène du milieu, 1992. 
57 p. : ill Bibliogr. L'éd anglaise 
(Occupational radiation exposures...) : 94- 
01493/1. CSI 21112.010. ISBN 
0-662-96131-5 
MICROLOG 94-01492 1 fiche 


Ce rapport est le treizième d'une série de 
rapports annuels sur les radioexpositions 
protessionnelles au Canada. Ses données 
proviennent du Fichier dosimétrique national du 
Bureau de la radioprotection et des instruments 
médicaux du ministère de la Santé nationale et 
du bien-être social. Comme les rapports 
précédents, celui-ci donne, pour chaque 
profession, les doses annuelles moyennes à 
l'organisme entier par région, la répartition des 
doses et la variation des doses moyennes en 
fonction du temps. 

CA LA LS SC 


Railway occurrence report : Canadian 
National Railway Company derailment, 
train no. 218-07, mile 204.39, Rivers 
subdivision, St. Lazare, Manitoba, 
1506:07 CDT, 09 July 1991 
Transportation Safety Board of Canada. 
Ottawa : The Board, 1993. iv, 14 p. 
(Railway occurrence report ; no. R91-W0189) 
French ed. (Rapport d’enquéte...déraillement...) 
on the same fiche. 
MICROLOG 94-01736 1 fiche 


A Canadian National Railway Company eastward 
express train derailed 23 cars near the village 
of St. Lazare, Manitoba. This document 
presents the railway occurrence report and 
examines the following points: factual 
information; analysis; conclusions; and safety 
action. 

CA MS SC TR 


Rapport annuel des dechargements, 
partie Il : fruits et légumes importés 
dans les dix provinces canadiennes, 
1992 

Ottawa : Agriculture et Agro-alimentario Canada, 


Direction générale des services à l'industrie 
et aux marchés, Division de l'horticulture et 
cultures spéciales, 1993. 145 p. Bilingue 
(Annual unload report, part Il...). 
MICROLOG 94-01509 2 fiche 


Ce rapport contient les volumes des 
chargements de fruits et de légumes importés 
destinés au marché en frais ou à la 
transformation. Ces données sont recueillies 
par les bureaux de Douanes et Accise, Revenu 
Canada, pour tous les chargements de fruits et 
de légumes frais qui pénètrent au Canada. 
Dans l'immédiat, ces données servent à vérifier 
le prix quotidien à l'importation des fruits et 
légumes frais qui concurrencent les denrées 
horticoles canadiennes. Ces renseignements 
permettent de savoir dans quelles provinces ont 
été livrées ces denrées, alors que les données 
commerciales officielles sont ventilées par 
province d'entrée. 

e AG CA EX SC 


Rapport annuel du personnel de la 
CCEA sur la centrale nucléaire 
Gentilly 2, 1992 
Ottawa : Commission de contrôle de l'énergie 
atomique, 1993. 25 p. (Rapport ; INFO-0480) 
CSI 22125.006. 
MICROLOG 94-01495 1 fiche 


Ce rapport donne la revue des activités 
importantes reliées à l'exploitation sécuritaire de 
la centrale, ainsi que celles qui sont reliées au 
permis d'exploitation. De plus, il fournit des 
renseignements sur la production électrique de 
la centrale Gentilly 2; les écarts à la ligne de 
conduite pour l'exploitation; les événements 
devant être rapportés conformément au permis 
d'exploitation, l'évaluation détaillée de l'exploitation 
de la centrale; et les niveaux d'indisponibilité 
des systèmes spéciaux de sûreté. 

CA PS QU SC 


Rapport d'enquête sur accident 
ferroviaire : Compagnie des chemins 
de fer nationaux du Canada, 
déraillement, train numéro 218-07, 
point milliaire 204,39, subdivision 
Rivers, Saint-Lazare, Manitoba, 15h 6 
min 7 s HAC, le 9 juillet 1991 
Bureau de la sécurité des transports du 
Canada. Ottawa : le Bureau, 1993. iv, 14 p. 
(Rapport d'enquête sur accident ferroviaire ; 
no R91-W0189) L'éd. anglaise (Railway 
occurrence...derailment...) sur la même fiche. 
MICROLOG 94-01736 1 fiche 


Vingt-trois wagons d'un train express en 
direction est de la Compagnie des chemins de 
fer nationaux du Canada ont déraillé près du 
village de Saint-Lazare au Manitoba. Ce 
document présente le rapport d'enquête sur cet 
accident ferroviaire et examine les 
renseignements de base, l'analyse, les 
conclusions, et les mesures de sécurité. 

CA MS SC TR 


Rapport de travail au Sous-ministre 

de la justice 
Nouveau-Brunswick. Comité ministériel sur l'aide 
juridique en matière criminelle. Fredericton : 
le Comité, 1993. 34, 32 p. Bilingue (Working 
report to the...). 
MICROLOG 94-02000 1 fiche 


Ce document constitue le rapport d'un comité 
du ministère de la Justice formé pour examiner 
le recours à un modèle d'avocats salariés pour 
l'exécution du programme d'aide juridique en 
matière criminelle du Nouveau-Brunswick et 
pour établir le coût d'un tel modèle. Le travail 
du comité faisait suite à une étude sur l'aide 
juridique au Nouveau-Brunswick eftectuée 
conjointement avec le Barreau ainsi qu'à un 
rapport subséquent préparé pour le compte du 
Barreau par David Mcintyre, qui a suggéré 
d'examiner davantage l'idée d'un modèle avec 
avocats salariés. 

AP JU PR 
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A RE RER UE PET RP Re ss Sete EE De LI. ER EE 


Rapport du Comité directeur du 

CPRH sur la formation et le 

perfectionnement 
Conseil de perfectionnement des ressources 
humaines (Canada). Comité directeur sur la 
formation et le perfectionnement. Ottawa : le 
Comité, 1993. 33, 29 p. Bilingue (Report of 
the HROC Steering Committee...). 
MICROLOG 94-01607 1 fiche 


Ce document présente le rapport du Comité 
directeur du Conseil de perfectionnement des 
ressources humaines sur la formation et le 
perfectionnement. On y aborde précisément les 
points suivants: vision et principes; modéle 
fédératif pour la formation et le 
perfectionnement; rationalisation des ressources 
en matière de formation; la formation comme 
outil stratégique; liens entre le Centre canadien 
de gestion et formation et perfectionnement 
Canada; organismes de petite taille et bureaux 
régionaux; et, plan d'action. 

e CA LA 


Rapport du Groupe de travail : les 
femmes et la fiscalite 
Ontario. Groupe de travail sur les femmes et 
la fiscalité. Toronto : le Groupe, 1993. i, 
58 p. Points saillants (4 p.) inclus. L'éd. 
anglaise (Women and Taxation Working 
Group report) : 93-04166/1. 
MICROLOG 94-01931 1 fiche 


Ce document présente le rapport définitif du 
Groupe de travail sur les femmes et la fiscalité 
de la Commission de l'équité fiscale de 
l'Ontario. Le Groupe de travail sur les femmes 
et la fiscalité est l'un des huit groupes qui ont 
été formés par le Trésorier pour répondre à 
des questions précises concernant l'équité du 
système fiscal actuel. Ceci comprend le 
traitement fiscal des paiements de pension 
alimentaire, la prestation d'impôt pour enfant, la 
déduction pour frais de garde d'enfant, et l'aide 
fiscale pour les soins prodigués aux personnes 
âgées et aux parents atteints d'invalidité. 

CO ON PA PR SA 


Rapport du Groupe de travail sur 
l'adaptation de la main-d'oeuvre 


Commission canadienne de mise en valeur de 
la main-d'oeuvre. Groupe de travail sur 
l'adaptation de la main-d'oeuvre. Ottawa : le 
Groupe, 1993. xi, 94, x, 85 p. : ill Bilingue 
(Report of the Task Force on Labour 
Adjustment). ISBN 1-895813-12-3 

MICROLOG 94-01969 3 fiche 


En mars 1992, la Commission canadienne de 
mise en valeur de la main-d'oeuvre instituait le 
Groupe de travail sur l'adaptation de la main- 
d'oeuvre. Ce dernier se voyait confier la 
mission d'étudier l'efficacité du programme 
canadien d'adaptation de la main-d'oeuvre et sa 
capacité à faciliter l'adaptation des travailleurs 
déplacés e façon permanente de leur emploi, 
ainsi que la pertinence des règlements du 
Régime d'assurance- chômage et leur influence 
sur le processus d'adaptation. Ce document 
présente le rapport du Groupe de travail sur 
l'adaptation de la main-d'oeuvre. 

CA LA 


Rapport du Groupe de travail sur 
les impots fonciers 


Ontario. Groupe de travail sur les impôts 
fonciers. Toronto : le Groupe, 1992. vii, 
217 p. : ill. 

MICROLOG 94-01679 3 fiche 


Ce document présente le rapport final du 
Groupe de travail sur les impôts fonciers de la 
Commission de l'équité fiscale. Le Groupe de 
travail a été formé par le Trésorier en 
septembre 1991, dans le cadre de l'étude 
générale du gouvernement portant sur les 
sujets de politique fiscale en Ontario. Le 
mandat initial du groupe se limitait à répondre 
aux questions posées par le Trésorier, 
auxquelles se sont ajoutées des références 


formulées par les ministères de l'Education et 
des Affaires municipales. 
CO ON PA PR 


Rapport final du Groupe de travail 
sur l’enseignement à distance et la 
technologie 
Manitoba. Groupe de travail sur l'enseignement 
à distance et la technologie. Winnipeg : le 
Groupe, 1993. 18, 16 p. : ill Bilingue (Task 
Force on Distance Education...). 
MICROLOG 94-02162 1 fiche 


En avril 1992, le Ministre de l'Education et 
Formation professionnelle a mis sur pied un 
Groupe de travail sur l'enseignement à distance 
et la technologie. Le mandat de celui-ci 
consistait à examiner la situation et à faire des 
recommandations sur l'expansion future de 
l'enseignement à distance au Manitoba. Ce 
document présente le rapport final du Groupe 
de travail. ll présente une vision d'ensemble 
ainsi que d'éventuelles orientations et stratégies 
pour mettre en oeuvre les technologies 
éducatives de la maternelle au niveau 
postsecondaire. 

ED MS PR 


Reading into the future : proceedings 
of the 1990 TESL Ontario Conference 


edited by J. Sivell and L. Curtis. Toronto : 
Teachers of English as a Second Language 
Association of Ontario, 1991. 189 p. 
Bibliogr. ONTERIS: ON06369. 

MICROLOG 94-01552 2 fiche 


This selection of highlights from the 1990 TESL 
Ontario Conference is divided into 2 sections. 
The social context of literacy section collects 
papers linked by the following common themes: 
the concept of literacy, in particular reading, as 
a socially-embedded activity; the question of 
actual cultural content in lessons; and the social 
purpose or utility of literacy. The papers in the 
methodological perspective section are linked by 
a focus on the learners and a shared belief 
that it is the learners who should shape the 
content and teaching strategies of second 
language classrooms. It deals with the 
cognitive, social/cultural, and affective needs of 
the learners. 

ED ON PR 


Recent work in citizenship theory : a 
report 
by W. Kymlicka. Ottawa : Multicutturalism and 
Citizenship Canada, Corporate Policy and 
Research, 1992. 65 p. Bibliogr. 
MICROLOG 94-02033 1 fiche 


This paper is intended to provide an overview 
of recent developments in the theory of 
citizenship, and to consider their possible 
implications for citizenship policy in Canada. 
The paper begins by laying out the dominant 
post-war view of citizenship. It defines 
citizenship in terms of possession of civil, 
political and social rights. It then considers the 
two main areas where contemporary theorists 
are challenging the post-war view. The first 
area concerns the relationship between rights 
and responsibilities, and the need to balance 
the emphasis on rights with a recognition of 
the importance of citizen responsibilities and 
virtues. The second area concerns the role of 
citizenship that is a source of unity while still 
respecting the great pluralism of modern 
societies. The paper concludes with a 
discussion of some implications of these 
theoretical debates for public policy in Canada, 
including policies on citizenship education and 
promotion. 

e CA EX PA 


Recommandations pour la qualite de 
l’eau au Canada, octobre 1993 : les 
annexes XIII, XIV et XV 
Ottawa : Conseil canadien des ministres de 
l'environnement, 1993. x, 76 p. Bibliogr. 


L'éd. anglaise (Canadian water quality...) sur 
la méme fiche. 
MICROLOG 94-01606 2 fiche 


Les recommandations pour la qualité des eaux 
sont utilisées par les organismes des provinces 
et des territoires canadiens et du 

gouvernement fédéral pour évaluer les 
problèmes de qualité des eaux et pour gérer 
les diverses utilisations des ressources en eau. 
Reconnaissant que les recommandations pour la 
qualité des eaux prennent de plus en plus 
d'importance dans ce processus, le Conseil 
canadien des ministres de l'environnement a 
demandé à son Groupe de travail sur les 
recommandations pour la qualité des eaux 
d'élaborer des recommandations pour la qualité 
des eaux applicables aux conditions 
canadiennes. Ce document présente une mise à 
jour sur la question et se penche sur les trois 
principaux points suivants: aniline et 3,5- 
diméthylaniline; perchloroéthylène ou 
tétrachloroéthyléne; et, trois esters phtaliques. 
CA EV SC 


Recommendations on the designation 
of acupuncture 
Health Professions Council (B.C.). 
B.C. : The Council, 1993. 27 p. 
MICROLOG 94-01808 1 fiche 


This document contains the Council's unanimous 
recommendations following its findings and 
deliberations during an investigation of 
acupuncture conducted pursuant to Part 2 of 
the Health Professions Act. It contains a 
description of the investigation. It also contains 
a brief synopsis of the issues involved in the 
designation of acupuncture under the Health 
Professions Act and an executive summary of 
the recommendations of the Council. It 
provides recommendations in full followed by a 
discussion of the rationale for each of them. 
Finally, it provides concluding remarks. 

BC HE PR 


Vancouver, 


Recommendations on the designation 
of denturism 
Health Professions Council (B.C.). 
The Council, 1993. 39 p. 
MICROLOG 94-01806 1 fiche 


This document contains the Council’s unanimous 
recommendations following its findings and 
deliberations during an investigation of 

denturism conducted pursuant to Part 2 of the 
Heath Professions Act. It contains a 
description of the investigation. It also contains 
a brief synopsis of the issues involved in the 
designation of denturism under the Health 
Professions Act and an executive summary of 
the recommendations of the Council. It 
provides recommendations in full followed by a 
discussion of the rationale for each of them. 
Finally, it provides concluding remarks. 

BC HE PR 


Victoria : 


Recommendations on the designation 
of midwifery : application 
Midwives Association of British Columbia. 
Victoria : Health Professions Council, 1993. 
42 p. 
MICROLOG 94-01915 1 fiche 


This report contains the Council's unanimous 
recommendations following its findings and 
deliberations during an investigation of midwifery 
conducted pursuant to Part 2 of the Health 
Professions Act. A description of the 
investigation is included. It also contains a 
brief synopsis of the issues involved, an 
executive summary of the recommendations, 
and a discussion of the rationale for each of 
the recommendations. 

e CA HE 


Référendums, 1989-92 : bibliographie 
selective et annotee 
par N. Dufresne et D. Chamberland. Québec : 
Assemblée nationale, Direction générale de la 
bibliothèque, Service de référence, 1992. 22 p. 


ee 


Pour des copies de ces publications, contacter: 
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(Bibliographie ; no 45) 

MICROLOG 94-02014 1 fiche 
Ce document présente une bibliographie 
sélective et annotée des référendums 1989-1992 
tenus au Québec (le référendum du 20 mai 
1980 - dix ans après), au Canada, aux Etats- 
Unis, en France, en Suisse, et dans les autres 


pays. 
PA PR QU 


Refrigerated and re-circulated 

seawater lobster holding system for 

inshore lobster boats 
by |. Yuksel. Fredericton : Dept. of Fisheries 
and Aquaculture, 1991. 25 p. : ill. French ed. 
(Vivier & homards avec...) on the same fiche. 
MICROLOG 94-01786 1 fiche 


This document presents a project that tests a 
refrigerated and re-circulated sea water fish 
holding system to enhance the quality of landed 
lobster. It specifically looks at the following 
points: trials; refrigeration system; components 
of the refrigeration system; schematic of the 
refrigeration system; lobster holding tank; 
construction details; and, precautions. 

AP Fi PR SC 


Régie des transports du Nouveau- 
Brunswick : Rapport annuel 1992-93 
Fredericton : la Régie, 1993. 
CSI 46161.001. ISSN 0704-9404 ISBN 
1-55137-055-7 
MICROLOG 94-01767 1 fiche 


Présente le rapport annuel des états financiers 
de la Régie des transports du Nouveau- 
Brunswick et plus particulièrement sur le 
Complexe du terminal Rodney, et les 
installations portuaires de Tiner Point. 

AP PR SC TR 


Regional delivery of sport and 

recreation services in British 

Columbia : a discussion paper 
Victoria : Ministry of Municipal Affairs, 
Recreation and Housing, 1993. 10 p. : ill. 
MICROLOG 94-01515 1 fiche 


The purpose of this paper is to foster 
discussion on the concept of a regional delivery 
system for sport and recreation programs and 
services in British Columbia. It proposes the 
establishment of organizational units called 
Regional Sport Development Centres as a way 
to facilitate the delivery of provincial programs 
and services at the local community level. It 
also describes the elements required for the 
successful implementation of such a system and 
proposes a set of guidelines for the system's 
creation and operation. 

BC CU PR 


Regional delivery system for sport 
and recreation services in British 
Columbia : a proposal 
British Columbia. Sport Services Branch. 
Victoria : The Branch, 1993. 20 p. 
MICROLOG 94-01474 1 fiche 


The Regional Delivery System proposal aims to 
meet the needs of participants, coaches, 
officials, and volunteer leaders involved in 
recreational sport and competitive sport. Its 
goal is to ensure that existing programs and 
services offered through the Provincial Sport 
and Recreation Organizations are available in 
every region across the province. This 
document presents background to the concept 
of Regional Delivery and discusses why the 
concept has been proposed. It presents 
information on sport development centres and 
multisport development centres. 

BC CU PR 


12 p. Bilingue. 


Regional economic development 
authorities : a framework for regional 
community-based economic 
development 

Saskatchewan. Regina : The Province, 1993. 

20 p. Highlights (2 p.) laid in. 

MICROLOG 94-01665 1 fiche 


The mandate for an emerging Regional 
Economic Development Authorities (REDA) is to 
enhance the economic life of the region and its 
residents through co-operation and collaboration, 
building on the strengths, resources and talents 
of partners and communities. This paper sets 
out the framework within which the Province 
will support community initiative in the formation 
of voluntary REDA. It discusses the challenges 
to economic renewal in rural Saskatchewan, 
and government, business, and other players in 
economic development. It presents a detailed 
description of REDA. 

CO MS PR 


Regional roundtable background 
paper, 1 : growth, settlement and 
servicing 
Edmonton : Edmonton Metropolitan Regional 
Planning Commission, 1993. vii, 42 p. On 
cover: Metro plan. 
MICROLOG 94-02129 1 fiche 


During the fall of 1992, as part of its review 
of the Regional Plan, the Edmonton Metropolitan 
Regional Planning Commission authorized the 
creation of six Regional Roundtables to deal 
with the major themes emerging from the 
Commission's Vision Statement. The 
Roundtables, each consisting of fifteen to twenty 
volunteer experts from a wide variety of 
backgrounds, met between January and April 
1993. Their mission was to assist the 
Commission by identifying regional issues and 
recommending strategies for dealing with them. 
This background paper provides the complete 
documentation for the area of growth, 
settlement and servicing. It includes the 
collective views of the members, and, although 
they may not have the full agreement of every 
individual member of the Roundtable, they 
represent a good consensus of the group. 

AL MU PL SC 


Regional roundtable background 
Paper, 2 : regional planning for 
economic development 
Edmonton : Edmonton Metropolitan Regional 
Planning Commission, 1993. vii, 62 p. On 
cover: Metro plan. 
MICROLOG 94-02128 1 fiche 


During the fall of 1992, as part of its review 
of the Regional Plan, the Edmonton Metropolitan 
Regional Planning Commission authorized the 
creation of six Regional Roundtables to deal 
with the major themes emerging from the 
Commission's Vision Statement. The 
Roundtables, each consisting of fifteen to twenty 
volunteer experts from a wide variety of 
backgrounds, met between January and April 
1993. Their mission was to assist the 
Commission by identifying regional issues and 
recommending strategies for dealing with them. 
This background paper provides the complete 
documentation for the area of regional planning 
for economic development. It includes the 
collective views of the members, and, although 
they may not have the full agreement of every 
individual member of the Roundtable, they 
represent a good consensus of the group. 

AL CO MU PL SC 


Regional roundtable background 
paper, 3 : transportation and 
telecommunications 
Edmonton : Edmonton Metropolitan Regional 
Planning Commission, 1993. vil, 53 p. On 
cover: Metro plan. 
MICROLOG 94-02127 1 fiche 


During the fall of 1992, as part of its review 
of the Regional Plan, the Edmonton Metropolitan 
Regional Planning Commission authorized the 
creation of six Regional Roundtables to deal 
with the major themes emerging from the 
Commission's Vision Statement. The 
Roundtables, each consisting of fifteen to twenty 
volunteer experts from a wide variety of 
backgrounds, met between January and April 
1993. Their mission was to assist the 
Commission by identifying regional issues and 
recommending strategies for dealing with them. 
This background paper provides the complete 
documentation for the area of transportation 
and telecommunications. It includes the 
collective views of the members, and, although 
they may not have the full agreement of every 
individual member of the Roundtable, they 
represent a consensus of the group. 

AL MU PL SC TE TR 


Regional roundtable background 
paper, 4 : agriculture 
Edmonton : Edmonton Metropolitan Regional 
Planning Commission, 1993. vii, 50 p. On 
cover: Metro plan. 
MICROLOG 94-02126 1 fiche 


During the fall of 1992, as part of its review 
of the Regional Plan, the Edmonton Metropolitan 
Regional Planning Commission authorized the 
creation of six Regional Roundtables to deal 
with the major themes emerging from the 
Commission's Vision Statement. The 
Roundtables, each consisting of fifteen to twenty 
volunteer experts from a wide variety of 
backgrounds, met between January and April 
1993. Their mission was to assist the 
Commission by identifying regional issues and 
recommending strategies for dealing with them. 
This background paper provides the complete 
documentation for the area of agriculture. It 
includes the collective views of the members, 
and, although they may not have the full 
agreement of every individual member of the 
Roundtable, they represent a good consensus 
of the group. 

AG AL MU PL SC 


Regional roundtable background 


paper, 5 : environment and natural 
resources 
Edmonton : Edmonton Metropolitan Regional 


Planning Commission, 1993. vi, 67 p. On 
cover: Metro plan. 
MICROLOG 94-02125 1 fiche 


During the fall of 1992, as part of its review 
of the Regional Plan, the Edmonton Metropolitan 
Regional Planning Commission authorized the 
creation of six Regional Roundtables to deal 
with the major themes emerging from the 
Commission's Vision Statement. The 
Roundtables, each consisting of fifteen to twenty 
volunteer experts from a wide variety of 
backgrounds, met between January and April 
1993. Their mission was to assist the 
Commission by identifying regional issues and 
recommending strategies for dealing with them. 
This background paper provides the complete 
documentation for the area of environment and 
natural resources. It includes the collective 
views of the members, and, although they may 
not have the full agreement of every individual 
member of the Roundtable, they represent a 
good consensus of the group. 

AL EV MU NR PL SC 


Regional roundtable background 
paper, 6 : well-being 
Edmonton : Edmonton Metropolitan Regional 
Planning Commission, 1993. vii, 56 p. On 
cover: Metro plan. 
MICROLOG 94-02124 1 fiche 


During the fall of 1992, as part of its review 
of the Regional Plan, the Edmonton Metropolitan 
Regional Planning Commission authorized the 
creation of six Regional Roundtables to deal 
with the major themes emerging from the 
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Commission's Vision Statement. The 
Roundtables, each consisting of fifteen to twenty 
volunteer experts from a wide variety of 
backgrounds, met between January and April 
1993. Their mission was to assist the 
Commission by identifying regional issues and 
recommending strategies for dealing with them. 
This background paper provides the complete 
documentation for the area of well-being. lt 
includes the collective views of the members, 
and, although they may not have the full 
agreement of every individual member of the 
Roundtable, they represent a good consensus 
of the group. 

AL MU PL SA SC 


Regional roundtable roundup : forum 
summary 
Edmonton : Edmonton Metropolitan Regional 
Planning Commission, 1993. ili, 27 p. : ill On 
cover: Metro plan. 
MICROLOG 94-02122 1 fiche 


During the fall of 1992, as part of its review 
of the Regional Plan, the Edmonton Metropolitan 
Regional Planning Commission authorized the 
creation of six Regional Roundtables to deal 
with the major themes emerging from the 
Commission's Vision Statement. The 
Roundtables, each consisting of fifteen to twenty 
volunteer experts from a wide variety of 
backgrounds, met between January and April 
1993. Their mission was to assist the 
Commission by identifying regional issues and 
recommending strategies for dealing with them. 
This brief summary, using both graphs and 
verbal analysis, is intended to provide a 
concise analysis of the key findings. 

AL MU PL SC 


Regional roundtable strategy papers 
Edmonton : Edmonton Metropolitan Regional 
Planning Commission, 1993. vi, 60 p. On 
cover: Metro plan. 

MICROLOG 94-02118 1 fiche 


These strategy papers are the key products of 
the roundtables. They are comprised of the 
vision statements and final recommended 
Strategies of each group. Background papers 
are available separately from the Planning 
Commission for each of the theme areas 
included here: growth, settlement and servicing; 
regional planning for economic development; 
transportation and telecommunications, 
agriculture; environment and natural resources; 
well-being. 

AL MU PL SC 


La Relance au collégial : situation au 

31 mars 1992 des diplomees et des 

diplomes de 1990-91 de 

l'enseignement collégial : formations 

preuniversitaire et technique 
Ministère de l'enseignement supérieur et de la 
science, Direction générale de l'enseignement 
collégial, Direction de la recherche et du 
développement ; en collaboration avec le 
Ministère de l'éducation, Direction générale de 
la recherche et du développement, Direction 
des études économiques et démographiques. 
Québec : les Directions, 1993. xii, 329 p. : ill. 
CS! 67322.100. ISSN 1532-0454 ISBN 
2-550-27731-7 
MICROLOG 94-01651 4 fiche 


Ce document présente les résultats de 
l'enquête ‘Relance au collégial, menée auprès 
des sortantes et sortants des programmes 
d'enseignement préuniversitaire et technique 10 
mois après la fin de leurs études en 1990/91. 
Dans ce rapport, on trouve d'abord quelques 
constatations d'ordre général qui permettent de 
situer dans un contexte élargi l'état de santé 
de chaque discipline décrite. Viennent ensuite 
une vue d'ensemble de la situation des 
diplômés de la formation préuniversitaire ou 
technique, et les résultats par métier ou 
discipline, selon le sexe, dans l'ordre numérique 


des disciplines. 
ED LA PR QU 


Les Relations du travail en 1992 
Québec : Gouvernement du Québec, Ministère 
du travail, Centre de recherche et de 
statistiques sur le marché du travail, 1992. 
70 p. : il. (Etudes et recherches du Ministère 
du travail) ISBN 2-551-15343-3 
MICROLOG 94-01533 1 fiche 


Le Centre de recherche et de statistiques sur 
le marché du travail publie pour a dixième 
année consécutive son bilan annuel des 
relations du travail au Québec. On trouvera 
d'abord une première section relatant les faits 
les plus marquants de l'année dans le monde 
du travail, incluant un rappel des principales 
modifications intervenues aux plans législatif et 
réglementaire et, au plan de la jurisprudence, 
un aperçu de décisions inédites ou apportant 
un point de droit particulier. Le bilan traite 
ensuite des principales modifications apportées 
cette année lors du renouvellement des 
conventions collectives, puis une analyse des 
conventions collectives, puis une analyse est 
faite des enjeux et des résultats de 
négociations particulières, par secteur d'activité. 
Enfin, une dernière section est consacrée à 
l'analyse de l'évolution de la rémunération des 
employés syndiqués, rémunération située dans 
le contexte économique qui a prévalu au cours 
de la dernière année. 

LA PR QU 


The Relevance of school : what 
grade seven and eight students have 
io say 
by R. McNeill. Toronto : Ontario Educational 
Research Council, 1989. 13 p. ONTERIS: 
ON05374. 
MICROLOG 94-01579 1 fiche 


The purpose of this study was to explore the 
perceptions of students regarding the relevance 
of their schooling. Twenty-five pairs of grade 
seven and eight students from two intermediate 
schools were interviewed. A series of open- 
ended questions were posed to each pair of 
students, who were encouraged to dialogue at 
length with each other. The interviews were 
taped and subsequently recorded. The results 
of the interviews are discussed in this paper. 
ED ON PR 


Un Relevé de parasites de la 

spongieuse au mont Saint-Hilaire et 

au mont Saint-Bruno, Quebec 
par F.W. Quednau. Sainte-Foy, Québec : 
Service canadien des foréts, Centre de 
recherches forestières des Laurentides, 1983. 


iii, 12 p. : ill Bibliogr. (Rapport d'information ; 
LAU-X-59) Bilingue (A Survey for gypsy 
moth...). ISSN 0835-1635 ISBN 


0-662-52567-1 
MICROLOG 94-01590 1 fiche 


La faune d'insectes dans la région du mont 
Saint-Hilaire et du mont Saint-Bruno, Québec fut 
évaluée en 1978, 1979 et 1980 en utilisant des 
pièges Malaise et autres types de pièges dans 
le but de faire un sondage sur l'incidence des 
parasites potentiels de la spongieuse. Quatorze 
espèces de parasites de la spongieuse 
indigènes ou introduites, connues en Amérique 
du Nord, furent collectionnées. Ce document 
présente un relevé de parasites de la 
spongieuse au mont Saint-Hilaire et au mont 
Saint-Bruno, Québec. 

e CA FO QU SC 


Répertoire des documents 

supplément, 1991-92 
Toronto : Accès à l'information et la protection 
de la vie privée, 1991. vi, 113 p. Titre de 
la couv: Répertoire des documents : 
ministères et organismes provinciaux : 
supplément. L'éd. anglaise (Directory of 
records addendum..) : 92-05453/2. 


CSI 56277.002. ISSN 0847-0944 
MICROLOG 94-01816 2 fiche 


Ce document s'ajoute au Répertoire des 
documents de 1991 et doit être utilisé 
parallèlement avec ce dernier. Seuls les 
changements et les ajouts au Répertoire des 
documents de 1991 sont indiqués dans le 
Supplément, reflétant les documents que tient le 
uvernement de l'Ontario en 1992. Le 
upplément mentionne chaque institution 
assujettie à la Loi de 1987 sur l'accès à 
l'information et la protection de la vie privée; 
fait état de tous les changements 
organisationnels majeurs, fait la liste de toutes 
les nouvelles banques de renseignements 
personnels et indique celles qui ont été 
supprimées; et, donne tous les changements 
apportés aux documents généraux. 
JU ON PA PR 


Répertoire des écoles, 1993-94 


Nouveau-Brunswick. Ministère de l'éducation. 
Fredericton : le Ministère, 1993. 100 p. 
Bilingue (School directory, 1993-94). 

CSI 45104.009. 

MICROLOG 94-01788 2 fiche 


Le répertoire est un document qui fournit le 
nom des écoles du Nouveau-Brunswick, des 
directeurs généraux ou adjoints et des 
conseillers de ces écoles, avec le district 
scolaire, l'année, la langue d'enseignement et le 
directeur. On inclut l'adresse et les numéros 
de télephone ou de télécopieur. Pour terminer 
le document, on donne la liste des écoles 
autochtones et l'index des écoles. 

AP ED PR 


Répertoire des employeurs : 
Péninsule acadienne : classification : 
type des industries -- Rev. 
Tracadie-Sheila, N.-B. : Commission d'expansion 
économique de la Péninsule inc., 1993. 
243 p. 
MICROLOG 94-01754 3 fiche 


Ce répertoire contient une liste des employeurs 
de la Péninsule acadienne. Il est publié en 
ordre de "classification type des industries”, et 
sert comme manuel de référence dans le but 
de faciliter les communications et d'accrôitre les 
échanges de biens et services entre les 
employeurs. Il contient tous les secteurs 
d'activités économiques de la Péninsule 
acadienne. 

AP CO PR 


Répertoire des spécialistes polaires 

au Canada -- 2d éd. 
Ottawa : Affaires indiennes et du Nord Canada, 
Affaires circumpolaires et scientifiques ; 
Association universitaire canadienne d'études 
nordiques, 1993. iii, 350 p. (Collection des 
affaires circumpolaires et scientifiques ; 93-01) 
Bilingue (Directory of polar specialists...). 
CSI 22499.002. 
MICROLOG 94-01881 4 fiche 


Ce répertoire regroupe des informations de 
différentes natures (par ex: recherche 
scientitique, savoir traditionnel autochtone, etc.) 
concernant les spécialistes canadiens des 
régions arclique et antarctique. Même si la 
majorité des notices traitent de recherches ou 
de connaissances sur les régions polaires du 
Canada, 4 p. 100 de celles-ci sont pertinentes à 
l'Antarctique. On trouve également un petit 
nombre de notices sur d'autres recherches 
pouvant s'appliquer aux régions polaires du 
Canada (par exemple, des travaux effectués en 
laboratoire, en bibliothèque, etc.) 

@ CA NO PS SC 


Repertoire des travaux de recherche 
sur les arts, vol. 4 


Ottawa : Conseil des arts du Canada, 
Recherche et évaluation, 1993. 150 p. 
Bilingue (Arts research bibliography...). ISSN 
0387-4910 ISBN 0-662-60062-2 

MICROLOG 94-01615 2 fiche 
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Le Volume 4 du répertoire comprend toutes 
les études sur les arts conservées dans la 
bibliothèque de recherche sur les arts du 
Service de recherche et d'évaluation du Conseil 
des Arts du Canada. Il ne s'agit évidemment 
pas d'une bibliographie complète, mais 
uniquement d'une liste des ouvrages de 
recherche sur les arts que le Service de 
recherche et d'évaluation a acquis entre juillet 
1992 à septembre 1993. les Volumes 1, 2 et 3 
donnent la liste de toutes les études sur les 
arts reçues à la bibliothèque de recherche sur 
les arts depuis son établissement en 1980. Le 
répertoire se divise en trois chapitres: milieu, 
droits d'auteurs et secteurs artistiques. 

e CA CU 


Report from the Working Committee 
on New Employer Organization for 
the Health System 
British Columbia. Working Committee on New 
Employer Organization for the Health System. 
Victoria : The Committee, 1993. 165 p. : ill. 
Cover title: Commission of Inquiry into the 
Public Service and Public Sector background 
paper : Working Committee on New Employer 
Organization for the Health System. ISBN 
0-7718-9369-8 
MICROLOG 94-01922 2 fiche 
This Committee was established to identify the 
best means of creating a new, single employer 
organization in the health system. This report 
is the Committee’s recommendations on this 
matter. The focus of the recommendations 
remains at the level of minimal critical 
specifications. It also presents, where 
appropriate, recommendations that clearly 
identify the principles on which decisions should 
be made. It does not, however, consider or 
determine why there should be a move to a 
new, single employer organization. 
BC HE LA PA PR 


The Report of the Caesarean 

Section Task Force 
British Columbia Caesarean Section Task 
Force. Vancouver, B.C. : The Task Force, 
1993. xvi, 120 p. : ill, maps. Bibliogr. 
MICROLOG 94-01805 2 fiche 


In May of 1991, the B.C. Caesarean Section 
Task Force was formed and directed to review 
the use of Caesarean sections and to make 
recommendations to the Minister of Health 
concerning any desirable changes. This 
document presents the findings of the Task 
Force. It includes a history of caesarean 
section. It also looks at current trends in 
caesarean section. It includes a discussion 
synopsis and recommendations. Finally, it 
Offers strategies for change. 

BC HE PR 


Report of the HRDC Steering 
Committee on Training and 
Development 


Human Resources Development Council 
(Canada). Steering Committee on Training and 
Development. Ottawa : The Committee, 1993. 
29, 33 p. Bilingual (Rapport du Comité 
directeur...). 

MICROLOG 94-01607 1 fiche 


This document presents the report of the 
Human Resources Development Council. It 
specifically looks at the following points: vision 
and principles; a federated model for training 
and development; rationalization of training 
resources, use of training as a strategic tool; 
relationship between the Canadian Centre for 
Management Development and Training and 
Development Canada; small organizations and 
regions; and action plan. 

e CA LA 


Report of the Minister’s eid 
Committee on Inter-Community Co- 
hy Haake and Community Quality of 
ife 
Saskatchewan. Minister's Advisory Committee on 
Inter-Community Co-operation and Community 
Quality of Life. Regina : The Committee, 
1993. xii, 130 p. : ill. Bibliogr. Cover title: 
Advisory Committee report on Inter- 
Community Co-operation and Community 
Quality of Life. 
MICROLOG 94-01678 2 fiche 


The Minister's Advisory Committee on Inter- 
Community Cooperation and Community Quality 
of Life was given the task of examining ways 
of enhancing quality of life in communities. The 
committee was also asked to identify trends 
affecting community quality of life and to 
develop strategies that may be undertaken to 
enhance quality of life for the people of 
Saskatchewan and report on its findings. The 
committee held numerous meetings, attended 
informational seminars and heard presentations 
on a variety of municipal issues. This report 
presents some of the discussions that were 
undertaken by the committee and provides 
appended materials which may assist in the 
refinement of recommendations and their 
potential implementation. 

MS PR SA 


Report of the Task Force on Labour 
Adjustment 
Canada Labour Force Development Board. Task 
Force on Labour Adjustment. Ottawa : The 
Task Force, 1993. x, 85, xi, 94 p. : ill. 
Bilingual (Rapport du Groupe de travail sur 
l'adaptation...). ISBN 1-895813-12-3 
MICROLOG 94-01969 3 fiche 


in March 1992, the Canadian Labour Force 
Development Board established the Task Force 
on Labour Adjustment. The Task Force was 
given a mandate to investigate and report to 
the Board on the effectiveness of Canada's 
labour adjustment programming in easing the 
adjustment of workers permanently displaced 
from employment, and on the appropriateness 
of existing Unemployment Insurance regulations 
as they impact on the adjustment process. This 
document presents the report of the Task 
Force on Labour Adjustment. 

CA CI LA 


Report of the Task Force on the 
Ontario Environmental Bill of Rights : 
supplementary recommendations 
Task Force on the Ontario Environmental Bill 
of Rights. Toronto : The Task Force, 1992. 
68 p. : ill. 
MICROLOG 94-01683 1 fiche 


The Environmental Bill of Rights Task Force 
was created in October 1991 to develop draft 
legislation based on five principles established 
by the Ontario Ministry of the Environment. 
The Task Force was made up of 
representatives from business, environmental 
ue the legal profession, and government. 
he Task Force's report, including a draft Bill, 
was presented in July 1992 and public 
comment was invited on the draft Bill. 
Comments were received from labour, farmers, 
business and industry, municipalities, 
environmentalists, environmental consultants, 
lawyers, and individuals. After reviewing the 
public comments, the task force made 59 
supplementary recommendations, contained in 
this report. The report also includes a 
summary of the Bill and a list of the groups 
that provided comments. 

EV ON PR SC 


Report on derived working limits for 
surtace contamination 
Canada. Advisory Committee on Radiological 
Protection. Ottawa : Atomic Energy Control 
Board, 1993. 44 p. Bibliogr. (Report , 


INFO-0451(E)) 
MICROLOG 94-01547 1 fiche 


This report provides a review of national and 
international derived working limits of 
radiological surface contamination and 
identification of some important specific 
beta/gamma emitting radionuclides that are in 
widespread use or that are produced in large 
quantities in Canada that require special 
consideration. The report also presents a 
discussion of some important dosimetric and 
practical problems associated with contamination 
control and monitoring, with examples from 
Canadian nuclear power reactor programs, 
research establishments, and hospitals. 
Recommendations on future standard setting 
policy on radiological surface contamination in 
Canada and future research needs in this field 
are given. 

CA HE LA PS SC 


Report on executive compensation 

and compensation review processes 

for the Commission of Inquiry into 

the Public Service and Public Sector 
lassisted by] Chris Green & Associates. 
Victoria : Commission of Inquiry into the Public 
Service and Public Sector, 1992. 58 p.. 
Cover title: Commission of Inquiry into the 
Public Service and Public Sector background 


paper : report on executive compensation and 
compensation review processes. ISBN 
0-7718-9367-1 


MICROLOG 94-01924 1 fiche 


The purpose of this study is to examine 
executive compensation in the public sector. It 
focuses on establishing acceptable and reliable 
compensation processes and practices rather 
than instituting control or watch-dog directives 
and emphasizes the importance of the sectors 
and organizations buying into the Commission's 
recommendations and being committed to the 
approaches that will ultimately be implemented. 
The recommendations and broad process for 
establishing equitable executive compensation 
that are presented in this report are based on 
a number of considerations, including: 
recognition of accountability; significance of 
public sector compensation costs; ministry 
funding and responsibility; and inter- 
organizational differences. 

BC LA PA PR 


Report on the Cariboo-Chilcotin 

Justice Inquiry 
Cariboo-Chilcotin Justice Inquiry (B.C.). SI. : 
The Inquiry, 1993. 62 p. : ill Bibliogr. ISBN 
0-7726-1947-6 
MICROLOG 94-01516 1 fiche 


Over the years, the native people of the 
Cariboo-Chilcotin complained about how they 
were being treated by the various components 
of the justice system. This report of the inquiry 
into this matter presents information on the 
police, the court process, the hearings, the 
police reaction, the abuse of authority, the 
invasion of privacy, police over-reaction, lack of 
communication, the different perceptions, the 
RCMP, and the justice process. It contains 
recommendations concerning government 
agencies, the police, search and rescue, courts, 
legal aid, native court workers, and the 
Community Law Centre, Quesnel. 

BC JU NP PR 


Report on the cost effectiveness of 

employee benefits arrangements in 

the public service and public sector 

of British Columbia 
prepared by the Coles Group, William M. 
Mercer Limited, Towers Perrin Inc. Victoria : 
Commission of Inquiry into the Public Service 
and Public Sector, 1993. 90 p. Cover title: 
Commission of Inquiry into the Public Service 
and Public Sector background paper : report 
on the cost effectiveness of employee 
benefits arrangements in the public service 
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and public sector of BC. ISBN 
0-7718-9368-X 
MICROLOG 94-01925 1 fiche 


This report is intended to provide information 
required by the Commission of Inquiry into the 
Public Service and the Public Sector to conduct 
a review of the methods, costs of 
administration, and financing structures of 
employee benefit plans across the public sector. 
The report does not deal with the content or 
design of specific benefit packages or 
programs. Estimates have been made 
separately for each benefit, for each of seven 
sectors. These sectors include public service, 
crown corporation, health care, education K-12, 
college, university, and municipal. 

BC LA PA PR 


A Report on the methodology of 

Native transition 
by J.A Law and JH. Palma. North Bay, 
Ont. : Canadore College, Continuing Education 
Division, 1981. vii, 78 p. ONTERIS: ON04050. 
MICROLOG 94-01571 1 fiche 


Addresses the problem of high unemployment 
and malaise among urbanized Native people by 
asserting the necessity of basic life skills 
instruction, within the context of the social and 
economic environment of the non-Native 
community. Describes the 20-week Native 
Transition Program (NTP) at Canadore College 
of Applied Arts and Technology in North Bay, 
which is designed to promote improvement in 5 
areas: self-concept and interpersonal relations; 
home and family life; leisure time usage; 
community rights and responsibilities; and 
career and occupational goals. Includes 
descriptions of the process and content of the 
program, selection criteria, instructors, training 
material, tests, and assessments. 

ED NP ON PR 


Report on the rights and 
responsibilities of cohabitants under 
the Family Law Act 


Ontario Law Reform Commission. Toronto : 
The Commission, 1993. 74 p. Bibliogr. 
Bilingual summary (7, 7 p.) laid in. 
MICROLOG 94-01608 2 fiche 


This document addresses the need to expand 
the application of the provisions of the Family 
Law Act to encompass a greater diversity of 
family forms in which individuals live in intimate 
relationships characterized by economic 
interdependence. It focuses on the following 
questions: to whom should the rights and 
obligations set out in the Ontario Family Law 
Act apply? What kinds of relationships should 
invoke its central provisions concerning the 
sharing of family property, the occupation of 
the matrimonial home, and the provision of 
support for spouses? Upon what sorts of 
relationship should the Act confer the capacity 
to enter into binding domestic contracts? 
Which family members should be entitled to 
claim for damages in the event of the death or 
injury of a partner? 

JU ON PR SA 


Report to the AVTC-UCCB 
Amalgamation Review Committee : 
draft for discussion 
Halifax : The Committee, 1993. 35 p. 
MICROLOG 94-02133 1 fiche 


in June 1993, it was announced that the 
proposed amalgamation of the University 
College of Cape Breton (UCCB) and the Cape 
Breton Adult Vocational Training Campus of the 
Nova Scotia Community College (AVTC) in 
Sydney would be reviewed. A Committee was 
appointed to conduct the review. The Review 
Committee, in turn, appointed a Steering Group 
to review the options available, making 
recommendations on its findings. The Steering 
Group’s mandate was to evaluate the options 
for alliance between the two institutions, 
encouraging discussion and consensus among 


stakeholders regarding ways to meet the future 
learning requirements of the people of Cape 
Breton and examining the effect of alliance 
options on the educational programs, funding, 
tuition fees, physical plant and services, human 
resources, and students of AVTC and UCCB. 
The Group also wrote to individuals, 
organizations and businesses in Cape Breton 
inviting them to prepare public submissions on 
the learning needs of Cape Bretoners and the 
educational implications of integrating the two 
institutions. This document includes the task 
group reports as well as a summary of public 
submissions. 

AP ED PR 


Resource access and supply 

continuity in the Atlantic fisheries 
Gardner Pinfold Consulting Economists Limited. 
Ottawa : Task Force on Incomes and 
Adjustment in the Atlantic Fishery, 1993. v, 
43 p. : ill ISBN 0-662-21184-7 
MICROLOG 94-01852 1 fiche 


Access to a continuous supply of high quality 
raw material is fundamental to the long-run 
success of any manufacturing enterprise. But 
discontinuity of raw material supply is a major 
problem in the fishing industry. This paper 
focuses on processing plants relying on inshore 
vessels because they face the greatest 
continuity of supply difficulties, given the range 
of natural, regulatory and competitive factors at 
work. The analysis begins with an examination 
of the causes and effects of supply discontinuity 
focussing on conditions in the harvesting sector. 
The response of the processors is examined 
next, with reviews of capital expansion and 
efforts to secure direct access to the 

resource. Finally, current circumstances in the 
fishery together with options for dealing with 
resource access and supply continuity are set 
out. 

e@ AP CA CF CO Fi SC 


Resource guide of publications 
supported by multiculturalism 
programs, 1973-92 
compiled by Daniel Woolford. Ottawa : 
Multiculturalism and Citizenship Canada, 1993. 
vi, 136 p. ISBN 0-662-59679-X 
MICROLOG 94-01904 2 fiche 


The purpose of this guide is to broaden 
awareness of published materials dealing with 
themes and issues related to Canadian 
mutticulturalism; and to promote the use of 
these materials by educators, researchers, and 
the public in general. Entries appear in 
alphabetical order by title. It provides a list of 
publishers, a list of journals and periodicals, an 
index of names, an index of languages and 
Er groups, and an index of subjects. 
A CU 


The Restructure of transportation in 
China : the emergence of a new 
transactional environment 
by C. Comtois. Montreal : Université de 
Montréal, Centre de recherche sur les 
transports, 1993. 24 p. Bibliogr. 
(Publication ; no. 946) 
MICROLOG 94-01669 1 fiche 


Evaluation of the development process of 
transport networks in the extended metropolitan 
region of Shanghai over the past two decades. 
The paper considers first the historical 
elements, then examines how these elements 
have affected the process of urbanization in 
China. The geographic, economic, and political 
dimensions are analyzed, with special emphasis 
on institutional factors, particularly the role of 
public policies and the functions of the 
administrative structures on the organization of 
transport systems. An analysis of structural 
changes in the composition of labour power in 
urban and peri-urban areas allows for a better 
understanding of the organization of economic 


activities between foreland and hinterland. 
PR QU SC TR 


Resumes for 1993 : eighteenth annual 
review of activities [French ed.] 
compiled by Shasta A. Abbott. Fredericton : 
Natural Resources and Energy, Minerals and 
Energy Division, 1993. vi, 57 p. : cartes 
géogr. (Information circular ; 93-3F) Bilingue 
(Abstracts for 1993...). CS! 46126003. ISSN 
0704-3406 
MICROLOG 94-01770 1 fiche 


Ce document donne des sommaires des projets 
qui traitent du potentiel de minéralisation au 
Nouveau-Brunswick, de la Section de la 
géochimie, du réaménagement minier, du 
Programme de gestion des carottes de forage, 
du Programme de stimulation de l'exploration 
minière, de la géochimie des tills, du Forum 
sur la géologie des minéraux industriels, de 
l'ichnologie, des projets de dites minéraux, du 
système numérique de gestion des claims, du 
Projet de cartographie des dépôts de surface 
et élaboration d'une banque de données sur la 
géochimie du til, des variations géochimiques 
globales, du métallogénie de la zone sud de 
Tobique, de la géologie quaternaire, de la 
tourbe et les terres du littoral, et de 
l'application de l'information numérique au 
études géoscientifiques. 

AP NR PR PS SC 


Revelstoke TSA timber supply 


analysis 
Victoria : Ministry of Forests, Integrated 
Resources Branch, 1993. vi, 59 p. : ill. 
Bibliogr. 


MICROLOG 94-01545 1 fiche 


Examination of the short and long-term effect of 
current forest management practices on the 
availability of timber for harvesting in timber 
supply areas (TSAs) throughout British 
Columbia. The report outlines the timber 
supply analysis for Revelstoke TSA, including a 
brief description of the area, a discussion of 
data preparation and formulation of 
assumptions, and analysis methodology; and 
results of the analysis and how they apply to 
uncertainties in the data and assumptions used. 
Appendices include more detailed and technical 
information. Factors taken into consideration 
include the land base inventory, timber growth 
and yield, harvest forecast, age class 
distribution over time, average area harvested, 
harvest age, volume per hectare, and species 
mix. 

BC FO PR SC 


La Revendication de !’Arctique de 
l'ouest : guide explicatif de l’Entente 
finale des Inuvialuit 
Ottawa : Affaires indiennes et du Nord Canada, 
1984. 11, 11 p. Bilingue (The Western Arctic 
claim...). 
MICROLOG 94-01776 1 fiche 


Environ 2 500 Inuvialuit vivent regroupés dans 
six localités: Sachs Harbour, Holman, Paulatuk, 
Tuktoyaktuk, Unuvik et Aklavik, dans les 
Territoires du Nord-Ouest. Les droits et les 
avantages qui seront accordés aux bénéficiaires 
en vertu des dispositions de l'Entente finale des 
Inuvialuit sont résumés dans ce document 
après un bref énoncé des critères d'éligibilité 
et une description des structures des sociétés 
inuvialuit qui recevront et administreront les 
indemnités. Le guide donne un aperçu des 
dispositions de l'Entente finale des Inuvialuit qui 
a été signée par toutes les parties le 5 juin 
1984. 

CA NO NP PA 


Review of Canadian programs for 
radioactive waste management 
Canada. Advisory Committee on Nuclear Safety. 
Ottawa : Atomic Energy Control Board, 1993. 
viii, 51 p. Bibliogr. (Paper ; INFO-0449) 
MICROLOG 94-01630 1 fiche 
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Review of programs for radioactive waste 
management in Canada, based on a study of 
relevant documents supplemented by information 
discussions with personnel in the nuclear 
industry, government agencies, and the Atomic 
Energy Control Board. Categories of waste 
considered include nuclear fuel wastes; reactor 
non-fuel wastes; radionuclide wastes from 
hospitals, universities, and industry; historic low- 
level wastes; and uranium mine and mill 
wastes. Current concerns are identified and 
recommendations are made. 

CA EV SC 


A Review of socio-economic and 
biophysical impacts of climate change 
in a moist temperate continental 
climate 


by M. Jean. Montreal : Atmospheric 

Environment Service, 1993. 7 p. : maps. 

Bibliogr. 

MICROLOG 94-02039 1 fiche 
The purpose of this paper is to present some 
of the results obtained from various socio- 
economic impact studies done in the province 
of Quebec. The area of interest is Quebec 
and part of Baffin Island, although most of the 
work dealt with regions located south of 60 
degrees N. Impacts are considered for 
energy, agriculture, forestry, the St. Lawrence 
River system, golf and downhill skiing, and 
municipal water use. 
CA PS QU SC 


Revised guidelines for the medical 

surveillance of radiation workers 
Canada. Atomic Energy Control Board. Group 
of Medical Advisers. Ottawa : The Board, 
1993. 6, 6 p. Bibliogr. (Report ; INFO- 
0452) Bilingual (Lignes directrices révisées 
pour ila...). 
MICROLOG 94-01522 1 fiche 


These guidelines are provided for the use and 
guidance of occupational health physicians 
concerned with the medical surveillance of 
workers who are occupationally exposed to 
ionizing radiation. The document specifically 
looks at the following points: pre-placement 
health assessment; periodic and termination or 
work health assessments; dosimetry and 
-radiological surveillance; health assessment after 
injury or illness; personal health records; 
medical advice to management; and medical 
advice to workers. 

CA HE LA PS SC 


Revue bibliographique sur Pachypappa 
tremulae (L) : un puceron des racines 
des plants de conifères en récipients 


par R. Lavallée. Sainte-Foy, Québec : Forêts 


Canada, Région du Québec, Centre de 
foresterie des Laurentides, 1988. v, 17 p. : 
il. Bibliogr. (Rapport d'information : LAU-X- 
73) L'éd. anglaise (Bibliographical review of 


Pachypappa...) : 88-00719/1. ISSN 0835-1589 


ISBN 0-662-94098-9 
MICROLOG 94-01548 1 fiche 


Le peuplier faux-tremble est l'hôte primaire du 
puceron. A l'instar de nombreuses autres 
espèces de pucerons, Pachypappa tremulae, 
une partie de son cycle vital s'effectuera sur 
un hôte alterne non apparenté taxonomiquement 
à l'hôte primaire. C'est ainsi que P. tremulae 
accomplira une partie de son cycle sur des 
racines d'épinettes. D'autre part, si on a peu 
souvent fait mention de cet insecte sur les 
racines de conifères en milieu naturel, P. 
tremulae semble s'accomoder particulièrement 
bien des conditions qui lui sont offertes sur les 
racines des semis croissant en récipients. Ce 
document a pour but de rassembler les 
connaissances actuelles sur P. tremulae. 

e CA FO LS SC 


Revue des programmes de services 

de police autochtones, partie Ill : 

pour un meilleur accès aux services 

de police 
par J. Jarvis. Ottawa : Solliciteur général du 
Canada, Secrétariat du Ministère, 1992. v, 
22 p. (Rapport pour spécialistes ; 1992-14) 
(Série sur les services policiers autochtones) 
L'éd. anglaise (Inventory of Aboriginal 
policing...) : 93-05873/1. ISBN 0-662-97716-5 
MICROLOG 94-01619 1 fiche 


Dans le but de poursuivre ses efforts visant à 
améliorer ses politiques et ses programmes en 
matière de police à l'intention des collectivités 
autochtones du Canada, le ministère du 
Solliciteur général du Canada a mené une 
enquête auprès d'un certain nombre de 
services de police fédéraux, provinciaux et 
municipaux, au début de 1991, afin de recueillir 
des renseignements sur leurs politiques et 
leurs programmes en matière de police 
destinés aux peuples autochtones. L'objectif de 
l'enquête était de recueillir et de publier des 
données sur les programmes des services de 
police destinés aux peuples autochtones, sous 
la forme d'un document d'information mis à la 
disposition des responsables des services de 
police qui désirent concevoir des projets 
spéciaux ou élargir des programmes existants. 
Ce document présente la partie ill de cette 
série sur les services policiers autochtones et 
a pour thème "Pour un meilleur accès aux 
services de police”. 

CA JU NP 


Revue des programmes de services 

de police autochtones, partie IV : 

programmes de communications et 

de liaison avec la collectivite 
par J. Jarvis. Ottawa : Sollicteur général du 
Canada, Secrétariat du Ministère, 1992. v, 
68 p. (Rapport pour spécialistes ; 1992-15) 
(Série sur les services policiers autochtones) 
L'éd. anglaise (Inventory of Aboriginal 
policing...). : 93-05872/1. ISBN 0-662-97717-3 
MICROLOG 94-01618 1 fiche 


Dans le but de poursuivre ses efforts visant à 
améliorer ses politiques et ses programmes en 
matière de police à l'intention des collectivités 
autochtones du Canada, le ministère du 
Solliciteur général du Canada a mené une 
enquête auprès d'un certain nombre de 
services de police fédéraux, provinciaux et 
municipaux, au début de 1991, afin de recueillir 
des renseignements sur leurs politiques et 
leurs programmes en matière de police 
destinés aux peuples autochtones. L'objectit de 
l'enquête était de recueillir et de publier des 
données sur les programmes des services de 
police destinés aux peuples autochtones, sous 
la forme d'un document d'information mis à la 
disposition des responsables des services de 
police qui désirent concevoir des projets 
Spéciaux ou élargir des programmes existants. 
Ce document présente la partie IV de cette 
série sur les services policiers autochtones et 
aborde les programmes de communication et 
de liaison avec la collectivité. 

CA JU NP 


Revue des programmes de services 

de police autochtones, partie V : 

programmes pour les jeunes 
par J. Jarvis. Ottawa : Solliciteur général du 
Canada, Secrétariat du Ministère, 1992. vw, 
64 p. (Rapport pour spécialistes ; 1992-16) 
(Série sur les services policiers autochtones) 
L'éd. anglaise (inventory of Aboriginal 
policing...) : 93-05876/1. ISBN 0-662-97718-1 
MICROLOG 94-01617 1 fiche 


Dans le but de poursuivre ses efforts visant à 
améliorer ses politiques et ses programmes en 
matière de police à l'intention des collectivités 
autochtones du Canada, le ministère du 
Solliciteur général du Canada a mené une 
enquête auprès d'un certain nombre de 


services de police fédéraux, provinciaux et 
municipaux, au début de 1991, afin de recueillir 
des renseignements sur leurs politiques et 
leurs programmes en matière de police 
destinés aux peuples autochtones. L'objectif de 
l'enquête était de recueillir et de publier des 
données sur les programmes des services de 
police destinés aux peuples autochtones, sous 
la forme d'un document d'information mis à la 
disposition des responsables des services de 
police qui désirent concevoir des projets 
spéciaux ou élargir des programmes existants. 
Ce document présente la partie V de cette 
série sur les services policiers autochtones et 
aborde les programmes pour les jeunes. 

CA JU NP 


Revue des programmes de services 

de police autochtones, partie VI : 

programmes de prevention contre la 

consommation d'alcool et de drogue 
par J. Jarvis. Ottawa : Solliciteur général du 
Canada, Secrétariat du Ministère, 1992. v, 
28 p. (Rapport pour spécialistes ; 1992-17) 
(Série sur les services policiers autochtones) 
L’éd. anglaise (Inventory of Aboriginal 
policing...) : 93-05875/1. ISBN 0-662-97719-X 
MICROLOG 94-01620 1 fiche 


Dans le but de poursuivre ses efforts visant à 
améliorer ses politiques et ses programmes en 
matière de police à l'intention des collectivités 
autochtones du Canada, le ministère du 
Solliciteur général du Canada a mené une 
enquête auprès d'un certain nombre de 
services de police fédéraux, provinciaux et 
municipaux, au début de 1991, afin de recueillir 
des renseignements sur leurs politiques et 
leurs programmes en matière de police 
destinés aux peuples autochtones. L'objectif de 
l'enquête était de recueillir et de publier des 
données sur les programmes des services de 
police destinés aux peuples autochtones, sous 
la forme d'un document d'information mis à la 
disposition des responsables des services de 
police qui désirent concevoir des projets 
spéciaux ou élargir des programmes existants. 
Ce document présente la partie VI de cette 
série sur les services policiers autochtones et 
aborde les programmes de prévention contre 
la consommation d'alcool et de drogue. 

CA JU NP 


Revue des programmes de services 
de police autochtones, partie VII : 
programmes axes sur les besoins 
des victimes et des délinquants 


par J. Jarvis. Ottawa : Solliciteur général du 
Canada, Secrétariat du Ministère, 1992. v, 
52 p. (Rapport pour spécialistes ; 1992-18) 
(Série sur les services policiers autochtones) 
L'éd. anglaise (Inventory of Aboriginal 
policing...) : 93-05874/1. ISBN 0-662-97720-3 
MICROLOG 94-01616 1 fiche 


Dans le but de poursuivre ses efforts visant à 
améliorer ses politiques et ses programmes en 
matière de police à l'intention des collectivités 
autochtones du Canada, le ministère du 
Solliciteur général du Canada a mené une 
enquête auprès d'un certain nombre de 
services de police fédéraux, provinciaux et 
municipaux, au début de 1991, afin de recueillir 
des renseignements sur leurs politiques et 
leurs programmes en matière de police 
destinés aux peuples autochtones. L'objectif de 
l'enquête était de recueillir et de publier des 
données sur les programmes des services de 
police destinés aux peuples autochtones, sous 
la forme d'un document d'information mis à la 
disposition des responsables des services de 
police qui désirent concevoir des projets 
spéciaux ou élargir des programmes existants. 
Ce document présente la partie VII de cette 
série sur les services policiers autochtones et 
aborde les programmes axés sur les besoins 
des victimes et des délinquants. 

CA JU NP 
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tree 


Rock-fiuids interactions in miscible 

gas processes : final report 
by D.N. Rao...et al. Calgary, Alta. 
Recovery Institute, 1992. 46 p. : ill. Bibliogr. 
CANMET contract: 23440-1903601SQ-06SQ. 
MICROLOG 94-01469 1 fiche 


Wettability is an important rock-fluids interaction 
parameter that not only determines the relative 
locations of oil and water in the porous 
medium of the reservoir but also their flow 
behaviour. To gain a better understand of the 
impact of miscible flooding on wettability, oil- 
water flow behaviour, and oil recovery, a 
project was begun in 1987 on rock-fluids 
interaction in miscible gas processes. This 
report presents the results of a literature study 
on the water-alternating-gas (WAG) miscible 
processes and a description of the apparatus 
and experimental procedures adopted for a 
novel dual-crystal technique to discern the 
influence of a miscible solvent on wettability. 
Water-advancing and receding contact angles 
were measured on mineral crystals 
representing the major mineralogical fraction of 
selected Alberta formations. Three Alberta 
reservoirs were chosen for the contact angle 
study. The wettability states of water-wet, 
intermediate-wet, and oil-wet were found for the 
three different systems studied. The influence 
of adding a miscible gas (ethane in all cases) 
to live crude oils under respective reservoir 
conditions was studied in the high pressure 
contact angle cell. A sequence of coreflood 
steps was designed to mimic the field miscible 
processes in the water- alternating-gas (WAG) 
mode and the sequence was applied to two of 
the three formations. 

® CA CM NRA PS SC 


Safe crossings : guidelines for school 
crossings programs 
Victoria : Ministry of Transportation and 
Highways, 1993. 23 p. : ill ISBN 
0-7726-1945-X 
MICROLOG 94-01802 1 fiche 


The purpose of this booklet is to provide the 
basic tools to set-up and successfully operate 
the three most widely recognized school 
crossing programs: safe route to school 
program; school patrol program; and adult 
crossing guard program. 

BC ED PR TR 


La Santé des autochtones au 

Canada 
Ottawa : Santé et bien-être social Canada, 
1992. 38 p. : ill. L'éd. anglaise (Aboriginai 
heatth in Canada) sur la même fiche. ISBN 
0-662-98007-7 
MICROLOG 94-01732 1 fiche 


Le gouvernement du Canada a adopté, en 
septembre 1990, un programme pour les 
autochtones qui prévoit des initiatives nouvelles 
et des mesures plus radicales dans un certain 
nombre de secteurs clés. Ce document donne 
une vue d'ensemble des services de santé 
offerts aux autochtones du Canada et souligne 
plus particulièrement le rôle du gouvernement 
fédéral dans ce domaine. Il fait l'historique de 
l'état de santé des Inuit et des Indiens et 
présente brièvement les défis à relever. 

CA HE NP 


Saskatchewan. Laboratory and 
Disease Control Services Branch : 
Annual statistical report 1991-92 
Regina : The Branch, 1993. ii, 41 p. : ill. 
Bibliogr. ISSN 1195-0307 
MICROLOG 94-02027 1 fiche 


This document is a statistical supplement to the 
annual report of Saskatchewan Health. It 
contains statistical data as well as narrative 
descriptions of the programs administered by 
the Laboratory and Disease Control Services 
Branch. Areas covered include the following: 
clinical chemistry and toxicology laboratories, 


: Petroleum 


clinical microbiology laboratory, environmental 
sciences laboratory, communicable disease 
control, the research support unit, the 
laboratory licensing unit, and support services. 
HE MS PR 


Saskatchewan Power Corporation. 
Northern Enterprise Fund : Annual 
report 1991 

Saskatoon, Sask. : The Fund, 1992. 16 p. : 

il. CSI 72242.001. 

MICROLOG 94-01644 1 fiche 


The Fund's mandate is to provide financial help 
to northern business people, provide educational 
incentives, be available to all northern 
residents, and be responsive to the needs of 
northern residents. This annual report outlines 
the major activities and accomplishments of the 
Fund. It includes the Fund's financial 
statements for the year. 

CO MS PR 


Saskatchewan Power Corporation. 
Northern Enterprise Fund : Annual 
report 1992 

Saskatoon, Sask. : The Fund, 1993. 20 p. : 

il. CS! 72242.001. 

MICROLOG 94-01645 1 fiche 


The Fund's mandate is to provide financial help 
to northern business people, provide educational 
incentives, be available to all northern 

residents, and be responsive to the needs of 
northern residents. This annual report outlines 
the major activities and accomplishments of the 
Fund. It includes the Fund's financial 
statements for the year. 

CO MS PR 


Saskatchewan provincial HIV/AIDS 
strategy, phase | 
Regina : The Dept, 1993. 16 p. : ill 
MICROLOG 94-01602 1 fiche 


This document contains a glossary of key 
terms appearing in the text. It describes the 
mission, goals, and guiding principles of the 
strategy, and the three components to phase 
one of the strategy: the commitment, the 
program direction, and the policy. Appendices 
present information on how HIV/AIDS was 
discovered, how HIV is spread or contracted, 
how HIV/AIDS progresses within the body, and 
how HIV/AIDS is detected (HIV/AIDS testing). It 
includes world-wide and Canadian HIV/AIDS 
Statistics. 

CI HE MS PR 


School board 3 year statistics : 1989 
financial statements, 1990 financial 
statements, 1991 board estimates 


Toronto : 
and Finance Branch, Grants Services and 
Information Management, 1991. vi, 122 p. 
CSI 55108.003. ONTERIS: ON06687. 
MICROLOG 94-01554 2 fiche 


This 3-year statistical report is published to 
facilitate a comparison of expenditure, grants 
and other measurements of school board 
finances. The statistics are extracted from 
school board financial statements and from 
estimates. The data shows the direction over 
a three-year span for each board in areas 
including proximity to the grants ceiling, 
enrolment, general legislative grants and direct 
capital grants, per pupil expenditure, and board 
and program-specitic grants. Each page 
contains information on 1 school board. Public 
boards are listed in alphabetical order, followed 
by Roman Catholic separate boards. Statistics 
are provided for both the elementary and 
secondary levels. 

ED ON PR 


School directory, 1993-94 
New Brunswick. Dept. of Education. 
Fredericton : The Dept., 1993. 100 p. 
Bilingual (Répertoire des écoles...). 


Ministry of Education, School Business 


CSI 45104 009. 
MICROLOG 94-01788 2 fiche 


This document contains a lists of school 
superintendents, assistant superintendents, 
supervisors, and community boards and 
includes addresses and numbers for telephone 
and fax, for each. It also provides a list of 
schools specifying the district, grades taught, 
the language of instruction, and principal for 
each. First Nation schools are listed 
separately and an index is provided. 

AP ED PR 


La Science et la technologie dans la 

région metropolitaine de Montreal : 

portrait statistique, etude 
par Gilles Dubé ; préparée à l'intention du 
Comité du bilan de l'activité scientifique et 
technologique de la région de Montréal. 
Québec : Gouvernement du Québec, Conseil 
de la science et de la technologie, 1992. 
xviii, 119 p. Bibliogr. ISBN 2-550-26517-3 
MICROLOG 94-02088 2 fiche 


Ce bilan vise à faire connditre les activités 
scientifiques et technologiques de la région, à 
identifier les forces et les faiblesses de celles-ci 
de façon à stimuler la planification du 
développement scientifique et technologique 
régional et enfin à favoriser les échanges et la 
concertation entre les intervenants dans ces 
domaines. On y aborde principalement la 
recherche scientifique et le développement 
expérimental, et l'enseignement et la formation 
scientifiques et techniques. 

MU PR PS QU SC 


Scientific criteria document for the 
development of provincial water 
quality guidelines for chlorinated 
ethanes and chlorinated ethylenes 
by M. Lupp...et al. Toronto : Ministry of 
Environment and Energy, Water Resources 
Branch, 1993. 95 p. : ill. Bibliogr. ISBN 
0-7729-8674-6 
MICROLOG 94-01680 2 fiche 


This report describes the development of water 
quality guidelines for dichloro-, trichloro-, and 


_tetrachloroethanes and ethylenes from 


information acquired through an extensive 
search of the recent literature and by following 
the guideline development process recently 
refined by the Ontario Ministry of the 
Environment and Energy. Physical-chemical 
properties, aquatic toxicity, taste and odour 
characteristics, and bioaccumulation factors of 
each compound were considered. 

EV ON PR SC 


Seasonal fruit and vegetable report : 
annual summary, 1992 
Toronto : Ministry of Agriculture and Food, 
Policy Analysis Branch, 1993. 28 p. 
CSI 56262.006. 
MICROLOG 94-01777 1 fiche 


This statistical report gives detailed production 
figures for fruits and vegetables in Ontario. 
Quantity, value and yields are provided. 


Production of major crops are also analyzed 
by region of the Ministry of Agriculture and 
Food, or by major producing county. 

AG ON PR SC 


Le Secteur canadien de l'inspection 

des bâtiments résidentiels 
Wagner, Daigle, Revay Née. Ottawa : Société 
canadienne d'hypothèques et de logement, 
1992. 110 p. Bibliogr. L’éd. anglaise (The 
Canadian residential inspection industry) : 93- 
08877/2. 
MICROLOG 94-01726 2 fiche 


La Société canadienne d'hypothèques et de 
logements, l'agence fédérale de l'habitation, est 
chargée d'administrer la Loi nationale sur 
l'habitation. Ce document se penche sur 
l'inspection des bâtiments résidentiels et examine 
particulièrement les points suivants: situation de 


Pour des copies de ces publications, contacter: 
62 Micromedia Ltd., 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 
(613) 237-4250 FAX (613) 237-4251 
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l'inspection des bâtiments résidentiels au 
Canada; analyses régionales; la scène 
américaine; observations de l'expert-conseil, et, 
options relatives à l'aide de la SCHL. 
CAPL=SC 


Seeking Innovation : international 

cooperation among universities 

conference : conference proceedings 
editors: Ania Wasilewski and Andrea Young. 
Ottawa : Association of Universities and 
Colleges of Canada, International Division, 
1993. 70 p. ISBN 0-88876-146-5 
MICROLOG 94-02005 1 fiche 


These proceedings explore new ways in which 
universities could work together creatively, to 
broaden their horizons and use their resources 
and expertise to effect change at home and 
around the world. Nine workshops were 
presented in this conference: centres of 
excellence: a force for internationalization?; 
sustainable development: universities and the 
challenge of multidisciplinarity; debt swap for 
education; sharing the benefits: learning from 
the south; innovations in education: from the 
blackboard to the keyboard; stepping beyond 
the university boundaries: innovations in faculty 
and student mobility; thinking globally, acting 
locally: globalization and university community 
outreach; the internationalization of knowledge 
through industry/university cooperation; and 
future trends: CIDA, IDRC and the World Bank. 
e CA ED EX 


Self-esteem and adolescent women 
by P. Edwards. Ottawa 
Federation, 1990. 35 p. Bibliogr. 
The A Cappella papers. ISBN 
0-88989-271-7 
MICROLOG 94-01996 1 fiche 


This paper links the findings of the Canadian 
Teachers’ Federation study ‘A Cappella’ with 
literature on self-esteem. It discusses the 
dimensions of self-esteem, the high cost of low 
self-esteem, self or society, the early years, 
development issues in adolescence, the legacy 
of troubled families, the impact of school, how 
parents, teachers, coaches and others can 
enhance self-esteem, body image, unattainable 
ideals, physical activity and body image, dying 
for perfection, physical activity and self-esteem, 
and includes a summary of related studies and 
surveys. 

e CA ED SA 


On cover: 


Séminaire sur le transport scolaire 
Nouveau-Brunswick. Comité du transport 
ou Fredericton : le Comité, 1993. 4, 
4 p. Bilingue (Pupil Transportation Seminar). 
MICROLOG 94-01780 1 fiche 


Cette courte publication présente les faits 
saillants du Séminaire sur le transport scolaire 
qui s'est tenu les 14 et 15 octobre 1993. 

AP ED PR TR 


Senior management response to 
relocation advertising : a research 
report 
for New Brunswick Economic Development ; 
[by] Goldfarb Consultants. SI. : The 
Consultants, 1993. 29 p. : ill. 
MICROLOG 94-01875 1 fiche 


The overall objective of the research was two- 
fold: to understand the factors which senior 
management consider to be important when 
deciding on a relocation destination and to 
evaluate the response of senior management to 
a number of different advertising approaches, 
with a view to determining the approach most 
likely to attract their attention. This document 
contains a summary of findings. It looks at 
factors important in relocating, the image of 
New Brunswick, and the role of advertising. 
AP CO PR 


: Canadian Teachers’ 


Les Services de police et les 
autochtones 


préparé par Vijay Mehta ; présenté à la 
Direction générale de la police autochtone. 
Ottawa : Solliciteur général du Canada, 
Sécrétariat du Ministre, 1993. 53, 52 p. 
Bibliogr. (Rapport pour spécialistes ; 1993- 
21) (Série sur les services policiers 
autochtones) Bilingue (Policing services for 
Aboriginal...). ISBN 0-662-60059-2 
MICROLOG 94-01609 2 fiche 


Ce rapport a pour but de fournir des 
renseignements précis, utiles et opportuns sur 
l'incidence probable des tendances actuelles sur 
la prestation de services de police aux 
autochtones en milieu urbain, d'ici l'an 2000. Il 
aborde précisément les points suivants: objectif; 
méthode; aperçu des problèmes et des 
tendances; aperçu des études récentes sur les 
relations entre la police et les autochtones: et, 
les services de police et les autochtones. 

CA JU NP 


Les Sexes et la violence dans les 
médias 


par G. Spears et K. Sey rt. Ottawa : 
Santé Canada, Division de la prévention de la 
violence familiale, 1993. 69 p. : il. Bibliogr. 
L'éd. anglaise (Gender and violence in the 
mass media) : 94-01624/1. ISBN 
0-662-98567-2 

MICROLOG 94-01623 1 fiche 


Vu que les médias traitent d'une foule d’aspects 
de l'existence, à savoir: lois, éducation, 
recherches scientifiques, pensée critique, 
philosophie, violence et agressions, etc., les 
écrits et les recherches sur les médias sont à 
la fois très poussés et spécialisés. Cette étude 
vise à réunir des éléments disparates afin d'en 
arriver à une vision plus globale. Tout d'abord, 
nous exposerons plusieurs questions et 
problèmes s'appliquant à diverses disciplines, 
puis nous analyserons des recherches et des 
critiques plus spécialisées. L’attention sera 
surtout portée sur les sources canadiennes 
récentes et sur les médias électroniques. 
CA SA SC TE 
Sexual assault : victim service 
worker handbook 

Victoria : Ministry of Attorney General, Victim 

Assistance Program, 1993. vii, 82 p. Bibliogr. 

ISBN 0-7726-1940-9 

MICROLOG 94-01524 1 fiche 


This handbook is designed to assist victim 
service workers to give emotional support and 
practical assistance and information to people 
who have been sexually assaulted as they 
proceed through the criminal justice system. Its 
purpose is to assist victim service workers in 
developing the practical skills and knowledge 
necessary to support people who have been 
sexually assaulted. It discusses societal beliefs 
and values concerning sexual assault in 
Canadian society, statistics on sexual assault, 
crisis intervention, medical procedures, police 
procedures, court procedures, and skills and 
issues for victim service workers. 

BC CI PR SA 


Simulation of horizontal wells in 
fractured reservoirs : final report 
by L. Nghiem, R. Sharma and D. Collins. 


Ottawa : Computer Modelling Group, 1992. iv, 
23 p. : ill. Bibliogr. CANMET contract: 23440- 
19029006SQ. 


MICROLOG 94-01465 1 fiche 


Description of techniques for modelling 
horizontal/deviated wells in fractured reservoirs 
and the results obtained with these techniques 
in field-scale simulation. The investigations 
involve the coupling of a discretized wellbore 
model to a dual-porosity dual-permeability 
reservoir for black-oil simulation and for 
compositional simulation, the extension of these 
techniques to deviated wells; and the effect of 


fracture orientation and spacing of hydraulically 
fractured horizontal wells on recovery. 
e CA CM NA PS SC 


Size-related survival of resident 
salmonids from time of lake or river 
entry : evidence from the literature 
and scale evaluations 


by J.A. Burrows. Victoria : Ministry of 
Environment, Land and Parks, Fisheries 
Branch, 1993. iii, 58 p. : il. Bibliogr. 
(Fisheries management report ; no. 100) 
ISSN 0705-5390 ISBN 0-7726-1913-4 
MICROLOG 94-02056 1 fiche 


Of 3 possible ways to evaluate the prediction 
that the effect of size on survival will be 
stronger in mixed species communities than 
monoculture communities, 2 are attempted in 
this report: compare the survival rates of 
different sizes of stocked trout in both types of 
communities, and identify lake entry on scales 
sampled from adult wild trout, and compare 
back-calculated sizes to their respective survival 
rates. The report also documents differences 
between monoculture, interspecific competitor, 
and predator communities. Published literature 
was searched and reviewed to compile a 
quantitative database of size and survival of 
salmonids. Following the literature review the 
author evaluates and uses the back-calculation 
of size at lake or stream entry based on 
circuli spacing differences for trout in several 
lakes and rivers in B.C., to assess size- 
survival relationships. 

BC FI LS PR SC 

Social resources inventory : central 
region -- 4th ed. 


Edmonton : Alberta Family and Social Services, 
Alberta Social Resources Inventory, 1991. 


xv, 273 p. Cover title: Social resources 
inventory, 1990 : central region. ISSN 0826- 
7669 


MICROLOG 94-01917 3 fiche 


The information in this directory is divided into 
three sections: agency profile, agency index 
and subject index. The agency profile provides 
descriptions of agencies, alphabetically, by 
geographical area. The agency index provides 
the names of organizations, alphabetically, by 
geographical area along with entry and phone 
Numbers. Finally, the subject index, also listed 
alphabetically, uses SEE and SEE ALSO 
references directing the user to major 
categories as well as other types of services. 
AL PR SA 


Social resources inventory : 

northwest region -- 6th ed. 
Edmonton : Alberta Family and Social Services, 
Alberta Social Resources Inventory, 1992. ix, 
215 p. Cover title: Social resources 
inventory, 1991 : northwest region. ISSN 
0715-9617 
MICROLOG 94-01918 3 fiche 


The information in this directory is divided into 
three sections: agency profile, agency index 
and subject index. The agency profile provides 
descriptions of agencies, alphabetically, by 
geographical area. The agency index provides 
the names of organizations, alphabetically, by 
geographical area, along with entry numbers 
and phone numbers. Finally, the subject index, 
also listed alphabetically, uses SEE and SEE 
ALSO references directing the user to major 
categories as well as to other types of 
services. 
AL PR SA 
Social resources inventory : southern 
region -- 4th ed. 
Edmonton : Alberta Family and Social Services, 
Alberta Social Resources Inventory, 1991. 
xv, 225 p. Cover title: Social resources 
inventory, 1990 : south and Calgary regions. 
ISSN 0835-9296 
MICROLOG 94-01916 3 fiche 
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EN I TR RC IR ee ET 7 NT 1 


The information in this directory is divided into 
three sections: agency profile, agency index 
and subject index. The agency profile provides 
descriptions of agencies, alphabetically, by 
geographical area. The agency index provides 
the names of organizations, alphabetically, by 
geographical area along with entry numbers 
and phone numbers. Finally, the subject index, 
also listed alphabetically, uses SEE and SEE 
ALSO references directing the user to major 
categories as well as to other types of 
services. 

AL PR SA 


Social structural factors associated 
with work hazards in the physical 
environment 


by D.L. Skillen. Edmonton : University of 
Alberta, Dept. of Sociology, 1993. 42 p. : ill. 
Bibliogr. (Research discussion paper ; no. 
100) ISSN 0317-2473 

MICROLOG 94-02141 1 fiche 


An exploratory study was completed in 1992 in 
five autonomous public health unit organizations 
located in urban and rural settings in northern, 
central, and southern regions of the Province 
of Alberta with a sample of 57 staff and 
managerial public health nurses. Self- 
administered questionnaires, semi-structured 
interviews, and moderated focus groups were 
used in a two-stage data collection procedure 
to describe subjects’ perceived work hazards, 
conceptualize the organizational factors 
underlying their work hazards, and report their 
suggestions for change. Frequency distributions 
and descriptive statistics were obtained for the 
perceived work hazards. This paper 
addresses organizational factors as associated 
with the safety, physical, ergonomic, and 
biological hazards perceived by subjects in their 
physical work environments. 

AL LA PR 


Société d’assurance-dépôts du 
Canada : Rapport annuel 1992 
Ottawa : la Société, 1993. 55, 53 p. : ill. 
Bilingue. CSI 22111.001. 
MICROLOG 94-02052 2 fiche 


La Société d'assurance-dépôts du Canada 
(SADC) a pour mission de fournir de 
l'assurance-dépôts et de favoriser la stabilité et 
la compétitivité du système financier canadien 
en faisant preuve de professionnalisme et 
d'innovation, et du plus haut degré d'excellence, 
d'intégrité et de réussite, dans l'intérêt des 
personnes qui confient des dépôts aux 
institutions membres et de façon à minimiser 
les pertes pour la Société. Ce document 
présente le rapport annuel de la SADC pour 
l'année 1992. 

CA CO 


Société ontarienne de gestion des 
déchets : Rapport annuel 1992-93 


Toronto : la Société, 1993. 10, 10 p. Bilingue. 
CSI 56143.001. 
MICROLOG 94-01638 1 fiche 


Résumé non disponible pour ce document. 
EV ON PR PW SC 


Soil gases and housing 
municipalities 
Ottawa : Canada Mortgage and Housing 
Corporation, 1993. 24 p. : il. French ed. 
(Les Gaz souterrains et l'habitation) on the 
same fiche. ISBN 0-662-20673-8 
MICROLOG 94-02161 1 fiche 


Air contaminants found in buildings originate 
from indoor sources and from the air and soil 
surrounding the building. The focus of this 
booklet is on the last of these sources. 
Specifically, this publication focuses on gases 
that can enter houses and other residential 
buildings from the soil. It also examines the 
common types of soil gases, and how gases 


: a guide for 


Soils of the Rural Municipality of 
Hanover 
by L.A. Hopkins, E. St. Jacques and G.F. Mills. 
Winnipeg : Dept. of Agriculture ; University of 
Manitoba, Dept. of Soil Science ; Ottawa : 
Agriculture Canada, 1993. xi, 124 p. : maps. 
Bibliogr. (Soils report ; no. D32) Fold. maps 
not filmed. 
MICROLOG 94-01939 2 fiche 


This report and map of the field and 

laboratory study of the soils of the Rural 
Municipality of Hanover is one in a series of 
soil survey reports providing more detailed and 
comprehensive soil resource information to 
supplement and expand on information contained 
in the reconnaissance soil surveys for southern 
Manitoba. The report contains standard 
interpretations of soil resource information for 
land uses related to dryland agriculture and 
irrigation farming, engineering, and outdoor 
recreation. It provides a general description of 
the area; the methodology used in the study; 
the development, scientific classification, and 
morphological characteristics of the soils in the 
study area; and an interpretation of soil 
properties and associated landscape features as 
they affect soil capability or suitability for 
various uses. 
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Soldats autochtones, terres 
etrangeres 
Ottawa : Affaires des anciens combattants 
Canada, 1993. 51 p. : ill. Bibliogr. L'éd. 
anglaise (Native soldiers...) : 94-00829/1. 
ISBN 0-662-97700-9 
MICROLOG 94-01603 1 fiche 


Dans cette publication, nous dressons un 
portrait général des expériences d'une vingtaine 
d'anciens combattants autochtones qui 
témoignent du sacrifice et des réalisations de 
tous les peuples aborigènes du Canada en 
temps de guerre. 

CA CU NP 


Sommaire des initiatives pour la 
petite enfance : strategie de 
collaboration 


entre la Division des services médicaux et de 
l'hygiène publique et la Division de la famille 
et des services sociaux communautaires. 
Fredericton : les divisions, 1993. 9, 9 p. 
Bilingue (Early childhood initiatives : an 
overview...). Titre de la couv: Initiatives pour 
la petite enfance. 

MICROLOG 94-01752 1 fiche 


Les initiatives pour la petite enfance à l'intention 
des enfants d'âge préscolaire et leurs familles 
sont l'une des nouvelles onentations majeures 
du gouvernement du Nouveau- Brunswick. 
Présentées en septembre 1992 par l'honorable 
Russell HT. King MD. en guise de réponse au 
Rapport sur l'excellence en éducation, les 
Initiatives pour la petite enfance ont pour but 
d'assurer que les enfants seront en santé 
autant que possible et mieux préparer pour 
réaliser leur plein potentiel dès la maternelle. 
Six initiatives majeures, visant à atteindre 
l'objectif susmentionné, ont été adoplées à la 
suite du travail de collaboration entre la 

Division des services médicaux et de l'hygiène 
publique et la Division de la famille et des 
services sociaux communautaires. Ce document 
présente le sommaire des Initiatives pour la 
petite enfance. 
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Sound transmission through floors 
Ottawa : Canada Morigage and Housing 
Corporation, 1992. 39 p. : ill. Bibliogr. 
MICROLOG 94-02160 1 fiche 


The data in this report is taken from a 
research project that investigated a possible 
new test for evaluating the transmission of low- 


frequency impact sounds through lightweight 
floor constructions. Measurements were made 
of sound transmission through 75 different floor 
structures. The data available from the 
research project form a consistent set and for 
the purposes of this summary report, a rating 
is introduced and called the tapping machine 
rating (TMR). The tables in this report give 
values of the single number ratings sound 
transmission class, impact insulation class, and 
TMR. 
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Sourcebook on sustainable 

development 
Winnipeg : International Institute for Sustainable 
Development, 1992. 134 p. Bibliogr. ISBN 
1-895536-04-9 
MICROLOG 94-01719 2 fiche 


This directory brings together important 
material from a wide variety of relevant 
sources, beginning with a listing and description 
of about 70 of the principal international 
organizations active in the field of sustainable 
development. lt covers general publications 
and guidebooks; economy and ecology; social 
and community issues and solutions; 
environment and natural resources; investment 
for sustainable development; and regional and 
country reports. Information is also given on 
audio-visual productions and resources, 
computer networks and conferencing systems, 
and online databases. A glossary is included. 
The appendices provide detail on computer 
technology and practices. 

e CA EV SC 


Special education : bridging the 
centuries : a resource book in 
special education for the classroom 
teacher 
editor: Frank Quinlan. Toronto : Ontario 
Teachers’ Federation, 1991. iii, 37 p. Bibliogr. 
French ed (Enfance en difficulté...) : 94- 
01555/1. ONTERIS: ON06520. ISBN 
0-88872-092-0 
MICROLOG 94-01556 1 fiche 


Describes sl and services in special 
education in Ontario schools and provides up-to- 
date information on developments in the field 
and future needs. Covers: diversity in special 
education, teacher as decision-maker in the 
assessment process; current trends in 
programming for the learning disabled 
adolescent; learning strategies; the in-school 
team, role of the resource teacher; approach 
to designing interventions for behaviourally 
disordered students; education and programming 
for the gifted; reading for the visually impaired 
and the blind; and parental involvement. 

ED ON PR 


Spruce River Diversion Project : 
1991 annual report 


Regina : Environment Canada, Conservation and 
Protection, Inland Waters Directorate, Water 
Resources Branch, Saskatchewan District, 

1992. 26 p. : ill. CS! 22461.001. 

MICROLOG 94-01507 1 fiche 


In 1960 an agreement was signed between the 
governments of Canada and Saskatchewan 
covering the construction and operation of a 
dam on the outlet of Anglin Lake and a 
pumping plant to divert water from Anglin Lake 
to Ema and Christopher lakes. This annual 
report provides background information on the 
development of the project; outlines the 
operation of the project during the year with 
particular reference to the water levels and 
riparian releases specified in the Agreement; 
and contains a copy of the Agreement and 
documentation of subsequent amendments. 
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Spruce River Diversion Project : 
1992 annual report 


nt ache: : 

acc PT Regina : Environment Canada, Conservation and 
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Protection, Inland Waters Directorate, Water 
Resources Branch, Saskatchewan District, 
1993. 26 p. CS/ 22461.004. 

MICROLOG 94-01506 1 fiche 


In 1960 an agreement was signed between the 
governments of Canada and Saskatchewan 
covering the construction and operation of a 
dam on the outlet of Anglin Lake and a 
pumping plant to divert water from Anglin Lake 
to Emma and Christopher lakes. This annual 
report provides background information on the 
development of the project; outlines the 
Operation of the project during the year, with 
particular reference to the water levels and 
riparian releases specified in the Agreement; 
and contains a copy of the Agreement and 
documentation of subsequent amendments. 
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Statistical indicators of ethno-cultural 
community integration in Canadian 
society 
by J. De Vries. Ottawa : Multiculturalism and 
Citizenship, Multiculturalism, Policy and 
Research, 1988. 38 p. 
MICROLOG 94-01908 1 fiche 


The review of literature on the integration of 
ethno-cultural communities in Canadian society 
has shown that the concepts of ‘community 
development’ and ‘integration’ have been used 
in different ways, and have utilized a wide 
variety of indicators. This document forms a 
first attempt to address the issue of indicating 
the integration of various ethno-cultural 
communities into Canadian society. It attempts 
to define indicators used, discusses the general 
considerations used to determine social 
indicators, and the dimensions used to indicate 
the integration of various ethno-cultural 
communities. 

CA SA 


Statistiques sur les cadres de la 
sante et des services sociaux, 1990-91 


Québec (Province). Ministère de la santé et 
des services sociaux. Service Recherche et 
analyse--personnel du réseau. Québec : 
Gouvernement du Québec, Ministère de la 
santé et des services sociaux, Service de 
recherche et analyse - personnel du réseau, 
1991. 371 p. CSI 67296.004. 

MICROLOG 94-02083 5 fiche 


Ce document présente une série de tableaux 
sur les cadres du réseau de la Santé et des 
Services sociaux pour l'année 1990-1991. Il 
fournit des données sur la rémunération, les 
effectifs, le statut d'emploi, le pourcentage du 
temps travaillé, l'âge, le sexe, les années de 
service, le taux de roulement, la classification 
et enfin sur les effectifs par fonction. On 
présente également l'évolution des effectifs de 
1985-1986 1990-1991. 

HE PR QU SA 


Statistiques sur les collisions de la 
route au Canada, 1991 


par P.A Gutoskie. Ottawa : Transport Canada, 
Sécurité routière, 1993. ii, 84 p. : il L’éd. 
anglaise (Traffic collision statistics...) : 94- 
01597/1. CSI 21123.015F. 

MICROLOG 94-01596 1 fiche 


Cette publication tient compte des rapports de 
police portant sur toutes les collisions de la 
route ayant entrdiné des morts ou des 
blessures survenus sur la voie publique 
canadienne en 1991. On a compilé vingt-six 
tableaux qui présentent des données sur 
l'environnement ainsi que le type de victimes, 
de véhicules et de conducteurs mis en cause 
dans ces collisions. On y aborde aussi 
l'évolution du nombre de victimes de la route 
de 1986 & 1991 et on présente un sommaire 
des caractéristiques des collisions de la route 
en 1991. 

CA SC TR 


Stock assessment for British 
Columbia herring in 1992 and 
bree of the potential catch in 


by J.F. Schweigert, V. Haist and C. Fort. 
Nanaimo, B.C. : Dept. of Fisheries and 
Oceans, Fisheries Research Branch, Pacific 
Biological Station, 1993. viii, 111 p. : ill. 
Bibliogr. (Canadian technical report of 
fisheries and aquatic sciences ; no. 1913) 
CSI 21105.020. ISSN 0706-6457 
MICROLOG 94-01872 2 fiche 


Herring fisheries in British Columbia are 
managed with a fixed quota system in which 
catch levels are determined prior to the 
season based on a fixed percentage of 
forecast stock abundance. This report 
presents stock assessments from escapement 
and age-structured analytical models that were 
developed explicitly for B.C. herring. Both 
models reconstruct stock abundance for 1951- 
92 and forecast pre-spawning abundance for 
1993. Forecasts of recruit spawners are 
presented as poor, average and good, based 
on historical recruitment levels. The report 
does not discuss the development and 
evaluation of empirical models for forecasting 
recruitment. 
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Stockout avoidance inventory 
behaviour with differentiated durable 


products 
by P.H. Thurlow. Ottawa : Bank of Canada, 
1993. v, 33 p. : ill. Bibliogr. (Working 
paper ; 93-9) ISSN 1192-5434 ISBN 
0-662-20923-0 


MICROLOG 94-01686 1 fiche 


Stockout avoidance inventory models imply that 
firms maintain inventory stocks that are too low 
to be justified by the data because the models 
are based on the representative agent 
paradigm. In this paper, a model is developed 
in which each firm sells a single, differentiated, 
durable product. A distribution over 
consumers’ preferences for the differentiated 
products exists. The stochastic element is a 
fad shock that affects the consumers’ 
preference for the differentiated attribute. 
Dynamic programming is used to derive 
decision rules for consumers and producers, 
and a closed-form solution is found. 

e CA CO 


Strategic approecte’ of the National 
Archives of Canada, 1992-96 
National Archives of Canada. Ottawa : The 
Archives, 1992. vii, 35, vii, 36 p. Bilingual 
(Orientations stratégiques des Archives...). 
Cover title: Strategic approaches, 1992-96. 
CSI 22274.002. 
MICROLOG 94-01733 1 fiche 


The National Archives of Canada, dedicated to 
the preservation of the collective memory of 
the nation, is one of Canada's oldest federal 
cultural institutions. This document looks at the 
strategic approaches of the National Archives 
and specifically examines the background, the 
mission, vision and fundamental values, the 
basis for strategic planning, and the priorities 
and strategic directions (1992-1996). 

CA CU PA 


Strategic Grants Program : 1993 
competition 
Natural Sciences and Engineering Research 
Council of Canada. Ottawa : The Council, 
1993. 17, 21 p. Bilingual (Programme de 
subventions...). CS! 22264.006. ISBN 
0-662-59423-1 
MICROLOG 94-01489 1 fiche 


The overall objective is to promote and 
accelerate targeted research in selected fields 
of national importance. More specifically, it is 
the intent of the program to enable university 
researchers to increase their contributions 


towards the understanding and solution of 
problems in these fields and to train highly 
qualified personnel. This document present the 
1993 competition of the Strategic Grants 
Program. 

e CA ED 


Strategic links : closing the Uruguay 
Round and renegotiating the NAFTA 


by MG. Smith. Toronto : C.D. Howe Institute, 
1993. 11 p. (Commentary ; no. 55) ISSN 
0824-8001 ISBN 0-88806-332-6 


MICROLOG 94-02121 1 fiche 


Several specific issues are addressed about 
the NAFTA in the context of the GATT-based 
multilateral trading system. How does the 
NAFTA fit within existing GATT rules and 
dispute settlement procedures? What are the 
broader consequences of the NAFTA, and of 
the potential accession of other countries to the 
NAFTA, for the multilateral system? What are 
the linkages between the NAFTA and the 
Uruguay Round? What happens if the 
Uruguay Round fails? What are the 
implications of success or failure in the 
Uruguay Round for the new government's 
identified priorities for the renegociation of the 
NAFTA? Each of theses questions is 
considered briefly in this commentary. 

e CA CO EX 


Strategic mental health plan for 
British Columbia, 1993 
British Columbia. Mental Health Services. 
Victoria : The Division, 1993. 60 p. 
MICROLOG 94-01546 1 fiche 


The plan contains a statement of the vision, 
mission, values, and principles underlying the 
planning and services. The plan has been 
reorganized to provide a clear description of 
the core programs Mental Health Services 
offers, along with the specific goals and 
objectives for each. Appendices contain a 
listing of the accomplishments toward the 
objectives set in 1992, a description of some of 
the bureaucratic and public structures in place 
to monitor mental health issues, a glossary of 
terms, and a listing of Mental Health Service 
Programs and Regional Directors and their 
telephone numbers. 

BC HE PR 


Strategic overview, 1992 


Canadian Council of Ministers of the 
Environment. Ottawa : The Council, 1993. 
23, 25 p. Bilingual (Plan d'ensemble 
Strategique, 1992). ISBN 0-919074-01-4 
MICROLOG 94-01729 1 fiche 


In March 1990, the Canadian Council of 
Ministers of the Environment adopted a 
Statement of Interjurisdictional Cooperation on 
Environmental Matters. The Statement provides 
a framework for effective intergovernmental 
cooperation on environmental matters. The 
member governments of CCME have committed 
themselves to achieving the objectives contained 
in the Statement Ti. document presents the 
1992 Strategic Overview and examines the 
following points: general direction; moving 
towards a sustainable development agenda; 
purpose of the Strategic Overview; CCME 
priorities; issue management; improved decision- 
making; and, next steps. 

e CA EV SC 


Une Strategie d’assainissement de 

l'air pour le Nouveau-Brunswick 
Fredericton : Ministère de l'environnement, 1993. 
32, 31 p. : ill, cartes géogr. Bilingue (A 
Clean air strategy for New Brunswick). 
MICROLOG 94-02031 1 fiche 


Cette publication propose des mesures pour 
coordonner les actions du gouvernement, de 
l'entreprise, de l'industrie et de la population du 
Nouveau-Brunswick afin de résoudre de 
nombreux problèmes de gestion des ressources 
atmosphériques. Elle examine particulièrement 
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les principes directeurs, l'état de 
l'environnement, les outils de gestion de la 
qualité de l'air, le cadre d'une Stratégie 
d'assainissement de l'air, et les initiatives de la 
Stratégie d'assainissement de l'air. 

AP EV PR SC 


STRATUS : a prototype expert 
system for low cloud forecasting 


by D. Jacob...et al. Montreal : Atmospheric 

Environment Service, 1993. 17 p. : ill. 

Bibliogr. 

MICROLOG 94-02038 1 fiche 
STRATUS is a project to design, develop and 
test a prototype expert system, based on 
physical processes, to assist the meteorologist 
in the production of aviation terminal forecasts. 
The prototype combines numerical and 
qualitative physics modelling of the fundamental 
physical rules that govern the existence of low 
clouds. Its performance has been compared 
to operational meteorologists and suggests that 
it will be a valuable forecasting tool. In this 
paper, the methodology used to develop the 
diagnostic expert system is described. Emphasis 
is placed on the validation procedures and the 
X-Window visualization tools that were 
developed to assist the operational meteorologist 
in his validation efforts. 
CA PS SC 


The Stuart-Takla fisheries/forestry 
interaction project : study description 
and design 
by J.S. Macdonald, J.C. Scrivener and G. 
Smith. West Vancouver, B.C. : Dept. of 
Fisheries and Oceans, Biological Sciences 
Branch, Salmon Habitat Section, West 
Vancouver Laboratory, 1992. vi, 39 p. : ill. 
Bibliogr. (Canadian technical report of 
fisheries and aquatic sciences ; no. 1899) 
ISSN 0706-6457 
MICROLOG 94-01870 1 fiche 


This report describes a project that is focusing 
on the effects of forest practices on interior 
fish stocks and the carrying capacity of the 
habitat they occupy. Biological and physical 
measurments are being collected from 4 
watersheds and adjacent portions of the Middle 
River in the Takla Lake area. Research, which 
began in 1990, investigates streambed gravel 
composition and movement, and the physical 
environment of salmon eggs, distribution of 
large organic debris, predator-prey interactions, 
aquatic insect drift, and distribution, movement 
growth, and habitat use by salmonids. Data 
loggers continuously monitor suspended 
sediments, incident radiation, stream discharges 
and stream and air temperatures. Adult and 
fry enumerations are continuing. These 
watersheds have received little human 
disturbance but the majority of the logging 
activities will commence in autumn 1994. 
Research results will be incorporated into 
guidelines for interior rs sol 
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Study of newsprint and other paper 
waste as a substrate for ethanol 
production 
Saskatchewan Research Council. Ottawa : 
Energy, Mines and Resources Canada, 
Canada Centre for Mineral and Energy 
Technology, Efficiency and Alternative Energy 
Technology Branch, 1993. xiii, 78 p. Bibliogr. 
CANMET contract: 23440-09674061. ISBN 
0-662-21222-3 
MICROLOG 94-01989 2 fiche 


The main objective of this study was to 
evaluate the availability of newsprint and other 
paper wastes in Saskatchewan and to 
determine their suitability for ethanol production. 
More specifically, the paper determines the 
quantity of newsprint and other paper waste 
collected by Saskatchewan municipalities and the 
volume and kinds of pulp wastes and sludges 
available from the Prince Albert Weyerhaeuser 


Pulp Mill. It samples and determines the 
content and composition of fibres in various 
kinds of paper and pulp wastes and sludges so 
that finally, it can determine the theoretical 
ethanol yield from newsprint and other paper 
wastes and pulp mill sludges on the basis of 
their cellulose contents. 

e CA CM EN FO SC 


Study of point defect mobilities in 
zirconium during electron irradiation 
in a HVEM 
by M. Griffiths...et al. Chalk River, Ont. : 
Atomic Energy of Canada Limited, 1993. 
19 p. : ill, Bibliogr. (AECL research ; AECL 
10801) ISSN 0067-0367 ISBN 
0-662-20412-3 
MICROLOG 94-01672 1 fiche 


A high voltage electron microscope (HVEM) 
was used to investigate the nature of intrinsic 
point effects in a-Zirconium by direct 
observation of dislocation climb and cavity 
growth or shrinkage. The material used was 
Marz-grade zirconium that had been pre- 
irradiated with neutrons at 740 K in the 
Dounreay Fast Reactor. Dislocation loops of 
vacancy character that were produced during 
the neutron irradiation were studied by further 
irradiation with electrons in the HVEM. C- 
component network dislocations and cavities 
were also studied. 

CA EN PS SC 


Submission of the Ontario Teachers’ 
Federation to the Government of 
Ontario concerning the Ontario 
Investment Fund 
Ontario Teachers’ Federation. Toronto : 
The Federation, 1992. 8 p. ONTERIS: 
ON06524. 
MICROLOG 94-01559 1 fiche 


Comments on and reacts to the proposal to 
create the Ontario Investment Fund and solicit 
investment from public sector pension plans, 
including the Teachers’ Pension Plan. Finds 
problems with the assumptions of the proposal, 
reiterates the Federation's primary concern for 
the safety and security of its pension plan; and 
suggests alternative steps the government could 
take. 
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Submission to the Canadian Radio- 
Television and Telecommunications 
Commission 

see Notes for an address 


Summary of data from a study of 
provisions for gifted education in 
Ontario : a review and 
recommendations 
by S.M. Shiner. Toronto : Ontario Institute for 
Studies in Education, 1982. 10 p. Paper 
presented to Ontario Educational Research 
Council Conference. ONTERIS: ON04086. 
MICROLOG 94-01580 1 fiche 


Data revealed that most faculties of education 
did not offer specific courses about the gifted 
at preservice level, although more attention was 
paid at inservice level; there were no full-time 
staff, virtually no research, and no formal 
arrangements between boards and faculties. 
Most supported the notion of developing 
programs with the Ontario Institute for Studies 
in Education in a leadership role. Review of 
12 boards’ programs showed awareness of 
some of the nuances of gifted education but no 
evaluation instruments. The document outlined 
other specific processes to develop gifted 
education. 
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Supplementary estimates no. 1, 1993-94 
see Estimates : supplementary no. 1, 1993-94 


Supplementary estimates no. 2, 1992-93 
see Estimates : supplementary no. 2, 1992-93 


Support for the Alberta NDP from 
protessionals and managers : 
evidence from the Edmonton area 
and Alberta studies, 1982-92 


by T. Langford. Edmonton : University of 
Alberta, Dept. of Sociology, Population 
Research Laboratory, 1993. 28 p. Bibliogr. 
(Edmonton area series report ; no. 80) ISSN 
0703-8763 

MICROLOG 94-02152 1 fiche 


This paper investigates support for the Alberta 
NDP in the decade following the electoral 
breakthrough of 1982. Its major goal is to 
identify the extent to which different fractions of 
the Alberta new middie class (defined by 
occupational grouping and sector of 
employment) have rallied to the NDP. 
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A Survey for gypsy moth parasites 

at Mont Saint-Hilaire and Mont Saint- 

Bruno, Quebec 
by F.W. Quednau. Sainte-Foy, Que. : 
Environment Canada, Canadian Forestry 
Service, Laurentian Forest Research Centre, 
1983. iii, 12 p. : ill. Bibliogr. (Information 
report ; LAU-X-59) Bilingual (Un Relevé de 
parasites de la spongieuse...). ISSN 0703- 
2196 ISBN 0-662-52567-1 
MICROLOG 94-01590 1 fiche 


The insect fauna in the mont Saint-Hilaire and 
mont Saint- Bruno areas of Quebec was 
investigated with Malaise and other traps in 
1978, 1979 and 1980 to survey the incidence 
of potential parasites of the gypsy moth. 
Fourteen species of known gypsy moth 
parasites occurring in North America, both 
indigenous and introduced, were collected. This 
document presents a survey for gypsy moth 
parasites al mont Saint-Hilaire and mont Saint- 
Bruno, Québec. 
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Survol des activités industrielles, 
scientifiques et technologiques du 


‘secteur bio-alimentaire de la région 


métropolitaine de Montréal : étude 


sectorielle 


par Jean-Marc Billy ; préparée à l'intention du 
Comité du bilan de l'activité scientifique et 
technologique de la région de Montréal. 
Québec : Gouvernement du Québec, Conseil 
de la science et de la technologie, 1992. 
xviii, 116 p. Bibliogr. ISBN 2-550-26516-5 
MICROLOG 94-02086 2 fiche 


Ce bilan vise à faire connditre les activités 
scientifiques et technologiques de la région, à 
identifier les forces et les faiblesses de celles-ci 
de façon à stimuler la planification du 
développement scientifique et technologique 
régional et enfin à favoriser les échanges et la 
concertation entre les intervenants dans ces 
domaines. On y aborde principalement la 
définition du secteur, les principaux éléments au 
plan scientifique et technologique, le secteur bio- 
alimentaire dans le contexte international, et les 
observations du milieu bio-alimentaire. 
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Synopsis of research conducted 

under the 1992/93 Northern 

Contaminants Program 
editors, J.L. Murray, R.G. Shearer. Ottawa : 
Indian and Northern Affairs Canada, Northern 
Affairs Program, 1993. vi, 285 p. : ill, maps. 
Bibliogr. (Environmental studies ; no. 70) 
ISBN 0-662-21037-9 
MICROLOG 94-01525 4 fiche 


Summary of the results of research and 
monitoring studies on contaminants in northern 
Canada, conducted under the auspices of the 
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Green Plan's Arctic Environment Strategy/Action 
on Contaminants Program. The studies cover 
sources and transport of contaminants; 
contamination of marine, freshwater, and 
terrestrial ecosystems; human exposure through 
diet and related health implications; 
communication and education of northern 
residents; and international initiatives addressing 
the global aspect of the problem. For each 
Study, information is given on project leader 
and team, objective, rationale, description of 
study, activities in each of its operating years, 
and results. 
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Synoptic water quality survey of 

Halifax/Darmouth Metro Area lakes 

on April 16, 1991 
by P.D. Keizer...et al. Dartmouth, N.S. : Dept. 
of Fisheries and Oceans, Scotia-Fundy Region, 
Biological Sciences Branch ; Bedford Institute 
of Oceanography, 1993. vii, 76 p. : ill. 


Bibliogr. (Canadian data report of fisheries 
and aquatic sciences ; no. 914E) ISSN 0706- 
6465 


MICROLOG 94-01628 1 fiche 


To develop a data base for lake management 
in the Halifax- Dartmouth Metro Area, it was 
decided that it would be useful to conduct 
periodic synoptic water quality surveys. The 
first survey of 50 lakes was taken 14 April 
1980, immediately after ice out when the lake 
water was well mixed from top to bottom. 
Standard water quality variables such as Ph, 
major ions, and nutrients were measured and 
the resultant data were used to rank the lakes 
for water quality. The second survey was 
conducted in 1991 using the same or similar 
methods and including two additional lakes. 
Samples were also analyzed for aluminum, 
chlorophyll, colour, dissolved organic carbon, 
and a large number of trace elements. This 
report briefly describes the methods, presents 
the results, and compares them, where 
possible, with those obtained in 1980. 
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Synthese des résultats des projets 
sur la culture, le multiculturalisme, le 
tourisme et autres etudes 
dans le cadre de: la Conférence sur le 
tourisme, la culture et le multiculturalisme ; 
par: les Associés de recherche Ekos. 
Ottawa : Communications Canada ; Secrétariat 
d'Etat ; Tourisme Canada, 1988. x, 79, ix, 
65 p. Bibliogr. Bilingue (Culture, 
multicutturalism and tourism...). 
MICROLOG 94-01840 2 fiche 


Ce rapport est un résumé des constatations et 
des conclusions auxquelles ont donné lieu 
plusieurs nouveaux projets pilotes destinés à 
analyser le rapport entre la culture et le 
tourisme. |! a pour but d'intégrer le produit de 
ces nouvelles recherches au corpus des 
données déjà recueillies et publiées sur le 
sujet. 

CA CU 


Tableaux détaillés d’origine ethnique, 
recensement de 1986 : Canada, 
provinces, territoires et RMR 
Ottawa : Multiculturalisme et citoyenneté, 
Multiculturalisme, Politiques et recherches, 
1993. 156 p. Bilingue (Detailed ethnicity 
data...). 
MICROLOG 94-01849 2 fiche 


Ce document présente des tableaux détaillés 
d'origine ethnique pour le Canada, les 
provinces, territoires et les AMR selon les 
données enregistrées lors du recensement de 


1966. 
CA SA 


Tall oil pitch modified asphalt : 
Properties and use in road 
construction and maintenance 
operations 


by L. Mazuch. Victoria : Ministry of 
Transportation and Highways, Geotechnical 
and Materials Engineering Branch, 1993. 
24 p. : ill. Bibliogr. Paper prepared for 
presentation at the 1993 TAC Annual 
Conference, Joint Pavements/Soils and 
Materials Session. \SBN 0-7726-1951-4 
MICROLOG 94-01473 1 fiche 


Tall oil pitch (TOP), a Kraft pulping process co- 
product, is a resinous substance containing fatty 
acids, resin acids, and neutral compounds, 
analogous in some of its properties to bitumen. 
In 1989 and 1990, a thorough study was 
conducted of tall pitch oil and its use was 
investigated as an asphalt substitute. Following 
Preliminary laboratory investigation, seven 

Paving projects using 227 tonnes of TOP in 
31,000 tonnes of hot asphalt paving mixes were 
constructed in British Columbia from 1989-92. 
This report describes the laboratory evaluation 
of TOP and TOP-containing asphalt paving 
mixes and field test observations with a 
summary of findings and data collection. 

BC PR SC TR 


Task Force on Distance Education 
and Technology : final report 


Manitoba. Task Force on Distance Education 
and Technology. Winnipeg : The Task Force, 
1993. 16, 18 p. : il. Bilingual (Rapport final 
du Groupe de travail sur l'enseignement...). 
MICROLOG 94-02162 1 fiche 


In April 1992, a Task Force on distance 
education and technology was established to 
examine and make recommendations for the 
future development of distance education for 
Manitoba. This document presents the final 
report of the task force. It sets out a vision, 
possible direction, and strategies for the use of 
educational technologies from Kindergarten to 
post-secondary levels. 

ED MS PR 


Task Force on the Use and 
Provision of Medical Services (Ont.) : 
Final report 1990-91 


Toronto : The Task Force, 1992. 15, xix, 22, 
xviii p. Bibliogr. Bilingual. CSI 56219.001. 
ISSN 1183-4285 

MICROLOG 94-01666 1 fiche 


The Task Force on the Use and Provision of 
Medical Services was launched on February 
12, 1988, by the Ministry of Health and the 
Ontario Medical Association to review existing 
data, to commission new studies and to make 
necessary recommendations concerning the use 
of and demands on the health care system in 
the delivery of medical care. This document 
present the Task Forces annual report tor the 
year 1990-1991. 
HE ON PR 
Taux de change et economie : actes 
d’un colloque 
Taux de change et économie (1992 : Ottawa, 
Ont.). Ottawa : Banque du Canada, 1993. 
ix, 680 p. : il. Bibliogr. L'éd. anglaise (The 
Exchange Rate and the Economy...) : 94- 
01632/7. ISBN 0-660-94439-1 
MICROLOG 94-01631 8 fiche 


Le rôle du dollar canadien dans notre 
économie suscite actuellement dans l'opinion 
publique un vif débat, souvent alimenté par les 
universitaires. La Banque du Canada a 
contribué à ce débat tant par ses 
communications officielles que par les travaux 
publiés de son personnel. Elle a décidé, vu 
l'importance de la question, de consacrer son 
deuxième colloque au taux de change. Dans le 
cadre du colloque, dix études ont été 
présentées, une par un membre du personnel 
de la Banque et une autre par un universitaire 


dans chacun des cinq domaines suivants: la 
théorie de la détermination du taux de change; 
les modèles empiriques de taux de change; 
l'efficience du marché; le taux de cha et le 
commerce extérieur; et, les zones monétaires 
optimales. 

CA CO EX 


Teaching and learning : an 
examination of the teacher and the 
student in the core French 
classroom : anthropological methods 


by E. Renger. Ottawa : Carleton University, 
1991. 55 p. Bibliogr. ONTERIS: ON06672. 
MICROLOG 94-01578 1 fiche 


Addressed the question of what teachers can 
do to help students learn a second language. 
Analyzed the impact of teacher practices and 
attitudes on the motivation of students learning 
french as a second language (FSL) in a core 
french program. First reviewed the literature 
for information about language learning, teaching 
practices and attitudes, communication, 
interaction, and motivation. Then gathered data 
by participant-observation and through a survey 
of 171 elementary students. 

ED ON PR 


Technical report of the Surgery 

Working Group on presurgical 

admissions and rates of day surgery 

in Saskatchewan’s twenty largest 

hospitals 
Saskatchewan Health Services Utilization and 
Research Commission. Surgery Working 
Group. Regina : The Group, 1993. 57 p. : 
ill. Bibliogr. Summary report (4 p.) laid in. 
Cover title: Presurgical admissions and rates 
of day surgery in Saskatchewan's twenty 
largest hospitals : technical report of the 
Surgery Working Group. On cover: Health 
Services Utilization and Research Commission 
surgical methods study. 
MICROLOG 94-02026 1 fiche 


In 1992, a study was set up to see how well 
Saskatchewan's health system was keeping up 
with the pace of new surgical methods. This 
report examines two issues on how surgery 
was organized: presurgical admissions and day 
surgery. Each issue is further defined and 
analyzed. Study findings are presented, along 
with methods. 

HE MS PR 


Tests of market efficiency in the one- 
week when-issued market for 
Government of Canada treasury bills 


by D.G. Pugh. Ottawa : Bank of Canada, 
1993. x, 69 p. : ill. Bibliogr. (Technical 
report ; no. 65) ISSN 0713-7931 ISBN 
0-662-20922-2 


MICROLOG 94-01634 1 fiche 


This report examines the when-issued market 
for Government of Canada treasury bills, 
describes its participants, and explains its 
importance in money markets. It also 
examines efficient markets hypotheses of the 
when-issued yield. It provides a description of 
when-issued market participants and 
transactions. It looks at forward market tests 
and futures market tests of efficiency. It also 
considers arbitrage relations in the when-issued 
market. Finally, it examines the behaviour of 
when-issued-treasury bill spreads and gives a 
summary ad some final thoughts. 

CA CO 


Tidelines : an abridged edition 
authorized by the British Columbia 
Research Corporation 
edited by D.B. Quayle. Nanaimo, B.C. : Dept. 
of Fisheries and Oceans, Fisheries Research 
Branch, Pacific Biological Station, 1992. vii, 
136 p. : ill, maps. (Canadian technical report 
of fisheries and aquatic sciences ; no. 1902) 
ISSN 0706-6457 
MICROLOG 94-01785 2 fiche 
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In 1949, the British Coiumbia Research Council 
(now the British Columbia Research Corp.) 
began a study of marine wood borers as a 
result of representations from the forest 
industry regarding the amount of damage and 
loss of value to saw logs in transit or in salt 
water storage. In 1959, the Council began to 
issue monthly reports on its researches. The 
reports, called Tidelines, were distributed to a 
limited number of forest industry related 
companies but were discontinued in 1976 after 
261 numbers in 18 volumes. While some 
research studies were published, there remain 
a considerable amount of marine wood borer 
data not generally available. To remedy this, 
113 numbers were selected and brought 
together in a sequence according to subject, 
covering anatomy, drilling, food, breeding, 
growth, ecology, parasites, pollution, detection, 
intertidal exposure, vertical distribution, wood 
species resistance, maintenance, and limnoria. 
® CA CF FI LS SC 


Le Tornade de Maskinongé, 27 août 
1991 
voir 27 août 1991, Maskinongé, tornade 


Tourism and multiculturalism : impact 
of ethnocultural attractions and 
events 


by P. Bellerose and J. Pelletier. Ottawa : 
Secretary of State, Multiculturalism, Policy, 
Analysis and Research, 1988. 15, 13 p. 
Bilingual (Tourisme et multiculturalisme : 
impacts...). Prepared for the National 
Conference on Tourism, Culture and 
Multiculturalism. At head of title: Making 
connections. 

MICROLOG 94-02036 1 fiche 


This document presents a research and 
documentary analysis project that deals with the 
impact of tourism on ethno-cultural events and 
attractions. Eight festivals or other events in 
events in which ethnicity plays a major role. In 
order to bring out the many facets of the 
issue in question, eight festivals from six 
different viewpoints are studied: organization; 
programming; visitors and their economic 
impact; social impacts; links with tourism; and 
the regional dimension. 

e CA CU 


Tourisme et multiculturalisme : 
impacts des evenements et attraits 
ethnoculturels 


par P. Bellerose et J. Pelletier. Ottawa : 
Secrétariat d'Etat, Multiculturalisme, Direction 
des politiques, recherches et analyses, 1988. 
13, 15 p. Bilingue (Tourism and 
multiculturalism : impact of...). Rédigé pour la 
Conférence nationale sur le tourisme, la 
culture et le multiculturalisme. En tête du 
titre: Des Liens à créer. 

MICROLOG 94-02036 1 fiche 


Ce document présente une recherche et une 
analyse à caractère documentaire traitant des 
impacts du tourisme sur les événements et 
attraits ethno-culturels. Cette revue de la 
littérature qui a permis de répertorier plus de 
85 documents sur ce sujet, a été complétée 
par une analyse de huit festivals ou 
événements où l'ethnicité est importante. Les 
huit festivals ont été étudiés sous six aspects 
différents pour faire ressortir les multiples 
facettes de cette problématique, soit 
l'organisation, la programmation, les visiteurs et 
leurs impacts économiques, les impacts sociaux, 
les liens avec k tourisme ainsi que la 
dimension régionale. 

e CA CU 


Toward a national forestry science 
and technology agenda for Canada 
by G. Page and GR. Brassard. Ottawa : 
Natural Resources Canada, Canadian Forest 


Service, Science & Sustainable Development 
Directorate, 1993. xi, 71, xi, 81 p. Bibliogr. 
Bilingual (Plan d'action pour le Canada en...). 
ISBN 0-662-60022-3 

MICROLOG 94-01901 2 fiche 


The initiative described in this report was 
undertaken to fulfil one of the objectives in 
Forestry Canada’s 1990 strategic plan, namely 
to review and analyze the roles, responsibilities 
and interrelationships of Canada’s forestry 
research and development agencies, and from 
that to develop a "national Forestry Science 
and Technology Agenda for Canada”. This 
report describes the work carried out between 
1991 and 1993, and the conclusions reached, 
with that objective in mind. 

e CA FO SC 


Trade and sustainable development : 

a survey of the issues and a new 

research agenda 
by D. Runnalis and A. Cosbey. Winnipeg : 
International Institute for Sustainable 
Development ; Ottawa : Institute for Research 
on Public Policy, 1992. 130 p. Bibliogr. 
ISBN 1-895536-06-9 
MICROLOG 94-01716 2 fiche 


This report brings together research and 
viewpoints from the fields of trade, the 
environment, and sustainable development. It is 
intended to advance the debate by exploring 
the relationships among these fields through an 
examination of the current issues, with a brief 
history, covering the wide range of topics now 
under discussion; a new research agenda, of 
work needed in order to understand and bring 
about a positive link between trade and 
sustainable development; an outline of the 
activities of major international institutions, and 
selected North American research groups; and 
an extended bibliography. 

@ CA EV EX SC 


Traffic collision statistics in Canada, 
1991 
by P.A Gutoskie. Ottawa : Transport Canada, 
Road Safety, 1993. ii, 83 p. : ill French ed. 
(Statistiques sur les collisions...) : 94-01596/1. 
CSI 21123.015. 
MICROLOG 94-01597 1 fiche 


This publication provides basic information on 
police reported records of fatal and personal 
injury motor vehicle traffic collisions which 
occurred on public roads in Canada. A brief 
summary of road user casualty trends from 
1986 to 1991 is followed by a report 
describing and graphically representing 
summaries of the principal environmental, victim, 
vehicle and driver characteristics of traffic 
crashes during the year. Appendix A contains 
26 statistical tables with information for each 
province and territory, and national totals. The 
statistics were collected in cooperation with the 
Canadian Council of Motor Transport 
Administrators from each provincial or 

territorial agency responsible for compiling such 
data so, while there is great similarity in the 
information provided there is not complete data 
uniformity. 

CA SC TR 


Transportation implications associated 
with the Calais, Maine/St. Stephen, 
New Brunswick international border 
crossings 


prepared by New Brunswick Dept. of 
Transportation and Maine Dept. of 
Transporation. Fredericton : The Dept. ; 
Augusta, ME : The Dept, 1992. 32 p. 
Cover title: Calais/St. Stephen border 
crossing study. 

MICROLOG 94-02017 1 fiche 


The New Brunswick and Maine departments of 
transportation have jointly undertaken a study 
to assess the need and feasibility of developing 
a new border crossing between Canada and 
the United States in the Calais, Maine-St. 


: maps. 


Stephen, New Brunswick area. The study was 
initiated in response to a desire to develop an 
alternative route across the border to divert 
heavy commercial and through vehicle traffic 
from the built-up portions of both St. Stephen 
and Calais. This report describes existing 
transportation and custom facilities, traffic 
volumes and growth, travel patterns, and safety 
with respect to both vehicle accidents and 
hazardous goods. It then looks at the 
implications of free trade and short- and long- 
term improvements. 

AP EX PR SC TR 


Le Travail rémunéré des jeunes : 
vigilance et accompagnement éducatif 
avis au Ministre de l'éducation. Sainte-Foy, 
Québec : Gouvernement du Québec, Conseil 
supérieur de l'éducation, 1992. 51 p. ISBN 
2-550-23147-3 
MICROLOG 94-02030 1 fiche 


Un nombre grandissant d'élèves du secondaire 
exercent un emploi rémunéré à temps partiel. 
Cette expérience du marché du travail se 
faisant concurremment à l'expérience scolaire, 
certains y voient une cause de la réduction du 
rendement scolaire, voire de l'échec et de 
l'abandon scolaire. Cet avis se penche sur 
cette question et comporte quatre chapitres. Le 
premier décrit le phénomène à partir des 
enquêtes et des études disponibles. Le 
deuxième rappelle que le travail rémunéré à 
temps partiel peut comporter des avantages 
éducatifs, mais aussi des inconvénients, et qu'un 
vigilance s'impose du fait qu'il n'y a là aucun 
caractère automatique. Le troisième met en 
relief les conditions selon lesquelles peuvent 
être conjugués le travail rémunéré à temps 
partiel et la réussite éducative. Le quatrième 
dégage les défis que doit relever l'école dans 
le contexte du cumul des études et de l'emploi 
à temps partiel. 

ED LA PR QU SA 


Treatment of acidic seepages using 
wetland ecology and microbiology : 
overall program assessment : final 
report 

by M. Kalin. Toronto : Boojum Research Ltd. 
©1993. ix, 173 p. : ill Bibliogr. CANMET 

contract: 23440-2921701SQ015SQ. 

MICROLOG 94-01985 2 fiche 


The microbially-mediated treatment of acid mine 
drainage is referred to as ARUM (Acid 
Reduction Using Microbiology). The scope ot 
work for this report called for a broader 
framework to outline applications of the ARUM 
process and to address the MEND objectives 
of finding self-sustaining or low maintenance 
decommissioning solutions. This 4th report on 
the project provides an overview of the 
activities and results obtained. The biological 
conditions which drive ARUM are summarized 
in section 2. Section 3 describes the Test Cell 
System and section 4 discusses the noted 
water quality changes brought about by the 
system. In section 5, the technical basis for 
operating parameters of ARUM sediments are 
given. Section 6 discusses ARUM 
performance, while section 7 draws together 
the data from various applications at different 
test sites. Section 8 summarizes the limitations 
of the system and some general economic 
considerations are presented in section 9. The 
conclusion in section 10 represents a general 
discussion of ecological thought with respect to 
mining waste management. 

CA CM LS NR PS SC 


Trends in municipal finance : final 
report 
by H.M. Kitchen and E. Slack. Ottawa : 
Canada Mortgage and Housing Corporation, 
1993. vi, ix, 74 p. : ill. Bibliogr. 
MICROLOG 94-02025 2 fiche 


This study reviews historical trends in municipal 
finance in Canada to determine if there is any 
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validity to two hypotheses that have been put 
forward to explain the deterioration of urban 
infrastructure. Data on revenues and 
expenditures for the last two decades are 
presented for all local governments in Canada 
combined and for local governments in five 
provinces (B.C., Alberta, Ontario, Quebec, and 
N.S.). For seven cities (Vancouver, Edmonton, 
Calgary, Ottawa, London, Sherbrooke and 
Halifax), data are presented for the last ten to 
twenty years, depending on availability. 

CA MU PA 


Tsunami hazards 
regulation M 


by D.P. Barlow. Victoria : BC Environment, 
Water Management, Floodplain Management 
Branch, 1993. v, 48 p. Bibliogr. ISBN 
0-7726-1939-5 

MICROLOG 94-01477 1 fiche 


As a background towards development of 
tsunami flood damage reduction policy and 
development controls for the British lumbia 
coast, this document summarizes information on 
Pacific Coast tsunami and the means of limiting 
damage, including measures taken in the United 
States in general and in Hawaii, Alaska, 
California, Oregon, and Washington. It 
describes tsunami waves, their generation and 
Character, the prediction of wave height, and 
defensive works in Japan and the US. 

BC NR PR SC 


The UK food and drink packaging 
industry 


MBA Management Consultants. London : 
Canadian High Commission, 1992. 17 p. 
MICROLOG 94-01537 1 fiche 


The food and drink business is the UK 
packaging industry's biggest customer, taking 
two-thirds of its sales. This document presents 
information on the UK market; Canada 
compared with the UK; new food product 
trends; potential market for UK food 
manufactures in Canada and the United States; 
developing technologies of food processing; 
packaging and legislation, UK company 
performance, merger, acquisitions, and closures 
in 1991; and a comparison of UK and 
European Er companies. 

AG CA CO E 


: a background to 


Universality and selectivity : the social 
and political ideas, and the policy 
issues : a discussion paper 
by L. Muszynski. Toronto : Premier's Council 
on Health, Well-Being and Social Justice, 
1992. 7, 42 p. Bibliogr. 
MICROLOG 94-01741 1 fiche 


This paper outlines general concepts of 
universality and selectivity and provides a 
history of the development of social policy in 
Canada. Social policy is used in this context 
as a broad term that refers to all program 
and policy areas that provide support to people 
e.g. health, social services, education, housing, 
and so on. Specifically, it presents arguments 
for and against universality and selectivity and 
discusses some of the policy implications of 
these two approaches in the delivery of social 
programs. 
ON PR SA 


An Updated list of the fishes of 
British Columbia, and those of 
interest in adjacent waters, with 
numeric code designations 
by G.E. Gillespie. Nanaimo, B.C. : Dept. of 
Fisheries and Oceans, Fisheries Research 
Branch, Pacific Biological Station, 1993. viii, 
116 p. Bibliogr. (Canadian technical report of 
fisheries and aquatic sciences ; no. 1918) 
ISSN 0706-6457 
MICROLOG 94-01869 2 fiche 


This is an updated and corrected list of 
freshwater, marine and euryhaline fishes of 


British Columbia. The list was constructed in 
1980 as a reference file on the computer 
system at the Pacific Biological Station in 
Nanaimo. Many species have been recorded 
from B.C. waters for the 1st time, and 
numerous taxonomic changes have taken place, 
since the construction of the list. This 
manuscript provides documentation of the 
changes which have occurred, and assigns 3 
digit codes to all species and to other useful 
taxonomic units. Species accorded special status 
(vulnerable, rare, threatened or endangered) 

are noted. A list of species not recorded 
from B.C. waters, but which have been 
encountered during high seas research is also 
included. 

e BC CA CF FI SC 


Updated survey of processing 
fees/development charges : area 
municipalities 
Ottawa : Regional Municipality of Ottawa- 
Carleton, Planning Dept., Plans Administration 
Division, 1993. 17 p. 
MICROLOG 94-02165 1 fiche 


This document presents processing fees and 
development charges for the following cities, 
villages and townships: Ottawa, Nepean, 
Gloucester, Vanier, Rockcliffe Park, Kanata, 
Goulbourn, Cumberland, West Carleton, 
Osgoode, and Rideau. It also gives this 
information for the Carleton Board of Education 
and the Separate School Board. 

MU ON PA 


The Value of mastering a 

modern/third language other than 

English or French : a concept paper 
by R. Ullmann. Ottawa : Dept. of the 
Secretary of State, Multiculturalism 
Directorate, 1987. 65 p. Bibliogr. 
MICROLOG 94-01848 1 fiche 


This paper outlines some of the major issues 
related to modern/third language study in 
general. It includes an overview of the 
economic and cultural impact that knowledge of 
various languages may have for Canada. lt 
also identifies several research studies dealing 
with these issues and provides specific sources 
of information, both Canadian and international, 
that may serve as resource material for 
further in-depth inquiry. In addition, it 
describes briefly several examples of language 
Programs other than French or English in 
Canada and abroad. 

CA CU ED 


Vancouver Stock Exchange and 
Securities Regulation Commission : 
interim report 
Vancouver Stock Exchange & Securities 
Regulation Commission. Vancouver, B.C. : 
The Commission, 1993. 43 p. 
MICROLOG 94-01482 1 fiche 


The mandate of the Commission is to inquire 
into and make recommendations on the 
operations and regulation of the Vancouver 
Stock Exchange and the British Columbia 
Securities Commission. This report explains the 
Commission's approach to its mandate, identities 
specific issues and areas of concern raised by 
the various participants in the British Columbia 
securities market, and outlines the Commission's 
agenda leading to the final report. 

BC CO MU 


Varieties of grain crops for 
Saskatchewan, 1993 
Regina : Saskatchewan Agriculture Development 
Fund, 1993. i, 17 p. CSI 72228.003. ISSN 
0382-3601 
MICROLOG 94-01646 1 fiche 


This document provides the description, 
characteristics and suitability of various types of 
cereal crops, oilseed crops, pulse crops, 
canary seed, and safflower for the 4 grain 


crop production areas in the province. Yield, 
average maturity in days, and resistance to 
common diseases is given for each variety in 
each area. A list of breeding institutions and 
seed distributors is also given. 

AG MS PR SC 


Vegetation Management Alternatives 
Program : Annual report 1992-93 
by R.G. Wagner...et al. Sault Ste. Marie, 
Ont. : Ministry of Natural Resources, Ontario 
Forest Research Institute, 1993. 62 p. : ill, 
maps. Bibliogr. CS! 56211.002. ISSN 1192- 
0882 


MICROLOG 94-01929 1 fiche 


The Program was established to develop 
approaches to managing forest vegetation that 
will gradually reduce dependence on herbicides 
in Ontario's forests. The principal components 
of the Program include adaptive and 
fundamental research, education and field 
delivery. This report describes organizational 
accomplishments, adaptive and fundamental 
research projects and education and technology 
transfer programs. A list of publications and 
presentations is given also. 

FO LS ON PR 


Vers l'équité fiscale : un impôt 
minimal sur les sociétés en Ontario 


Ontario. Ministère des finances. Toronto : le 
Ministère, 1993. ii, 42 p. : ill Sur la couv.: 
Supplément au budget de l'Ontario de 1993. 
L’éd. anglaise (Improving tax fairness : a 
corporate...) : 94-00102/1. ISSN 0704-3503 
MICROLOG 94-01793 1 fiche 


Ce document donne une explication détaillée de 
l'impôt minimal sur les sociétés (IMS) pour 
l'Ontario. || aborde précisément les points 
suivants: la nécessité d'un IMS; les objectifs 
conceptuels d'un impôt minimal sur les sociétés; 
les assiettes fiscales possibles pour un IMS; 
l'impôt minimal sur les sociétés de l'Ontario; et, 
les effets de l'impôt minimal sur les sociétés. 
CO ON PR 

Vers la coopération : les assises 
sont jetées, 1991-93 


Conseil des premiers ministres des Maritimes 
(Canada). Halifax : le Conseil, 1993. 38, 
38 p. : ill. Bilingue (in the spirit of 
cooperation...). ISSN 0830-0768 ISBN 
0-920925-12-X 

MICROLOG 94-02063 1 fiche 


Cette lettre résume les progrés accomplis par 
le Conseil des premiers ministres des 
maritimes et invite à réflexion sur deux points 
en matière d'initiative économique. Le rapport 
étudie également des possibilités d'actions 
conjointes de la part des provinces Maritimes 
et du gouvernement fédéral. Il recommande des 
mesures précises en ce qui concerne le 
transport ferroviaire, maritime, aérien et 
roulier. 

e AP CA CO PA 


Vieillissement et autonomie 
d'une enquete nationale 


Ottawa : Santé et bien-être social Canada, Les 
diné(e)s, 1993. 169 p. : ill L’éd. anglaise 
(Ageing and independence : overview of...) : 
94-01530/2. ISBN 0-662-98075-1 

MICROLOG 94-01529 2 fiche 


Ce document préparé par le Secrétariat du 
troisième âge donne un aperçu des 
renseignements que renferme la banque de 
données nationale. il a pour objet d'aider les 
Canadiens à mieux comprendre certains des 
détis associés à l'élaboration de la politique et 
des programmes. Ce document aidera 
également à mieux comprendre les possibilités 
qui s'offrent à notre société vieillissante. Le 
document examine précisément les points 
Suivants: condition de logement et mode de 
transport; vie sociale et loisirs; santé; soutien 
social; présence au sein de la population active; 
retraite et planification en vue du troisième âge: 


: aperçu 
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et, bien-être économique. 
CA SA 


Visible minorities in Canada, 1986 : a 
graphic overview 
Ottawa : Multiculturalisme & Citizenship, 
Multiculturalism, Policy & Research, 1989. 33, 
33 p2ecill: 
Canada en...). 
MICROLOG 94-02037 1 fiche 


This reports presents a graphic overview of 
selected characteristics of Canada’s visible 
minority population. It consists of 11 charts 
covering both demographic distribution and 
socio-economic aspects of the visible minority 


population. 
e CA SA 
Visible minority Canadians : a graphic 
overview 
Ottawa : Multiculturalism, Policy, Analysis and 


Research, 1988. 19, 20 p. : ill 
(Les Minorités visibles...). 
MICROLOG 94-01830 1 fiche 


This document presents, in graphic form, a 
brief statistical overview of Canada’s visible 
minority population. Both demographic and socio- 
economic characteristics are illustrated. 
Demographic factors displayed include visible 
minority population by group, by province, and 
by age. Socio-economic factors examined 
include education, employment and income 
characteristics. Tables of the data displayed in 
gree form follow in the Technical Annex. 

A SA 


Bilingual 


Vivier a homards avec eau de mer 
réfrigérée pour homardiers côtiers 
par |. Yuksel. Fredericton : Ministère des 
pêches et de l'aquaculture, 1991. 25 p. : ill. 
L'éd. anglaise (Refrigerated and re- 
circulated...) sur la même fiche. 
MICROLOG 94-01786 1 fiche 


Ce document présente un projet visant à 
mettre à l'essai un vivier avec eau de mer 
recirculée afin d'améliorer la qualité des 
homards débarqués. On y aborde précisément 
les points suivants: essais, système de 
réfrigération, composantes du système de 
réfrigération, schéma du système de 
réfrigération, vivier à homards; information 
générale; détails de construction, et, mesures 
de précaution. 

AP FI PR SC 


Vocabulaire de la mécanisation 

forestière : vocabulaire français- 

anglais 
par T. Sicard. Montréal : Gouvernement du 
Québec, Office de la langue francaise, 1992. 
130 p. : ill Bibliogr. (Cahiers de l'Office de 
la langue française) (Terminologie technique et 
industrielle) ISBN 2-551-14453-1 
MICROLOG 94-01487 2 fiche 


Ce document présente un ouvrage sur la 
terminologie de la mécanisation forestière et 
refiète les étapes principales qui ont marqué 
l'évolution de ce secteur. 

FO PR QU SC 


Waste paper as a biomass feedstock 


SENES Consultants Limited. Ottawa : Energy, 
Mines and Resources Canada, Canada Centre 
for Mineral and Energy Technology, Efficiency 
and Alternative Energy Technology Branch, 
1993. vii, 174 p. : il. Bibliogr. CANMET 
contract: 23440-19561. ISBN 0-662-21199-5 
MICROLOG 94-01991 3 fiche 


This paper aims to evaluate the availability and 
Suitability of waste paper for conversion to 
biofuel and to look generally at environmental 
impacts of processing waste paper. It starts 
by providing data on waste paper quantities by 
paper type for each province or territory. 

Next, it gives a detailed analysis of the 
variation of prices by paper type and future 


Bilingual (Les Minorités visibles au 
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co ee EEE us 


price projections. The major practices of waste 
disposal, recycling, conversion and landfilling 
are discussed and the quantities of waste 
paper which would not be available for 
recycling due to technical and practical 
constraints are estimated. The feasibility of 
using waste paper as feedstock for each of 3 
conversion processes is discussed and then 
scenarios are developed for different recycling 
rates and conversion options. Environmental 
impacts of these scenarios are described and 
emission factors for each utilization or disposal 
process are discussed. The emission factors 
are next applied to quantities of waste paper 
for each of the scenarios and results are 
discussed. The document ends with 
conclusions and recommendations for future 
work. 

e CA CM EN FO SC 


Weekly report on geotechnical 

monitoring, Phalen 5 east bottom, 

August 13, 1991 : report no. 2 
by D.A. Payne and W.D. Gallant. Ottawa : 
Canada Centre for Mineral and Energy 
Technology, Mining Research Laboratories, 
1993. iii, 9 p. : ill. (Report ; MAL 93-054(TR)) 
MICROLOG 94-01978 1 fiche 


This publication is a summary of the findings of 
the geotechnical monitoring conducted in Phalen 
5 East Bottom. Instrumentation used consists of 
sonic probe extensometers installed in roof and 
rib and convergence stations about the roof, 
rib and floor. Monitoring stations are located 
at several straps. Tables and graphs conclude 
the document. Weekly reports only present 
information from the roof extensometer in each 
site. 

e AP CA CM NA PS SC 


Weekly report on geotechnical 
monitoring, Phalen 5 east bottom, 
August 19, 1991 : report no. 3 
by D.A Payne and W.D. Gallant. Ottawa : 
Canada Centre for Mineral and Energy 
Technology, Mining Research Laboratories, 
1993. iil, 12 p. : il. (Report ; MRL 93- 
055(TR)) 
MICROLOG 94-01979 1 fiche 


This publication is a summary of the findings of 
the geotechnical monitoring conducted in Phalen 
5 East Bottom. Instrumentation used consists of 
sonic probe extensometers installed in roof and 
rib and convergence stations about the roof, 

rib and floor. Monitoring stations are located 
at several straps. Tables and graphs conclude 
the document. Weekly reports only present 
information from the roof extensometer in each 


site. 
@ AP CA CM NRA PS SC 


Weekly report on geotechnical 
ee Phalen 5 east bottom, 
August 26, 1991 : report no. 4 
by D.A Payne and W.D. Gallant. Ottawa : 
Canada Centre for Mineral and Energy 
Technology, Mining Research Laboratories, 
1993. iii, 26 p. : ill. (Report ; MAL 93- 
056(TR)) 
MICROLOG 94-01980 1 fiche 


This publication is a summary of the findings of 
the geotechnical monitoring conducted in Phalen 
5 East Bottom. instrumentation used consists of 
sonic probe extensometers installed in roof and 
rib and convergence stations about the roof, 

rib and floor. Monitoring stations are located 
at several straps. Tables and graphs conclude 
the document. Weekly reporis only present 
information from the roof extensometer in each 


Site. 
@ AP CA CM NA PS SC 


Weekly report on geotechnical 
monitoring, Phalen 5 east bottom, 
December 21, 1991 : report no. 6 


by D.A. Payne. Ottawa : Canada Centre for 
Mineral and Energy Technology, Mining 


Research Laboratories, 1993. iv, 55 p. : ill, 
fold. ill. (Report ; MRL 93-051(TR)) 
MICROLOG 94-01975 1 fiche 


This report presents the data from the first 8 
months of a collaborative program between the 
Cape Breton Coal Research Laboratory 
(CBCRL) and the Cape Breton Development 
Corporation (CBDC). The overall objective of 
the program is for CBCAL to assist CBDC 
during the transition from traditional steel sets 
as primary roof support to using resin grouted 
roof bolts in selected retreat longwall gateroad 
development drivages through geotechnical 
investigations of roof movement and support 
loading. The 5 east bottom level drivage at 
Phalen -Colliery was selected as the section to 
carry out the transition. To date, 9 
geotechnical stations have been installed at 
regular intervals. Geotechnical instrumentation 
includes flexible sonic probe extensometers in 
roof and rib, strain gauged bolts and strain 
gauged steel sets. This report includes 
descriptions and sketches of each station, 
graphs showing total roof movement at each, 
graphs showing strain at various horizons in 
the roof and tables of measured and calculated 
data. 

e AP CA CM NA PS SC 


Weekly report on geotechnical 
monitoring, Phalen 5 east bottom, 
January 21, 1992 : report no. 7 
by D.A Payne. Ottawa : Canada Centre for 
Mineral and Energy Technology, Mining 
Research Laboratories, 1993. v, 65 p. : ill, 
fold. il. (Report ; MRL 93-052(TR)) 
MICROLOG 94-01976 1 fiche 


This report presents the data from the first 9 
months of a collaborative program between the 
Cape Breton Coal Research Laboratory 
(CBCRL) and the Cape Breton Development 
Corporation (CBDC). The overall objective of 
the program is for CBCRL to assist CBDC 
during the transition from traditional steel sets 
as primary roof support to using resin grouted 
root bolis in selected retreat longwall gateroad 
development drivages through geotechnical 
investigations of roof movement and support 
loading. The 5 east bottom level drivage at 
Phalen Colliery was selected as the section to 
carry out the transition. To date, 11 
geotechnical stations have been installed at 
regular intervals. Geotechnical instrumentation 
includes flexible sonic probe extensometers in 
roof and rib, strain gauged bolts and strain 
gauged steel sets. This report includes 
descriptions and sketches of each station, 
graphs showing total roof movement at each, 
graphs showing strain at various horizons in 
the roof and tables of measured and calculated 
data. 

e AP CA CM NR PS SC 


Weekly report on geotechnical 
eee E Phalen 5 east botiom, 
July 18, 1991 : report no. 1 
by D.A Payne and W.D. Gallant. Ottawa : 
Canada Centre for Mineral and Energy 
Technology, Mining Research Laboratories, 
1993. ii, 11 p. : ill (Report ; MRL 93- 
053(TR)) 
MICROLOG 94-01977 1 fiche 


This publication is a summary of the findings of 
the geotechnical monitoring conducted in Phalen 
5 East Bottom. Instrumentation used consists of 
sonic probe extensometers installed in roof and 
rib and convergence stations about the roof, 
rib and floor. Monitoring stations are located 
at several straps. Tables and graphs conclude 
the document. Weekly reports only present 
information from the roof extensometer in each 
site. 

@ AP CA CM NR PS SC 


The Western Arctic claim : a guide 
to the Inuvialuit Final Agreement 
Ottawa : Indian and Northern Affairs Canada, 


0 


Pour des copies de ces publications, contacter: 
70 Micromedia Ltd., 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 
(613) 237-4250 FAX (613) 237-4251 
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1984. 11, 11 p. Bilingual (La Revendication 
de l'Arctique...) 
MICROLOG 94-01776 1 fiche 


Approximately 2 500 Inuvialuit live in the six 
settlements of Sachs Harbour, Homan Island, 
Paulatuk, Tuktoyaktuk, Unuvik and Aklavik in the 
Northwest Territories. The rights and benefits 
which beneficiaries will receive under the 
provisions of the Inuvialuit Final Agreement are 
summarized following a‘note on eligibility criteria 
and a description of the Inuvialuit corporate 
structures that will receive and manage the 
compensation. The guide also provides an 
overview of the provisions of the Inuvialuit Final 
Agreement, which was signed by all parties on 
June 5, 1984. 

CA NO NP PA 


Western subarctic prehistory 
by D.W. Clark. 
Civilization, Archaeological Survey of Canada, 
1991. ix, 152 p. : ill, maps. Bibliogr. 
(Canadian prehistory series) ISBN 
0-660-12920-5 
MICROLOG 94-01526 2 fiche 

Prehistory of the Middle North, the subarctic 

area west of Lake Superior and Hudson Bay 

and phasing out gradually in Northern Ontario. 

The remainder of the Eastern Subarctic and 

the central- interior of British Columbia is 

excluded. The document covers the early and 
middie eras of prehistory, the threshold of 
history in the Northwest; prehistoric trade; the 
early to middle times and the later prehistory 
of the north-central area; and the Eastern area 
from early to historical times. An annotated 
reading list is included. 

e CA CU NO NP 


What we’ve done, 1992-93 
Toronto (Ont). Safe City Committee. 
The Committee, 1993. 18 p. Bibliogr. 
MICROLOG 94-02069 1 fiche 


Since 1989, the Committee has worked with the 
City of Toronto to prevent violence against 
women and other vulnerable communities in our 
homes, our workplaces, and on our streets. 
This report summarizes the achievements of 
the Committee in 1992 and 1993, and sets 
forth the Committee's action plan for 1994. 

JU MU ON PA 


What you told us : minerals, 
executive summary 
Winnipeg : Manitoba Round Table on 
Environment & Economy, 1993. 31 p. : ill. 
On cover: Sustainable development, 
development in harmony with our 
environment. 
MICROLOG 94-01831 1 fiche 


This publication evolved as a result of the 
ideas and suggestions of the public in response 
to the mineral strategies workbook. It gives 
the highlights of the workshops, then provides 
more detailed information on the comments on 
policies for environmental enhancement and 
protection, supply and availability, growth and 
development, planning and integrated 
management, public awareness, rehabilitation, 
and closure. 

EV MS NR PR PS SC 


Wife assault : violence against women 
in relationships : victim service 
worker handbook 
Victoria : Ministry of Attorney General, Victim 
Assistance Program, 1993. ix, 80 p. Bibliogr. 
ISBN 0-7726-1543-8 
MICROLOG 94-01523 1 fiche 


This handbook is for people who work with 
victims/survivors of violence against women in 
relationships. lt contains background 
information on violence against women in 
relationships; a description of specific cultural 
factors that can affect an assaulted woman, a 
guide to dealing with aspects of the justice 


Ottawa : Canadian Museum of 


Toronto : 
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system thal affect wife assault victims, and a 
list of references and resources within the 
community. It focuses on the experiences and 
needs of communities of people representing 
the "dominant" culture, communities in which 
English is not the first language, and 
communities of people of colour. 

BC CI PR SA 


Winnipeg residential tax assessment 

in 1990 : an equitable assessed city? 
by TJ. Kuz, D. Linton and M. Sprowich. 
Winnipeg : University of Winnipeg, Institute of 
Urban Studies, 1993. iv, 25 p. : maps. 
Bibliogr. (Research and working papers ; 38) 
ISBN 1-896023-02-9 
MICROLOG 94-01779 1 fiche (Available on 
fiche only) 


The City of Winnipeg Assessment Department 
in 1990 conducted a general reassessment of 
all real property. This study analyzes the 
relation between assessed and market valuation 
of single-detached properties to determine the 
equity of the assessment process. The 1990 
assessment and the 1985 market price 
valuations are compared for over 7,000 
observations at the neighbourhood 
characterization area level employing a wide 
variety of stalslical techniques. One of the 
study conclusions is that the property 
assessments are regressive. 

MS MU PA 


Women and mental health in New 
Brunswick : dealing with the 
consequences of sexism : a research 
report 
of the New Brunswick Advisory Council on the 
Status of Women , prepared in collaboration 
with Research Design Associates Inc. 
Fredericton : The Council ; Hampton, NB. : 
The Associates, 1992. 62 p. : ill. Bibliogr. 
French ed. (Les Femmes et la santé...) : 94- 
02016/1 
MICROLOG 94-02015 1 fiche 


This research looks at women's mental health 
on a collective rather than individual basis. 
Preference is given to the psycho-social 
approach to mental health rather than the bio- 
medical approach to disease. The goals of 
this research are to identify the mental health 
services presently offered to women in New 
Brunswick and to verity whether the system 
meets the needs of women. The technique 
employed in this study was qualitative research 
by means of focus group interviews. 

AP HE PR SA 


Women in the Newfoundland fishery 
by M Cahill and S. Martland. Ottawa : Task 
Force on Incomes and Adjustment in the 
Atlantic Fishery, 1993. iv, 24 p. ISBN 
0-662-21156-1 
MICROLOG 94-01859 1 fiche 


This document discusses the economic role of 
women in the fishing communities, their working 
conditions in the fishery, their alternative to the 
fishery, and their career development and self- 
esteem. It presents information on the federal 
government's northern cod moratorium. It 
assesses the impact and effectiveness of 
NCARP to meet the needs of women. It looks 
not only at the financial needs of women, but 
their emotional and psychological needs as well. 
It provides recommendations and conclusions. 

e AP CA CF FI LA SA SC 


Working report to the Deputy 

Minister of Justice 
New Brunswick. Departmental Committee on 
Criminal Legal Aid. Fredericton : The 
Committee, 1993. 32, 34 p. Bilingual 
(Rapport de travail au). 
MICROLOG 94-02000 1 fiche 


This is the report of a committee of the 
Department of Justice formed to examine and 
cost a staff model for the delivery of criminal 


legal aid in New Brunswick. The work of the 
committee followed a study of legal aid in New 
Brunswick first began jointly with the Law 
Society and a subsequent report prepared for 
the Law Society by David Mcintyre which 
suggested that a staff model option should be 
explored further. 

AP JU PR 


Youth Council of New Brunswick : 
Annual report 1992-93 


Fredericton : The Council, 1993. 40 p. 
Bilingual. CS! 46151.001. ISSN 0842-7801 
ISBN 1-55137-081-6 

MICROLOG 94-01706 1 fiche 


The Council is an instrument through which 
youth can voice their concerns to the provincial 
government and the public issues in the 
following general areas: employment, education, 
health, recreation, drug and alcohol abuse, and 
justice. The document includes information on 
Council members, recommendations, activities, 
publications, and projects planned, as well as 
financial statements. 

AP PR SA 


Yukon Territory : Annual report 1992-93 
Whitehorse : The Territory, 1993. 20 p. 
CSI 78105.001. ISSN 0832-6185 | 
MICROLOG 94-01899 1 fiche 


The annual report reviews principal activities 
undertaken during the year for each of the 
Yukon Territory's various departments. lt 
includes activities of the Women's Directorate, 
Workers’ Compensation Health and Safety 
Board, Yukon Housing Corporation, Yukon 
Development Corporation and the Yukon Liquor 
Corporation. 

NO PA PR 


Copies of these documents are available trom: 
Micromedia Ltd., 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 71 
(613) 237-4250 FAX (613) 237-4251 
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A.E. Redpath Consulting 

Potential applications in highway products of 
rubber/plastics blends based on waste 
materials. MICROLOG 94-01739 1 fiche 


Abbott, S.A. 
Abstracts for 1993 : eighteenth annual review of 
activities.  MICROL 94-01770 1 fiche 


Résumés for 1993 : eighteenth annual review of 
activities [French ed.]. MICROLOG 94-01770 
1 fiche 


Active Living Alliance for Canadians 

with a Dent Forum (1992 : 

Fredericton, N.B.) 

Active Living Alliance for Canadians with a 
Disability, Forum '92 : proceedings : celebrating 
LS adsl MICROLOG 94-01880 
1 fiche 


Agence canadienne du pari mutuel 


Rapport annuel 1992. MICROLOG 94-02009 
1 fiche 


Agence de foresterie du parc 

Algonquin (Ont.) 

Rapport annuel 1991-92. 
1 fiche 


MICROLOG 94-01643 


Agricultural Research Institute of 

Ontario 

Annual report 1992-93. 
1 fiche 


Alberta 

1993-94 government estimates : supplementary 
information, element details. MICROLOG 
94-01512 1 fiche 


Alberta. Alberta Agriculture, Food 

and Rural Development. Production 

Economics Branch 

A Consensus of the comparative costs and 
returns of a 1920 acre direct seeding and 
conventional seeding operation in the Falher 
Region. MICROLOG 94-01611 1 fiche 


Alberta. Alberta Education 

Academic outcomes and behavior : identifying 
quality indicators. MICROLOG 94-01947 
1 fiche 


Cognitive education project. 
94-02059 5 fiche 


A Collaborative teacher evaluation model : 
teachers do make a difference. MICROLOG 
94-01948 1 fiche 


Curriculum leadership and the principalship. 
MICROLOG 94-01944 2 fiche 


Do Alberta’s faculties of education graduates 
teach in Alberta schools? Results of a survey 
of recent graduates of Alberta's faculties of 
education. MICROLOG 94-01943 1 fiche 


Educational quality indicators in art and 
mathematics. MICROLOG 94-02060 2 fiche 


Intense early intervention for young readers at 
risk. MICROLOG 94-01945 1 fiche 


MICROLOG 94-01668 


MICROLOG 
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Alberta. Alberta Energy. Research 
and Technology Branch 
Alberta-Canada Energy Resources Research 


Fund : 1991-92 annual review and final report. 


MICROLOG 94-01905 1 fiche 


Fonds Alberta-Canada de recherche sur les 
ressources énergétiques : Rapport annuel 
1991-92 et rapport final. MICROLOG 
94-01905 1 fiche 


Alberta. Alberta Treasury 


Budget ‘93 : a financial plan for Alberta. -- 
Update. MICROLOG 94-01518 2 fiche 


Alberta. Crimes Compensation Board 


Annual report 1991-92. MICROLOG 94-01510 
1 fiche 


Alberta. Student Evaluation Branch 

Diploma examinations program : 1991-92 annual 
report, part 2 : examiners’ reports. 
MICROLOG 94-01946 2 fiche 


Alberta Heritage Savings Trust Fund 


Annual report 1992-93. MICROLOG 94-01508 
1 fiche 


Alberta Law Reform institute 

Proposals for a Land Recording and 
Registration Act for Alberta. MICROLOG 
94-01817 4 fiche 


Alberta Social Resources Inventory 


Social resources inventory : central region. -- 
4th ed. MICROLOG 94-01917 3 fiche 


Social resources inventory : northwest region. -- 
6th ed. MICROLOG 94-01918 3 fiche 


Social resources inventory : southern region. -- 
4th ed. MICROLOG 94-01916 3 fiche 


Alcoholism Foundation of Manitoba 

The Physician's handbook : a guide to chemical 
abuse and dependency diagnosis, treatment 
and referral. MICROLOG 94-02029 1 fiche 


Alemdag, |.S. 

Annotated bibliography of ENFOR biomass 
reports, 1979-90. MICROLOG 94-01656 
4 fiche 


Bibliographie annotée des rapports ENFOR sur 
la biomasse, 1979-90. MICROLOG 94-01656 
4 fiche 


Alexander, P.L. 


Intense early intervention for young readers al 
risk. MICROLOG 94-01945 1 fiche 


Algonquin Forestry Authority (Ont.) 
Annual report 1991-92. MICROLOG 94-01643 
1 fiche 


Alliance de vie active pour les 
canadiens et canadiennes ayant un 
handicap. Forum (1992 : Fredericton, 
N.-B.) 

Alliance de vie active pour les 
canadiens/canadiennes ayant un handicap, 
forum 92 : comptes rendus : le partenariat a 
l'honneur. MICROLOG 94-01880 1 fiche 


Andresen, J.W. 

Proceedings of a symposium on urban forest 
management within the Commonwealth of 
Nations, agenda subhead 5 : Trees in Rural 
and Urban Development. MICROLOG 
94-01587 2 fiche 


Angus Reid Group 

Les Canadiens et le multiculturalisme : étude 
nationale sur les attitudes des Canadiens, 
1991. MICROLOG 94-01532 1 fiche 


Multiculturalism and Canadians : attitude study, 
1991 : national survey report. MICROLOG 
94-01531 1 fiche 


Appleby, T. 

A Consensus of the comparative costs and 
returns of a 1920 acre direct seeding and 
conventional seeding operation in the Falher 
Region. MICROLOG 94-01611 1 fiche 


Archaeological Survey of Canada 


Western subarctic prehistory. MICROLOG 
94-01526 2 fiche 


Archives nationales du Canada 

Orientations stratégiques des Archives 
nationales du Canada, 1992-96. MICROLOG 
94-01733 1 fiche 


Archives nationales du Québec 

Archives d'origine privée conservées au Centre 
d'archives de l'Outaouais. MICROLOG 
94-02091 1 fiche 


Archives d'origine privée conservées au Centre 
d'archives de la Côte-Nord. MICROLOG 
94-02092 1 fiche 


Archives écrites d'origine privée conservées au 
Centre d'archives de Québec et de Chaudière- 
Appalaches : guide. MICROLOG 94-02085 
2 fiche 


Copies d'archives d'origine française : guide. 
MICROLOG 94-02082 6 fiche 


Ashton, D. 

The Linkages between education and 
employment in Canada and the United 
Kingdom : a comparative analysis. 
MICROLOG 94-02149 1 fiche 


Association des collèges 

communautaires du Canada 

Etude sur les ressources humaines des 
collèges et instituts canadiens. MICROLOG 
94-01968 2 fiche 


Association des professionnels en 

ressources humaines du Québec 

Le Point sur la communication interne au 
Québec. MICROLOG 94-02093 1 fiche 


Association of Canadian Universities 
for Northern Studies 


Directory of polar specialists in Canada. -- 2d 
ed. MICROLOG 94-01881 4 fiche 


Association of Municipalities of 

Ontario 

Calling for a municipal option in long-term care. 
MICROLOG 94-01692 1 fiche 
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Making environmental regulations work : AMO's 
response to the Environmental Bill of Rights. 
MICROLOG 94-01691 1 fiche 


Planning reform priorities : response to the final 
report of the Commission on Planning and 
Development Reform in Ontario. MICROLOG 
94-01690 1 fiche 


Association of Universities and 

Colleges of Canada. International 

Division 

Seeking Innovation : international cooperation 
among universities conference : conference 
proceedings. MICROLOG 94-02005 1 fiche 


Association universitaire canadienne 
d’études nordiques 


Répertoire des spécialistes polaires au Canada. 
-- 2d éd. MICROLOG 94-01881 4 fiche 


Associes de recherche Ekos 

Synthése des résultats des projets sur la 
culture, le mutticulturalisme, le tourisme et 
autres études. MICROLOG 94-01840 2 fiche 


Atlantic Committee on Agricultural 

Engineering (Canada) 

Abstracts of technical reports : ACAE 
Workshop, 1992. MICROLOG 94-01820 
1 fiche 


Abstracts of technical reports : ACAE 
Workshop, 1993. MICROLOG 94-01819 
1 fiche 


Atlantic Committee on Agricultural 

Engineering (Canada). Workshop 

(1992 : Charlottetown, PEl) 

Abstracts of technical reports : ACAE 
Workshop, 1992. MICROLOG 94-01820 
1 fiche 


Atlantic Committee on Agricultural 

Engineering (Canada). Workshop 

(1993 : Truro, N.S.) 

Abstracts of technical reports : ACAE 
Workshop, 1993. MICROLOG 94-01819 
1 fiche 


Atlantic Fisheries Adjustment Program 
(Canada) 


1993 Atlantic groundfish management plan. -- 
Suppl. vers. MICROLOG 94-01681 1 fiche 


Atlantic Provinces Agricultural 

Services Coordinating Committee 

(Canada) 

Abstracts of technical reports : ACAE 
Peer ce: 1992. MICROLOG 94-01820 
1 fiche 


Abstracts of technical reports : ACAE 
Workshop, 1993. MICROLOG 94-01819 
1 fiche 


Atomic Energy of Canada Limited 

Factors affecting the consolidation of steam 
generator sludge. MICROLOG 94-01674 
1 fiche 


Formation and stability of Fe-rich precipitates in 
dilute Zr(Fe) single-crystal alloys. MICROLOG 
94-01673 1 fiche 


Study of point defect mobilities in zirconium 
during electron irradiation in a HVEM. 
MICROLOG 94-01672 1 fiche 


B.C. Hydro 


Energy for our future : balancing regional 
interests. MICROLOG 94-01527 3 fiche 


Bakhshi, N.N. 
Field upgrading of heavy oil emulsions using 
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1 fiche 


Ofticial languages : Annual report 1990-91. 
MICROLOG 94-01762 3 fiche 


Official languages : Annual report 1991-92. 
MICROLOG 94-01633 2 fiche 


Canada. Direction de l'hygiène du 

milieu 

Radioexpositions professionnelles au Canada, 
1990. MICROLOG 94-01492 1 fiche 


Canada. Direction des affaires 

correctionnelles 

Revue des programmes de services de police 
autochtones, partie Ill : pour un meilleur 
accés aux services de police. MICROLOG 
94-01619 1 fiche 


Revue des programmes de services de police 
autochtones, partie IV : programmes de 
communications et de liaison avec la 
collectivité. MICROLOG 94-01618 1 fiche 


à 


MICROLOG March/mars 1994 


A full description of each title can be found 


in the Titles and Abstracts section 


77 


Name Index / Index des noms 


Revue des programmes de services de police 
autochtones, partie V : programmes pour les 
jeunes. MICROLOG 94-01617 1 fiche 


Revue des programmes de services de police 
autochtones, partie VI : programmes de 
prévention contre la consommation d'alcool et 
de drogue. MICROLOG 94-01620 1 fiche 


Revue des programmes de services de police 
autochtones, partie Vil : programmes axés sur 
les besoins des victimes et des délinquants 
MICROLOG 94-01616 1 fiche 


Les Services de police et les autochtones. 
MICROLOG 94-01609 2 fiche 


Canada. Direction générale de la 
police autochtone 


Les Services de police et les autochtones. 
MICROLOG 94-01609 2 fiche 


Canada. Direction genérale des 
sciences et de l'évaluation des 
écosystèmes 
Assurance de la qualité dans le contrôle de la 
ene des eaux. MICROLOG 94-01941 
5 fiche 


Canada. Division de l’horticulture et 

cultures speciales 

Rapport annuel des déchargements, partie Il : 
fruits et légumes importés dans les dix 
provinces canadiennes, 1992. MICROLOG 
94-01509 2 fiche 


Canada. Division de la prévention de 

la violence familiale 

Quatre aspects de la violence familiale : étude 
documentaire de la recherche sociologique : 
rapport. MICROLOG 94-01721 1 fiche 


Les Sexes et la violence dans les médias. 
MICROLOG 94-01623 1 fiche 


Canada. Ecosysiem Sciences and 
Evaluation Directorate 


Quality assurance in water quality monitoring. 
MICROLOG 94-01942 5 fiche 


Canada. Embassy (Mexico) 
Market research study on the Mexican market 


for food processing and packaging equipment. 
MICROLOG 94-02111 1 fiche 


Market study for sporting goods and leisure 
products in Mexico. MICROLOG 94-02077 
1 fiche 


Market study on educational systems in Mexico. 
MICROLOG 94-02102 1 fiche 


Market study on forestry harvesting and 
woodworking equipment in Mexico. MICROLOG 
94-02104 1 fiche 


Market study on lumber and wood products. 
MICROLOG 94-02097 1 fiche 


Market study on telecommunications equipment 
and systems in Mexico. MICROLOG 94-02079 
1 fiche 


Market study on the automotive industry and 
auto parts industry in Mexico. MICROLOG 
94-02117 1 fiche 


Markel study on the Mexican consumer 
products distribution system. MICROLOG 
94-02081 1 fiche 


Market study on the Mexican iron and steel 
industry. MICROLOG 94-02105 1 fiche 


Market study on the Mexican market tor 
building products and materials. MICROLOG 
94-02112 1 fiche 


Market study on the Mexican market for 
computers and software. MICROLOG 
94-02101 1 fiche 


Market study on the Mexican market for 
electrical distribution equipment. MICROLOG 
94-02113 1 fiche 


Markel study on the Mexican market for 
electronic components. MICROLOG 94-02103 
1 fiche 


Market study on the Mexican market for home 
and office furniture) MICROLOG 94-02114 
1 fiche 


Market study on the Mexican market for hotel 
and restaurant equipment and supplies. 
MICROLOG 94-02080 1 fiche 


Market study on the Mexican market for 
industrial process control instruments and 
equipment. MICROLOG 94-02074 1 fiche 


Market study on the Mexican market for 
instruments and laboratory equipment. 
MICROLOG 94-02098 1 fiche 


Market study on the Mexican market for 
machine tools and metalworking equipment. 
MICROLOG 94-02107 1 fiche 


Market study on the Mexican market for 
materials handling equipment. MICROLOG 
94-02115 1 fiche 


Market study on the Mexican market for meat 
and livestock products. MICROLOG 94-02109 
1 fiche 


Market study on the Mexican market for 
medical equipment and supplies) MICROLOG 
94-02099 1 fiche 


Market study on the Mexican market for 
plastics production, machinery, equipment and 
resins. MICROLOG 94-02076 1 fiche 


Market study on the Mexican market for safety 
and security related products. MICROLOG 
94-02075 1 tiche 


Market study on the Mexican pulp and paper 
market. MICROLOG 94-02100 1 fiche 


Market study on the mining industry in Mexico. 
MICROLOG 94-02106 1 fiche 


Market study on the oil and petroleum industry 
in Mexico. MICROLOG 94-02078 1 fiche 


Canada. Embassy (Mexico). 

Commercial Division 

The Market for bottled drinking water in 
Mexico : information for Canadian 
businessmen. MICROLOG 94-02108 1 fiche 


Canada. Energie, mines et 

ressources Canada 

Fonds Alberta-Canada de recherche sur les 
ressources énergétiques : Rapport annuel 
1991-92 et rapport final MICROLOG 
94-01905 1 fiche 


Canada. Energy, Mines and 
Resources Canada 
Alberta-Canada Energy Resources Research 


Fund : 1991-92 annual review and final report. 


MICROLOG 94-01905 1 fiche 


Canada. ENFOR Secretariat 


Annotated bibliography of ENFOR biomass 
reports, 1979-90. MICROLOG 94-01656 
4 fiche 


Canada. Environment Canada 

Interdepartmental Action Plan to Favour the 
Survival of the St Lawrence Beluga Whale : 
Annual report 1991-92. MICROLOG 
94-01682 1 fiche 


Canada. Environmental Health 
Directorate 


Occupational radiation exposures in Canada, 
1990. MICROLOG 94-01493 1 fiche 


Canada. Environnement Canada 


Climatologie des indices Forêt-météo. 
MICROLOG 94-02049 2 fiche 


Plan d'action interministériel pour favoriser la 
survie du béluga du Saint-Laurent. 
MICROLOG 94-01682 1 fiche 


Prévision des indices Forêt-météo. 
94-01940 2 fiche 


MICROLOG 


Canada. Europe 1992 Working 

Group on Industrial and 

Transportation Equipment and 

Services 

Europe 1992 : report of the Working Group on 
Industrial and Transportation Equipment and 
Services. MICROLOG 94-01543 1 fiche 


Canada. External Affairs and 

International Trade Canada 

Canada-Mexico exporting guide : documents and 
regulations for exporting to Mexico. 
MICROLOG 94-02073 1 fiche 


Market study on the Mexican market and 
distribution system for fish and fish products. 
MICROLOG 94-02110 1 fiche 


Moving into Europe. MICROLOG 94-01550 
1 fiche 


North American Agreement on Labor 
Cooperation between the government of 
Canada, the government of the United 
Mexican States and the government of the 
United States of America, 1993. -- Final draft. 
MICROLOG 94-01919 1 fiche 


Canada. Family Violence Prevention 

Division 

Four variations of family violence : 
sociological research : a report. 
94-01721 1 fiche 

Gender and violence in the mass media. 
MICROLOG 94-01624 1 fiche 


a review of 
MICROLOG 


Canada. Fitness and Amateur Sport 
Active Living Alliance for Canadians with a 
Disability, Forum ‘92 : proceedings : celebrating 
the partnership. MICROLOG 94-01880 
1 fiche 


Canada. Government 

Telecommunications Agency 

Annual report 1992-93. MICROLOG 94-01600 
1 fiche 


Canada. Health and Welfare Canada 


Aboriginal health in Canada. MICROLOG 
94-01732 1 fiche 


Annual report 1991-92 : plan of action 1990-95, 
based on the Nairobi Forward-Looking 
Strategies for the Advancement of Women to 
the Year 2000. MICROLOG 94-02051 2 fiche 


Barriers to the recognition of the credentials of 
immigrants in Canada : an analysis using 
census data. MICROLOG 94-01907 2 fiche 


Canada. Horticulture and Special 

Crops Division 

Annual unload report, part Il : imported fruits 
and vegetables into 10 Canadian provinces, 
1992. MICROLOG 94-01509 2 fiche 


Canada. Human Resources and 

Labour Canada 

Leaving school : results from a national survey 
comparing school leavers and high school 
graduates, 18 lo 20 years of age. 
MICROLOG 94-01825 1 fiche 


Canada. Indian and Northern Affairs 

Canada 

Government training initiatives for First Nations, 
1993-94. MICROLOG 94-01775 2 fiche 


Indiarvinuit training opponunities, 1993-94. 
MICROLOG 94-01756 3 fiche 
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The Western Arctic claim : a guide to the 
Inuvialuit Final Agreement. MICROLOG 
94-01776 1 fiche 


Canada. Industry, Science and 
Technology Canada 
Indicators for the sustainable management of 
paar ec : report. MICROLOG 94-01703 
1 fiche 


Canada. Library of Parliament. 

Research Branch 

Canada-U.S. steel trade. -- Rev. 
94-02050 1 fiche 


MICROLOG 


Canada. Mining Sector 

Canadian mines, perspective : production, 
reserves, development, exploration, 1991. 
MICROLOG 94-01895 2 fiche 


Granite industry in Canada : 1993 directory. 
MICROLOG 94-01521 1 fiche 


Metallurgical works in Canada : primary iron 
and steel, 1993. MICROLOG 94-01655 
2 fiche 


Canada. Ministere de la justice 


Lexique constitutionnel. MICROLOG 94-02132 
4 fiche 


Canada. Ministere des péches et des 

oceans 

Plan d'action interministériel pour favoriser la 
survie du béluga du Saint-Laurent. 
MICROLOG 94-01682 1 fiche 


Canada. Ministère des pêches et des 

océans. Direction de l'economique, de 

la statistique et de l'informatique 

Coûts et revenus des entreprises de pêche du 
Québec, 1992. MICROLOG 94-01843 2 fiche 


Evolution des flottes de pêche du Québec, 1985- 
92 : effectifs et débarquements. MICROLOG 
94-01803 2 fiche 


Canada. Ministère des pêches et des 

océans. Région du Québec. Direction 

des services economiques et du 

traitement de l'information. Division 

des services économiques 

Coûts et revenus des entreprises de pêche du 
Québec, 1992. MICROLOG 94-01843 2 fiche 


Evolution des flottes de pêche du Québec, 1985- 
92 : effectifs et débarquements. MICROLOG 
94-01803 2 fiche 


Canada. Motor Carrier Policy and 

Programs 

Operating costs of trucks in Canada, 1990. 
MICROLOG 94-01652 5 fiche 


Canada. Multiculturalism 

Employment discrimination against visible 
minorities and employment equity. MICROLOG 
94-01902 1 fiche 


Canada. Multiculturalism. Policy and 

Research 

Analytical overview of the literature on ethno- 
cultural community development and 
integration. MICROLOG 94-02054 1 fiche 

The Civic participation of visible minorities in 
Canadian society : framework and issues for 
research and analysis. MICROLOG 94-01909 
2 fiche 


Detailed ethnicity data, 1986 census : Canada, 
provinces, territories and CMAs. MICROLOG 
94-01849 2 fiche 


Institutional change strategies in response to 
multiculturalism. MICROLOG 94-01911 1 fiche 
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Mother tongue : 1986 Census of Canada : 
Canada, provinces and territories : census 
metropolitan areas. MICROLOG 94-02046 
2 fiche 


Population projections of ethnic groups in 
Canada to the year 2016. MICROLOG 
94-01846 2 fiche 


Statistical indicators of ethno-cultural community 
integration in Canadian society. MICROLOG 
94-01908 1 fiche 


Visible minorities in Canada, 1986 : a graphic 
overview. MICROLOG 94-02037 1 fiche 


Canada. Multiculturalism. Policy, 

Analysis and Research 

Analysis of Thompson Lightstone survey of 
public attitudes towards multiculturalism. 
MICROLOG 94-02034 1 fiche 


Chronicle of milestones in Canadian 
multiculturalism. MICROLOG 94-01910 1 fiche 


Directory of historical and contemporary 
Canadians and persons connected with 
Canada from ethnocultural backgrounds other 
than British or French. MICROLOG 94-01937 
3 fiche 


Employment of ethnic groups in the food and 
accommodation industries. MICROLOG 
94-01844 1 fiche 


A Framework for marketing ethnocultural 
communities and festivals 
MICROLOG 94-02044 1 fiche 


Multiculturalism issues in the workplace : the 
tourism industry. MICROLOG 94-01913 
1 fiche 


Participation of different ethnic groups in 
postsecondary education. MICROLOG 
94-01912 1 fiche 


Tourism and multiculturalism : impact of 
ethnoculiural attractions and events. 
MICROLOG 94-02036 1 fiche 


Visible minority Canadians : a graphic overview. 
MICROLOG 94-01830 1 fiche 


Canada. Multiculturalism. Policy, 

Research and Analysis Division 

Employment of ethnic groups in the clothing, 
textile, knitting mill, and leather industries. 
MICROLOG 94-01828 1 fiche 


Employment of ethnic groups in the federal and 
provincial governments. MICROLOG 94-01823 
1 fiche 


Profile of Canadians who speak neither French 
nor English. MICROLOG 94-01914 1 fiche 


Canada. Multiculturalism and 
Citizenship Canada 


Annotated bibliography on culture, tourism and 
multiculturalism. MICROLOG 94-02035 1 fiche 


Convention on the Rights of the Child. 
MICROLOG 94-02032 1 fiche 


Making connections : report on the National 
Conference on Tourism, Culture and 
Multiculturalism. MICROLOG 94-02045 1 fiche 


Multiculturalism and Canadians : attitude study, 
1991 : national survey report. MICROLOG 
94-01531 1 fiche 


Resource guide of publications supported by 
multiculturalism programs, 1973-92. 
MICROLOG 94-01904 2 fiche 


Canada. Multiculturalism and 

Citizenship Canada. Corporate Policy 

and Research 

Cultural autonomy in the Constitution and in 
practice : the Canadian model. MICROLOG 
94-01903 1 fiche 

Recent work in citizenship theory 
MICROLOG 94-02033 1 fiche 
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Canada. Multiculturalism Directorate 

The Value of mastering a modern/third 
language other than English or French : a 
concept paper. MICROLOG 94-01848 1 fiche 


Canada. Multiculturalisme. Politiques 

et recherches 

Bibliographie annotée sur les ethnies et les 
média au Canada. -- Ebauche. MICROLOG 
94-01930 1 fiche 


Coup d'oeil sur la littérature traitant du 
développement et de l'intégration des minorités 
ethnoculturelles. MICROLOG 94-02054 1 fiche 


Langue maternelle : Recensement du Canada, 
1986 : Canada, provinces et territoires : 
régions métropolitaines de recensement. 
MICROLOG 94-02046 2 fiche 


Les Minorités visibles au Canada en 1986 : 
présentation graphique. MICROLOG 94-02037 
1 fiche 


Tableaux détaillés d'origine ethnique, 
recensement de 1986 : Canada, provinces, 
territoires et RMR. MICROLOG 94-01849 
2 fiche 


Canada. Multiculturalisme. Politiques, 

recherches et analyses 

Analyse de l'enquête de Thompson Lightstone 
sur l'attitude du public à l'égard du 
mutticulturalisme. MICROLOG 94-02034 
1 fiche 


Défis multiculturels dans le milieu du travail : 
l'industrie du tourisme. MICROLOG 94-01913 
1 fiche 


Emploi des groupes ethniques dans l'industrie 
du logement et de l'alimentation. MICROLOG 
94-01844 1 fiche 


Les Minorités visibles au Canada : présentation 
graphique. MICROLOG 94-01830 1 fiche 


Plan cadre pour le marketing des événements 
et communautés ethnoculturels : sommaire 
exécutif. MICROLOG 94-02044 1 fiche 


Tourisme et multiculturalisme : impacts des 
événements et attraits ethnoculturels. 
MICROLOG 94-02036 1 fiche 


Canada. Multiculturalisme et 

citoyennete Canada 

Bibliographie commentée sur la culture, le 
tourisme et le multiculturalisme. MICROLOG 
94-02035 1 fiche 


Les Canadiens et le multiculturalisme : étude 
nationale sur les attitudes des Canadiens, 
1991. MICROLOG 94-01532 1 fiche 


Des Liens à créer : rapport de la Conférence 
nationale sur le tourisme, la culture et le 
mutticulturalisme. MICROLOG 94-02045 
1 fiche 


Canada. National Advisory Council on 

Aging 

The NACA position on women's life-course 
events. MICROLOG 94-01613 2 fiche 


Canada. Ressources humaines et 

travail Canada 

Après l'école : résultats d'une enquête nationale 
comparant les sortants de l'école aux 
diplômés d'études secondaires âgés de 18 à 
20 ans. MICROLOG 94-01824 1 fiche 


Canada. Road Safety 


Traffic collision statistics in Canada, 1991. 
MICROLOG 94-01597 1 fiche 


Canada. Royal Commission on 

Aboriginal Peoples 

Partners in Confederation : Aboriginal peoples, 
self-government and the Constitution. 
MICROLOG 94-02011 1 fiche 
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Canada. Royal Commission on New 

Reproductive Technologies 

Prenatal diagnosis in Canada, 1990 : a review 
of genetics centres. MICROLOG 94-01845 
2 fiche 


Canada. Santé et bien-être social 
Canada 
Enquête nationale sur l'ivresse au volant, 1988 : 
rapport technique. MICROLOG 94-02120 
1 fiche 


La Santé des autochtones au Canada. 
MICROLOG 94-01732 1 fiche 


Canada. Secrétariat d'Etat du 
Canada 


Langues officielles : Rapport annuel 1990-91. 
MICROLOG 94-01762 3 fiche 


Langues officielles : Rapport annuel 1991-92. 
MICROLOG 94-01633 2 fiche 


Synthèse des résultats des projets sur la 
culture, le multiculturalisme, le tourisme et 
autres études. MICROLOG 94-01840 2 fiche 


Canada. Secrétariat du programme 

ENFOR 

Bibliographie annotée des rapports ENFOR sur 
la biomasse, 1979-90. MICROLOG 94-01656 
4 fiche 


Canada. Secretary of State 

Barriers to the recognition of the credentials of 
immigrants in Canada : an analysis using 
census data. MICROLOG 94-01907 2 fiche 


Culture, multiculturalism and tourism pilot 
projects and related studies : a synthesis. 
MICROLOG 94-01840 2 fiche 


Canada. Secteur minier 

L'Activité métallurgique au Canada : fer et acier 
de premiére fusion, 1993. MICROLOG 
94-01655 2 fiche 


L'industrie du granite au Canada : répertoire de 
1993. MICROLOG 94-01521 1 fiche 


Les Mines au Canada, tour d'horizon : 
production, réserves, mise en valeur, 
exploration, 1991. MICROLOG 94-01895 
2 fiche 


Canada. Sécurité routiere 


Statistiques sur les collisions de la route au 
Canada, 1991. MICROLOG 94-01596 1 fiche 


Canada. Seniors 


Ageing and independence : overview of a 
national survey. MICROLOG 94-01530 2 fiche 


Canada. Service de l’environnement 

atmospherique 

Le Potentiel éolien entre Québec et 
l'embouchure du Saguenay utilisant les 
données de ‘Québec 1984. MICROLOG 
94-02048 1 fiche 


Canada. Service de l’environnement 

atmosphérique. Région du Québec 

27 août 1991, Maskinongé, tornade. 
MICROLOG 94-02040 1 fiche 


Climatologie du temps violent estival au Québec, 
1981-91. MICROLOG 94-02042 1 fiche 


Climatologie du temps violent estival au Québec, 
1981-92. MICROLOG 94-02043 1 fiche 


Méthode de prévision des probabilités de gel et 
terminologie associée. MICROLOG 94-02041 
1 fiche 


Canada. Service de l'environnement 
atmosphérique. Région du Québec. 
Division des services scientifiques 
Apport atmosphérique de certains composés 
organiques toxiques dans la composition 


chimique du fleuve Saint-Laurent et quelques 
uns de ses tributaires. MICROLOG 
94-01753 1 fiche 


Apport atmosphérique de certains composés 
organiques toxiques dans la composition 
chimique du fleuve Saint-Laurent et quelques 
uns de ses tributaires, phase Il : protocole 
d’échantillonnage et d'analyse. MICROLOG 
94-01700 1 fiche 


Apport atmosphérique de polluants inorganiques, 
bassin hydrographique du fleuve Saint-Laurent. 
MICROLOG 94-01755 2 fiche 


Echantillonnage et analyse des composés 
inorganiques toxiques aéroportés, bassin 
hydrographique du fleuve Saint-Laurent. 
MICROLOG 94-01761 1 fiche 


Etude statistique sur le facteur de 
refroidissement éolien au Québec. MICROLOG 
94-02047 1 fiche 


Canada. Solicitor General Canada. 

Ministry Secretariat 

Policing services for Aboriginal peoples : a 
review of current trends and developments 
and an analysis of the impact. MICROLOG 
94-01609 2 fiche 


Canada. Solliciteur général Canada. 

Secrétariat du Ministère 

Revue des programmes de services de police 
autochtones, partie Ill : pour un meilleur 
accès aux services de police. MICROLOG 
94-01619 1 fiche 


Revue des programmes de services de police 
autochtones, partie IV : programmes de 
communications et de liaison avec la 
collectivité. MICROLOG 94-01618 1 fiche 


Revue des programmes de services de police 
autochtones, partie V : programmes pour les 
jeunes. MICROLOG 94-01617 1 fiche 


Revue des programmes de services de police 
autochtones, partie VI : programmes de 


prévention contre la consommation d'alcool et 
de drogue. MICROLOG 94-01620 1 fiche 


Revue des programmes de services de police 
autochtones, partie VII : programmes axés sur 
les besoins des victimes et des délinquants. 
MICROLOG 94-01616 1 fiche 


Les Services de police et les autochtones. 
MICROLOG 94-01609 2 fiche 


Canada. Steering Committee of the 

Human Resources Study of the 

Canadian Mining Industry 

Breaking new ground : human resource 
challenges and opportunities in the Canadian 
mining industry. MICROLOG 94-01827 2 fiche 


Canada. Tourism Canada 

Culture, multiculturalism and tourism pilot 
projects and related studies : a synthesis. 
MICROLOG 94-01840 2 fiche 


Canada. Translation Bureau. 

Terminology and Linguistic Services 

Directorate 

Constitutional glossary. MICROLOG 94-02132 
4 fiche 


Ozone layer dictionary. MICROLOG 94-02131 
6 fiche 


Canada. Transports Canada 

Enquête nationale sur l'ivresse au volant, 1988 : 
rapport technique. MICROLOG 94-02120 
1 fiche 


Canada. Water Resources Branch. 

Saskatchewan District 

Spruce River Diversion Project : 1991 annual 
report. MICROLOG 94-01507 1 fiche 


Spruce River Diversion Project : 1992 annual 
report. MICROLOG 94-01506 1 fiche 


Canada Centre for Mineral and 
Energy Technology 


The Agnico-Eagle mine seismic survey. 
MICROLOG 94-01973 1 fiche 


Annual report 1992-93. MICROLOG 94-01462 
1 fiche 


Characterization of heterogeneous systems 
determination of rock and fluid properties and 
modeling of three phase flow, gravity 
immiscible gas injection, phase Il : final report. 
MICROLOG 94-01466 3 fiche 


Development of an artificial sill pillar design : 
final report. MICROLOG 94-01982 3 fiche 


Energy. and global warming. MICROLOG 
94-01972 1 fiche 


Enhanced oil recovery by a miscibility 
enhancing process, part Il : optimization 
studies : final report. MICROLOG 94-01468 


2 fiche 
Enhanced oil recovery by a miscibility 
enhancing process, phase | : final report. 


MICROLOG 94-01463 2 fiche 


Field performance of advanced technology 
woodstoves in their second season of use in 
Glens Falls, New York, 1990 : final report. 
MICROLOG 94-01464 1 fiche 


Field upgrading of heavy oil emulsions using 
low concentrations of coal at low pressures : 
final report. MICROLOG 94-01471 2 fiche 


Fugitive gas emissions from oil and gas wells : 
final report. MICROLOG 94-01983 2 fiche 


General meeting of BIOMINET. MICROLOG 
94-01610 1 fiche 


Improving oil production from horizontal wells in 
unconsolidated heavy oil reservoirs through 
better flow and sand control : final report. 
MICROLOG 94-01467 2 fiche 


Mechanisms of oil recovery using the 
alkalÿ/surfactant/polymer process. MICROLOG 
94-01470 1 fiche 


Microwave power optimization for carbon 
activation : part of the Canada/Ontario Mineral 
Development Agreement : final report. 
MICROLOG 94-01981 1 fiche 


Monthly report on geotechnical monitoring, 
Phalen 6 east top, January 21, 1992 : 
no. 1. MICROLOG 94-01974 1 fiche 


Rock-fluids interactions in miscible gas 
processes : final report. MICROLOG 
94-01469 1 fiche 


Treatment of acidic seepages using wetland 
ecology and microbiology : overall program 
assessment : final report. MICROLOG 
94-01985 2 fiche 


Weekly report on geotechnical monitoring, 
Phalen 5 east bottom, August 13, 1991 : 
report no. 2. MICROLOG 94-01978 1 fiche 


Weekly report on geotechnical monitoring, 
Phalen 5 east bottom, August 19, 1991 : 
report no. 3. MICROLOG 94-01979 1 fiche 


Weekly report on geotechnical monitoring, 
Phalen 5 east bottom, August 26, 1991 : 
report no. 4. MICROLOG 94-01980 1 fiche 


Weekly report on geotechnical monitoring, 
Phalen 5 east bottom, December 21, 1991 : 
report no. 6. MICROLOG 94-01975 1 fiche 


Weekly report on geotechnical monitoring, 
Phalen 5 east bottom, January 21, 1992 : 
report no. 7. MICROLOG 94-01976 1 fiche 


Weekly report on geotechnical monitoring, 
Phalen 5 east bottom, July 18, 1991 : report 
no. 1. MICROLOG 94-01977 1 fiche 


report 
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Canada Centre for Mineral and 
Energy Technology. Computer 
Modelling Group 
Simulation of horizontal wells in fractured 
thg à : final report. MICROLOG 94-01465 
iche 


Canada Centre for Mineral and 

Energy Technology. Efficiency and 

Alternative Energy Technology 

Branch 

Design and analysis of preliminary C-2000 multti- 
residential building. MICROLOG 94-01986 
1 fiche é 

Development of yeast cultures for efficient 
fermentation of pentoses in cellulose 
hydrolysates. MICROLOG 94-01990 2 fiche 


Establishment of a solar heat gain coefficient 
test method. MICROLOG 94-01988 1 fiche 


Hybrid electric vehicles : final report. 
MICROLOG 94-01992 3 fiche 


Investigation of effect of environmental moisture 
and temperature variation on properties of 
PMMA-polyether-metal salt electrolytes. 
MICROLOG 94-01987 1 fiche 


Study of newsprint and other paper waste as 


a substrate for ethanol production. 
MICROLOG 94-01989 2 fiche 


Waste paper as a biomass feedstock. 
MICROLOG 94-01991 3 fiche 


Canada Council. Research & 

Evaluation 

Arts research bibliography, vol. 4. 
94-01615 2 fiche 


MICROLOG 


Canada Deposit Insurance 

Corporation 

Annual report 1992. 
2 fiche 


MICROLOG 94-02052 


Canada Labour Force Development 

Board. Task Force on Labour 

Adjustment 

Report of the Task Force on Labour 
Adjustment. MICROLOG 94-01969 3 fiche 
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Les Habitations pour personnes agées en perte 
d'autonomie : échange d'expériences. 
MICROLOG 94-01636 2 fiche 


Les Indicateurs de la qualité de l'habitat : 
de l'expérience d'enquête Montréalaise : 
rapport. MICROLOG 94-02094 1 fiche 


leçons 


Société ontarienne de gestion des 

dechets 

Rapport annuel 1992-93. 
1 fiche 


MICROLOG 94-01638 


Soren, B. 

Planning Kidscience : Ontario Science Centre 
front-end analysis. MICROLOG 94-01582 
1 fiche 


Sorensen, M. 


The Match between education and occupation 
for immigrant women in Canada. MICROLOG 
94-02139 1 fiche 


Soucie, R. 

Gender equity : perceptions of today’s 
adolescent women. MICROLOG 94-02001 
1 fiche 


Soveran, D.W. 


Field upgrading of heavy oil emulsions using 
low concentrations of coal at low pressures : 
tinal report. MICROLOG 94-01471 2 fiche 


Spears, G. 
Gender and violence in the mass media. 
MICROLOG 94-01624 1 fiche 


Les Sexes et la violence dans les médias. 
MICROLOG 94-01623 1 fiche 


Spencer, D. 


Government training initiatives for First Nations, 
. 1993-94.  MICROLOG 94-01775 2 fiche 


Projets gouvernementaux de formation a 
l'intention des Premières Nations, 1993-94. 
MICROLOG 94-01775 2 fiche 


Spirit River School Division No. 47 

A Collaborative teacher evaluation model : 
teachers do make a difference. MICROLOG 
94-01948 1 fiche 


Sprowich, M. 

Winnipeg residential tax assessment in 1990 : 
an equitable assessed city?. MICROLOG 
94-01779 1 fiche 


Stevenson, J. 


The Quality of education and school life. 
MICROLOG 94-01997 1 fiche 


Stocker, H. 


Operation of the Joint Panel on Occupational 
and Environmental Research for Uranium 
Production in Canada. MICROLOG 94-01549 
1 fiche 


Stocker, M. 


Groundtish stock assessments for the west 
coast of Canada in 1992 and recommended 
yield options for 1993. MICROLOG 94-01784 
5 fiche 


Stockner, J.G. 

The Limnology of Kitlope Lake : a cold glacially- 
turbid sockeye salmon Oncorhynchus nerka 
nursery lake. MICROLOG 94-01871 1 fiche 
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Stranc, L. 

Prenatal diagnosis in Canada, 1990 : a review 
of genetics centres. MICROLOG 94-01845 
2 fiche 


Strategic Concepts Inc. 

The Golf industry in British Columbia : financial 
results and economic impacts, 1987-90. 
MICROLOG 94-01935 2 fiche 


Sung, J. 


Non-standard work in Canada and the United 
Kingdom. MICROLOG 94-02150 1 fiche 


SustainAbility Ltd. 

Coming clean, corporate environmental 
reporting : opening up for sustainable 
development. MICROLOG 94-01649 1 fiche 


Taaffe, P. 

Directory of historical and contemporary 
Canadians and persons connected with 
Canada from ethnocultural backgrounds other 
than British or French. MICROLOG 94-01937 
3 fiche 


Tansey, C.M. 


Development of an artificial sill pillar design : 
final report. MICROLOG 94-01982 3 fiche 


Tapping, R.L. 

Factors atfecting the consolidation of steam 
generator sludge. MICROLOG 94-01674 
1 fiche 


Tardif, P. 

Modélisation de la croissance et du rendement 
des pessiéres noires au Québec. 
MICROLOG 94-01675 2 fiche 


Task Force on Incomes and 
Adjustment in the Atlantic Fishery 
(Canada) 
Access and allocation, issues and principles : an 
ra perspective. MICROLOG 94-01863 
2 fiche 


Charting a new course : towards the fishery of 
the future : report. MICROLOG 94-01851 
3 fiche 


Feasibility analysis of an integrated registration 
and reporting system. MICROLOG 94-01865 
1 fiche 


The Fish processing sector in Atlantic Canada : 
financial performance and sustainable core. 
MICROLOG 94-01860 2 fiche 


The Fish processing sector in Atlantic Canada : 
industry trends and dynamics. MICROLOG 
94-01783 3 fiche 


The Fish processing sector in Atlantic Canada : 
summary report. MICROLOG 94-01861 
1 fiche 


Fisheries access : licensing and registrations, 
policy and statistical review, 1977-92. 
MICROLOG 94-01853 1 fiche 


Fishermen's registration and species licences : a 
longitudinal perspective, 1986-91. MICROLOG 
94-01858 1 fiche 


Income support for Atlantic fishermen : 
approaches and options. MICROLOG 
94-01862 1 fiche 


An Income support system for Atlantic 
fishermen : consultation paper. MICROLOG 
94-01855 1 fiche 


Individual transferable quotas and the groundfish 
fisheries of Atlantic Canada. MICROLOG 
94-01864 1 fiche 


Market perspectives : Canadian seafood 
products. MICROLOG 94-01866 1 fiche 


Professionalization of fishers : foreign 
programmes. MICROLOG 94-01857 2 fiche 


Professionalization of fishers : options and 
Strategies for the Atlantic fisheries. 
MICROLOG 94-01856 2 fiche 


Professionalization, certification and training of 
fishermen. MICROLOG 94-01854 1 fiche 


Resource access and supply continuity in the 
Atlantic fisheries. MICROLOG 94-01852 
1 fiche 


Women in the Newfoundland fishery. 
MICROLOG 94-01859 1 fiche 


Task Force on the Ontario 

Environmental Bill of Rights 

Report of the Task Force on the Ontario 
Environmental Bill of Rights : supplementary 
recommendations. MICROLOG 94-01683 
1 fiche 


Task Force on the Use and 

Provision of Medical Services (Ont.) 

Final report 1990-91. MICROLOG 94-01666 
1 fiche 


Taux de change et économie (1992 : 

Otiawa, Ont.) 

Taux de change et économie : actes d'un 
colloque. MICROLOG 94-01631 8 fiche 


Taylor, M. 
Government training initiatives for First Nations, 
1993-94. MICROLOG 94-0177» 2 fiche 


Projets gouvernementaux de formation à 
l'intention des Premières Nations, 1993-94. 
MICROLOG 94-01775 2 fiche 


Teachers of English as a Second 

Language Association of Ontario 

Of special interest : proceedings of the 1989 
TESL Ontario Conference. MICROLOG 
94-01551 2 fiche 


Reading into the future : proceedings of the 
1990 TESL Ontario Conference. MICROLOG 
94-01552 2 fiche 


Tecsuit inc. 
Environmental assessment : Lachine Canal 


decontamination project : summary. 
MICROLOG 94-01731 1 fiche 


TEEGA Research Consultants Inc. 

Employment of ethnic groups in the clothing, 
textile, knitting mill, and leather industries. 
MICROLOG 94-01828 1 fiche 


Population projections of ethnic eg, in 
Canada to the year 2016. MICROLOG 
94-01846 2 fiche 


Profile of Canadians who speak neither French 
nor English. MICROLOG 94-01914 1 fiche 


Templeton, C.W.G. 

Effect of short-term storage of shoot tips from 
black spruce container seedlings on the 
estimation of bud initiation and needle 
primordia number. MICROLOG 94-01794 
1 fiche 


TESL Ontario Conference (1989 : 

Toronto, Ont.) 

Of special interest : proceedings of the 1989 
TESL Ontario Conterence. MICROLOG 
94-01551 2 fiche 


Reading into the future : proceedings of the 
1990 TESL Ontario Conference. MICROLOG 
94-01552 2 fiche 


Tetlow, R. 

Monetary policy, uncertainty and the 
presumption of linearity. MICROLOG 
94-01612 1 fiche 


Thompson, J. 

Planning Kidscience : Ontario Science Centre 
front-end analysis. MICROLOG 94-01582 
1 fiche 


Thonney, E. 
Employment of ethnic groups in the clothing, 


textile, knitting mill, and leather industries. 
MICROLOG 94-01828 1 fiche 


Thurlow, P.H. 


Stockout avoidance inventory behaviour with 
differentiated durable products. MICROLOG 
94-01686 1 fiche 


Toma, P. 

Improving oil production from horizontal wells in 
unconsolidated heavy oil reservoirs through 
better flow and sand control : final report. 
MICROLOG 94-01467 2 fiche 


Toronto Board of Education 

A Big vat of knowledge : an overview of 
TVOntario's non-formal distance education 
courses. MICROLOG 94-01575 1 fiche 


Creating classroom communities of literate 
thinkers. MICROLOG 94-01566 1 fiche 


Toronto Board of Education. 

Research Services 

An Evaluation of the pilot joint school food 
programs in the Toronto Board of Education. 
MICROLOG 94-01569 1 fiche 


Toronto (Ont.). Safe City Committee 

Everybody's Business : a forum on how 
business people can make their communities 
safer. MICROLOG 94-02068 1 fiche 


What we've done, 1992-93. MICROLOG 
94-02069 1 fiche 


Toulouse, M. 

An Appraisal of asynchronous parallelization 
approaches for tabu search algorithms. 
MICROLOG 94-01605 1 fiche 


Tourism Research Group 

The Golf industry in British Columbia : financial 
results and economic impacts, 1987-90. 
MICROLOG 94-01935 2 fiche 


Tourisme Canada 
Synthése des résultats des projets sur la 


culture, le mulliculturalisme, le tourisme et 
autres études. MICROLOG 94-01840 2 fiche 


Towers Perrin Inc. 

Report on the cost effectiveness of employee 
benefits arrangements in the public service 
and public sector of British Columbia. 
MICROLOG 94-01925 1 fiche 


Transportation Development Centre 

(Canada) 

The Canada Coach Lines accessible intercity 
bus service demonstration : two year report. 
MICROLOG 94-02064 3 fiche 


Transportation Safety Board of 

Canada 

Railway occurrence report : Canadian National 
Railway Company derailment, train no. 218-07, 
mile 204.39, Rivers subdivision, St. Lazare, 
Manitoba, 1506:07 CDT, 09 July 1991. 
MICROLOG 94-01736 1 fiche 


Trees in Rural and Urban 

Development (1980 : Port of Spain, 

Trinidad and Tobago) 

Proceedings of a symposium on urban forest 
Management within the Commonwealth of 
Nations, agenda subhead 5 - Trees in Rural 
and Urban Development. MICROLOG 
94-01587 2 fiche 
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Trépanier, M. 


L'industrie pharmaceutique : étude sectorielle 
MICROLOG 94-02087 1 fiche 


Trimac Consulting Services 


Operating costs of trucks in Canada, 1990 
MICROLOG 94-01652 5 fiche 


Trovato, F. 


Nativity and moriality in Canada, 1985-87 
MICROLOG 94-02140 1 fiche 


The Quiet revolution and the sex differential in 
Quebec's suicide rates, 1931-86. MICROLOG 
94-02143 1 fiche 


Trumble, R.J. 

Atlantic halibut Hippoglossus hippoglossus and 
Pacific halibut H. stenolepis and their North 
American fisheries. MICROLOG 94-01949 
1 fiche 


Turner, C.W. 

Faclors affecting the consolidation of steam 
generator sludge. MICROLOG 94-01674 
1 fiche 


Ulimann, R. 

The Value of mastering a modernithird 
language other than English or French a 
concept paper. MICROLOG 94-01848 1 fiche 


United Nations 


Convention on the Rights of the Child. 
MICROLOG 94-02032 1 fiche 


United States 


North American Agreement on Labor 
Cooperation between the government of 
Canada, the government of the United 
Mexican States and the government of the 
United States of America, 1993. -- Final draft. 
MICROLOG 94-01919 1 fiche 


Université de Montréal. Centre de 

recherche sur les transports 

An Appraisal of asynchronous parallelization 
approaches for tabu search algorithms. 
MICROLOG 94-01605 1 fiche 


Cur cum TRIO? -- Rev. MICROLOG 
94-02138 1 fiche 
Cur cum TRIO? -- Rév. MICROLOG 


94-02138 1 fiche 


Dynamic network equilibrium problem formulated 
as an infinite dimensional variational inequality 
problem. MICROLOG 94-01542 1 fiche 


Un Essai de classification des pays 
industrialisés suivant le profil de la mortalité 
violente des personnes agées. MICROLOG 
94-01684 2 fiche 


A Genetic approach to the vehicle routing 


problem with time windows. MICROLOG 
94-02136 1 fiche 


Postoptimizing equilibrium flows on large scale 
networks. MICROLOG 94-02137 1 fiche 
The Restructure of transporation in China : the 


emergence of a new transactional 
environment. MICROLOG 94-01669 1 fiche 


Universite de Montreal. Departement 

d’informatique et de recherche 

opérationnelle 

Postoptimizing equilibrium flows on large scale 
networks. MICROLOG 94-02137 1 fiche 


Université Laval. Département de 

chimie. Groupe de chimie analytique 

Echantillonnage et analyse des composés 
inorganiques toxiques aéroportés, bassin 
CHR hy oars du fleuve Saint-Laurent. 
MICROLOG 94-01761 1 fiche 


University of Alberta. Centre for 

Experimental Sociology 

The Alberta Survey 1992 : sampling report 
MICROLOG 94-02155 1 fiche 


The Alberta Survey 1993 : sampling report 
MICROLOG 94-02154 1 fiche 


General versus specific environmental concern 
a western Canadian case MICROLOG 
94-02153 1 fiche 


Populism and the rise of the Reform Party of 
Alberta. MICROLOG 94-02156 1 fiche 


Suppon for the Alberta NDP from professionals 
and managers : evidence from the Edmonton 
area and Alberta studies, 1982-92. 
MICROLOG 94-02152 1 fiche 


University of Alberta. Dept. of 
Sociology 


An Alternative to the lite table model 
MICROLOG 94-02148 1 fiche 


Badges and frontiers — families, women and 
work in an aging Canada. MICROLOG 
94-02145 1 fiche 


Education-job mismatch among Canadian 
universily graduates . implications for 
employers and educators MICROLOG 
94-02144 1 fiche 


Gender, earnings and proportions of wornen 
lessons from a high tech occupation. 
MICROLOG 94-02142 1 fiche 


Labour market problems and mental health a 
panel study of Canadian youth in transition 
from school to work. MICROLOG 94-02147 
1 fiche 


The Linkages between education and 
employment in Canada and the United 
Kingdom : a comparative analysis. 
MICROLOG 94-02149 1 fiche 


The Match between education and occupalion 
for immigrant women in Canada. MICROLOG 
94-02139 1 fiche 


Mortality modelling with order statistics 
MICROLOG 94-02146 1 fiche 


Nativity and mortality in Canada, 1985-87 
MICROLOG 94-02140 1 fiche 


Non-standard work in Canada and the United 
Kingdom. MICROLOG 94-02150 1 tiche 


Predicting old age mortality in Canada 
MICROLOG 94-02151 1 fiche 


The Quiet revolution and the sex differential in 
Quebec's suicide rates, 1931-86 MICROLOG 
94-02143 1 fiche 


Social structural factors associated with work 
hazards in the physical environment 
MICROLOG 94-02141 1 fiche 


University of Alberta. Population 

Research Laboratory 

The Alberta Survey 1992 : sampling report 
MICROLOG 94-02155 1 fiche 


The Alberla Survey 1993 : sampling repoit. 
MICROLOG 94-02154 1 fiche 


General versus specific environmental concern . 
a western Canadian case. MICROLOG 
94-02153 1 fiche 


Populism and the rise of the Reform Party of 
Alberta. MICROLOG 94-02156 1 fiche 


Support for the Alberta NDP from professionals 
and managers : evidence from the Edmonton 
area and Alberta studies, 1982-92 
MICROLOG 94-02152 1 fiche 


University of Manitoba. Dept. of Soil 
Science 


Soils of the Rural Municipality of Hanover 
MICROLOG 94-01939 2 fiche 


University of Toronto. Faculty of 

Education 

The Effect of changing demographics in a 
preservice program MICROLOG 94-01577 
1 fiche 


University of Toronto Press 


Fair taxation in a changing world : highlights : 
report. MICROLOG 94-02007 2 fiche 


University of Winnipeg. Institute of 

Urban Studies 

Evolution of northern housing policy. 
MICROLOG 94-01778 1 fiche 


Winnipeg residential tax assessment in 1990 : 
an equitable assessed city? MICROLOG 
94-01779 1 fiche 


Vallerand, A.L. 

Is energy substrate mobilization a limiting factor 
for cold thermogenesis? MICROLOG 
94-01832 1 fiche 


Van Wonderen, S.J. 


Establishment of a solar heat gain coetticient 
lest method. MICROLOG 94-01988 1 fiche 


Vancouver Stock Exchange & 
Securities Regulation Commission 
Vancouver Stock Exchange and Securities 


Regulation Commission : interim report. 
MICROLOG 94-01482 1 fiche 


Vérut, C. 

Markel research study on the Mexican market 
for food processing and packaging equipment. 
MICROLOG 94-02111 1 fiche 


Market study for sporting goods and leisure 
products in Mexico. MICROLOG 94-02077 
1 fiche 


Markel study on forestry harvesting and 
woodworking equipment in Mexico. MICROLOG 
94-02104 1 tiche 


Market study on lumber and wood products. 
MICROLOG 94-02097 1 fiche 


_ Markel study on telecommunications equipment 


and systems in Mexico. MICROLOG 94-02079 
1 fiche 


Market study on the automotive industry and 
auto parts industry in Mexico. MICROLOG 
94-02117 1 fiche 


Market study on the Mexican consumer 
products distribution system. MICROLOG 
94-02081 1 fiche 


Markel study on the Mexican tron and steel 
industry. MICROLOG 94-02105 1 fiche 


Market study on the Mexican market for 
building products and materials. MICROLOG 
94-02112 1 fiche 


Market study on the Mexican market for 
computers and soltware. MICROLOG 
94-02101 1 fiche 


Market study on the Mexican market for 
electrical distribution equipment. MICROLOG 
94-02113 1 fiche 


Market sludy on the Mexican market for 
electronic components. MICROLOG 94-02103 
1 fiche 


Market study on the Mexican market for home 
and office furniture. MICROLOG 94-02114 
1 fiche 


Markel study on the Mexican market for hotel 
and restaurant equipment and supplies 
MICROLOG 94-02080 1 fiche 


Markel sludy on the Mexican market for 
industrial process control instruments and 
equipment MICROLOG 94-02074 1 fiche 
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Market study on the Mexican market for 
instruments and laboratory equipment. 
MICROLOG 94-02098 1 fiche 


Market study on the Mexican market for 
machine tools and metalworking equipment. 
MICROLOG 94-02107 1 fiche 


Market study on the Mexican market for 
materials handling equipment. MICROLOG 
94-02115 1 fiche 


Market study on the Mexican market tor 
medical equipment and supplies. MICROLOG 
94-02099 1 fiche 


Market study on the Mexican market for 
plastics production, machinery, equipment and 
resins. MICROLOG 94-02076 1 fiche 


Market study on the Mexican market for safely 
and security related products. MICROLOG 
94-02075 1 fiche 


Market study on the Mexican pulp and paper 
market. MICROLOG 94-02100 1 fiche 


Market study on the oil and petroleum industry 
in Mexico. MICROLOG 94-02078 1 fiche 


Victim Assistance Program (B.C.) 

One step at a time : a review of the Victim 
Assistance Program : summary of 
recommendations. MICROLOG 94-02057 
1 fiche 


Sexual assault : victim service worker 


handbook. MICROLOG 94-01524 1 fiche 


Wife assault : violence against women in 
relationships : victim service worker handbook 
MICROLOG 94-01523 1 fiche 


Vincent, P. 


Coûts et revenus des entreprises de pêche du 
Québec, 1992. MICROLOG 94-01843 2 fiche 


Vista Strategic Information 

Management Inc. 

Overview of economic issues in British 
Columbia and facts for discussions on 
planning change in health care, advanced 
education public service. MICROLOG 
94-01921 2 fiche 


Wagner, Daigle, Revay Itee 

Le Secteur canadien de l'inspection des 
bâtiments résidentiels. MICROLOG 94-01726 
2 fiche 


Wagner, R.G. 

Public attitudes towards herbicides and thei 
implications for a public involvement strategy 
for the Vegetation Management Alternatives 
Program. MICROLOG 94-01814 3 fiche 


Vegetation Management Alternatives Program 
Annual report 1992-93. MICROLOG 94-01929 
1 fiche 


Wall, G. 


General versus specific environmental concern : 
a western Canadian case. MICROLOG 
94-02153 1 fiche 


Walsh, D.G. 


Current research, 1993. 
6 fiche 


MICROLOG 94-01879 


Wasilewski, A. 


Seeking Innovation - international cooperation 
among universities conference : conference 
proceedings. MICROLOG 94-02005 1 fiche 


Weiss, J. 


Planning Kidscience : Ontario Science Centre 
front-end analysis. MICROLOG 94-01582 
1 fiche 


Wellington County Board of Education 


Independent study : is tt an appropriate 
curriculum model for gitted adolescents? 
MICROLOG 94-01568 1 fiche 


Wells, G. 


Creating classroom communities of literate 
thinkers. MICROLOG 94-01566 1 fiche 


Intersubjectivity and the construction of 
knowledge. MICROLOG 94-01565 1 fiche 


West, D. 


A Comparison of work force skills and wages 
between Ontario, Canada and selected states 


in the US. a research report. MICROLOG 
94-01738 1 fiche 
Whelan, D. 


Development of yeast cultures for efficient 
fermentation of pentoses in cellulose 
hydrolysates MICROLOG 94-01990 2 fiche 


Whitzman, C. 


Everybody's Business . a forum on how 
business people can make ther communities 
safer MICROLOG 94-02068 1 fiche 


Whybrow, J.A. 
Property tax and assessment in British 


Columbia . a decade of change MICROLOG 
94-01536 1 fiche 
Wiele, K. 


Public attitudes towards herbicides and their 
implications for a public involvement strategy 
for the Vegetation Management Alternatives 
Program MICROLOG 94-01814 3 fiche 


Wierzba, L. 

The Effect of changing demographics in a 
preservice program. MICROLOG 94-01577 
1 fiche 


William M. Mercer Limited 

Report on the cost effectiveness of employee 
benefits arrangements in the public service 
and public sector of British Columbia. 
MICROLOG 94-01925 1 fiche 


Williams, P. 


A Framework for marketing ethnocultural 
communities and festivals execulive summary 
MICROLOG 94-02044 1 tiche 


Wills, D.A. 

The Civic participation of visible minorities in 
Canadian society — framework and issues tor 
research and analysis MICROLOG 94-01909 
2 fiche 


Wilson, R.A. 

Geology of Heath Steele-Haltmile Lakes area. 
Northumberland County, New Brunswick. par 
of NTS 0/8. MICROLOG 94-01723 2 tiche 


Wolf, RR. 


An Inventory of inaclive quarnes in the 
Paleozoic limestone and dolostone strata of 
Ontario. MICROLOG 94-01885 3 fiche 


Wong, J. 
Ice jam configuration : second generation model 
MICROLOG 94-01954 1 fiche 


Woolford, D. 

Resource guide of publications supported by 
multiculturalism programs, 1973-92 
MICROLOG 94-01904 2 fiche 


Workers’ Compensation Board of 
Nova Scotia 


Calculation of benelits under Section 45 . a 
discussion paper. MICROLOG 94-01748 
1 fiche 


World Tourism Organization. 
Environment Committee 
Indicators for the sustainable management of 
tourism . report MICROLOG 94-01703 
1 fiche 


Woudstra, K. 


Everybody's Business : a ‘forum on how 
business people can make their communities 
safer. MICROLOG 94-02068 1 fiche 


Wright, R.E. 


Barriers to the recognition of the credentials of 
immigrants in Canada . an analysis using 
census data. MICROLOG 94-01907 2 fiche 


Wrobel, M.G. 
Canada-U.S. steel trade -- Rev. 
94-02050 1 fiche 


Wu, JH. 

Dynamic network equilibrium problem formulated 
as an infinite dimensional variational inequality 
problem. MICROLOG 94-01542 1 fiche 


MICROLOG 


Young, A. 


Seeking Innovation international cooperation 
among universities conference : conference 
proceedings. MICROLOG 94-02005 1 fiche 


Youth Council of New Brunswick 


Annual report 1992-93. MICROLOG 94-01706 
1 fiche 


Yukon Territory 


Annual report 1992-93 
1 fiche 


MICROLOG 94-01899 


Yukon Territory. Dept. of Finance 


Capital estinates, 1994-95. MICROLOG 
94-01648 2 fiche 


Estimales | supplementary no. 1, 1993-94. 
MICROLOG 94-01663 1 fiche 


Estinates —§ supplementary no. 2, 1992-93 
MICROLOG 94-01637 1 fiche 


Yukon Territory. Dept. of Health and 
Human Resources 


Community health status assessment of the 
Yukon MICROLOG 94-01687 1 fiche 


Yuksel, |. 

Retngerated and re-circulated seawater lobster 
holding system for inshore lobster boats. 
MICROLOG 94-01786 1 fiche 


Vivier à homards avec eau de mer rétrigérée 
pour homardiers côliers. MICROLOG 
94-01786 1 fiche 


Zarnovican, R. 

Analyse de quelques éléments de la production 
forestiére de l'unté de gestion des Chic- 
Chocs, partie occidentale. MICROLOG 
94-01588 1 fiche 


Zebchuk, W.D. 

Performance assessment of the tension 
infilttometer marketed by Soilmoisture 
Equipment Corp., Santa Barbara, California. 
MICROLOG 94-01622 1 fiche 


Zhang, S. 

Evaluation of extraction techniques for butyltin 
compounds in sediment. MICROLOG 94-01957 
1 fiche 


Zou, H. 

Formation and stability of Fe-rich precipitates in 
dilute Zr(Fe) single-crystal alloys. MICROLOG 
94-01673 1 tiche 
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Aborigènes Voir Autochtones 


Abus sexuels à l’egard des enfants 
Voir aussi Crimes sexuels 

Les Personnes qui ont été exploitées 
sexuellement pendant l'enfance. MICROLOG 
94-01920 1 fiche 


Abus sexuels d'enfants Voir Abus sexuels à 
l'égard des entants 


Abuse of children See Child abuse 


Abused wives 

Wife assault : violence against women in 
relationships . victim service worker handbook. 
MICROLOG 94-01523 1 fiche 


Academic achievement 

Academic outcomes and behavior : identitying 
quality indicators. MICROLOG 94-01947 
1 fiche 


Accès à l'information Voir Liberté d'information 


Accidents d'automobiles Voir Accidents de la 
route 


Accidents de chemins de fer Voir Chemins de 
fer -- Accidents 


Accidents de la route 


Statistiques sur les collisions de la roule au 
Canada, 1991. MICROLOG 94-01596 1 fiche 


Accidents de transport Voir Accidents de la 
route 


Acid mine drainage 

British Columbia Acid Mine Drainage Task 
Force : Annual report 1990-91. MICROLOG 
94-01501 1 fiche 

Treatment of acidic seepages using wetland 
ecology and microbiology : overall program 
assessment : final report. MICROLOG 
94-01985 2 fiche 


Acid rain Ontario 

Government review of the countdown companies’ 
1991 acid gas emissions audits. MICROLOG 
94-01541 1 fiche 


Acier — Industrie et commerce 

L’Activité métallurgique au Canada : fer el acier 
de première fusion, 1993. MICROLOG 
94-01655 2 fiche 


Acquired Immune Deficiency Syndrome See AIDS 


(Disease) 
Activated charcoal See Carbon, Activated 


Acupuncture 
Recommendations on the designation of 
acupuncture. MICROLOG 94-01808 1 fiche 


Adaptation des travailleurs Voir Milieu de travail 


Administration de la justice Voir Justice, 
Administration de la 


Administration municipale — Nouveau- 
Brunswick 


Administration municipale de la Péninsule 
acadienne. -- Rév. MICROLOG 94-01876 
1 fiche 


SUBJECT INDEX 
INDEX DES MATIERES 


Adolescence Voir Jeunesse 


Advertising 
See also Marketing, Packaging 


Senior management response to relocation 
advertising : a research report. MICROLOG 
94-01875 1 fiche 


Aerial dusting in forestry See Aerial spraying 
and dusting in forestry 


Aerial spraying and dusting in 
forestry 
Instruction for evaluating deposit of Bacillus 


thuringiensis tormulas during aenal treatments. 
MICROLOG 94-01589 1 fiche 


Affective development See liumanistic education 


Age ~ Physiological effect See Aging 


Aged 
See also Aging 
Predicting old age mortality in Canada 


MICROLOG 94-02151 1 fiche 


Aged Home care 


Coordinated home care program — evaluation 
report, phase 1. MICROLOG 94-01730 3 fiche 


Aged Housing 
A Guidebook on life tenancy options. 
MICROLOG 94-02157 1 fiche 


Aged Nova Scotia 


Nova Scotia Senior Citizens’ Commission 
directory. MICROLOG 94-01699 1 fictie 


Aged Services for 


Nova Scolia Senior Citizens’ Commission 
directory. MICROLOG 94-01699 1 fiche 


Aging 

See also Aged 

Ageing and independence — overview of a 
national survey. MICROLOG 94-01530 2 fiche 


Aging persons See Aged 


Agression sexuelle Voir Abus sexuels à l'égard 
des enfants, Crimes sexuels 


Agribusiness See Agriculture Economic aspecls 


Agricultural crops See Crops 


Agricultural economics See Agriculture Economic 


aspects 


Agricultural engineering 

Abstracts of technical reports : ACAE Workshop, 
1992. MICROLOG 94-01820 1 fiche 

Abstracts of technical reports : ACAE Workshop, 
1993, MICROLOG 94-01819 1 fiche 


Agricultural insurance Crops 

Canada-Ontario Crop Insurance : Annual report 
1992-93. MICROLOG 94-01720 1 fiche 

Crop Insurance Act : Annual report 1990-91. 
MICROLOG 94-02010 1 fiche 


Agricultural machinery 

Pertormance assessment of the tension 
infiltrometer marketed by Soilmoisture 
Equipment Corp., Santa Barbara, Calitornia. 
MICROLOG 94-01622 1 fiche 


Agricultural research See Agriculture Research 


Agricultural statistics See Agriculture Statistics 


Agricultural subsidies 
Profarm 93 : programs to hel 
agriculture grow. MICROLO! 


New Brunswick 
94-01759 2 fiche 


Agriculture Aide de l'Etat Voir Aide de l'Etat à 
l'agriculture 
Agriculture British Columbia 


British Columbia. Ministry of Agriculture, 
Fisheries and Food : Annual report 1991-92. 
MICROLOG 94-01897 1 fiche 


Agriculture Economic aspects 

A Consensus of the comparative costs and 
relurns of a 1920 acre direct seeding and 
conventional seeding operation in the Falher 
Region. MICROLOG 94-01611 1 fiche 


Agriculture - Equipment and supplies 
See Agricultural machinery 


Agriculture - Manitoba 


Manitoba agriculture yearbook, 1992. 
MICROLOG 94-01654 2 fiche 


Agriculture - New Brunswick 
Profarm 93 : programs to help New Brunswick 
agriculture grow. MICROLOG 94-01759 2 fiche 


Agriculture - Nouveau-Brunswick 

Proferme 93 : programmes d'aide à l'agricullure 
au Nouveau-Brunswick. MICROLOG 94-01760 
2 fiche 


Agriculture - Ontario 


Agricultural statistics for Ontario, 1992. 
MICROLOG 94-01661 2 fiche 


Agriculture Recherche 

Institut de recherche agricole de l'Ontario : 
Rapport annuel 1992-93. MICROLOG 
94-01668 1 fiche 


Agriculture Research 
Agricultural Research Institute of Ontario : Annual 
report 1992-93. MICROLOG 94-01668 1 fiche 


Agriculture - Statistics 

Agricultural statistics for Ontario, 1992. 
MICROLOG 94-01661 2 fiche 

Manitoba agriculture yearbook, 1992. 
MICROLOG 94-01654 2 fiche 


Agriculture Subventions Voir Aide de l'Etat à 
l'agriculture 


Aide de l'Etat à l’agriculture 

Proterme 93 : programmes d'aide à l'agriculture 
au Nouveau-Brunswick. MICROLOG 94-01760 
2 tiche 


Aide de l'Etat à l'éducation Quebec 
(Province) 


Procédures relatives aux demandes d'allocations 
supplémentaires et d'autorisalions de cours 
provenant des commissions scolaires, 1992-93. 
MICROLOG 94-02163 1 fiche 


Aide juridique 
Rapport de travail au Sous-ministre de la 
justice. MICROLOG 94-02000 1 fiche 


Aide-enseignante 
L'Aide-enseignante en milieu scolaire. 
MICROLOG 94-02021 1 fiche 
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AIDS (Disease) 
See also HIV (Viruses) 


Saskatchewan provincial HIV/AIDS strategy, 
phase |. MICROLOG 94-01602 1 fiche 


Air — Pollution intérieure 
Les Gaz souterrains et l'habitation : guide destiné 
aux municipalités. MICROLOG 94-02161 1 fiche 


Air pollution - New Brunswick 


A Clean air strategy for New Brunswick. 
MICROLOG 94-02031 1 fiche 


Air pollution — Northern Regions 


Synopsis of research conducted under the 
1992/93 Northern Contaminants Program. 
MICROLOG 94-01525 4 fiche 


Air pollution, Indoor See Indoor air pollution 


Air quality - New Brunswick 


A Clean air strategy for New Brunswick. 
MICROLOG 94-02031 1 fiche 


Air, Pollution de I!’ — Nouveau- 
Brunswick 


Une Stratégie d'assainissement de l'air pour le 
Nouveau-Brunswick. MICROLOG 94-02031 
1 fiche 


Air, Qualité de !’ Nouveau-Brunswick 


Une Stratégie d'assainissement de l'air pour le 
Nouveau-Brunswick. MICROLOG 94-02031 
1 fiche 


Airtightness of buildings See Buildings — 
Airtightness 


Alberta — Demography See Alberta - Population 


Alberta — Population 

The Alberta Survey 1992 : sampling report. 
MICROLOG 94-02155 1 tiche 

The Alberta Survey 1993 : sampling report. 
MICROLOG 94-02154 1 fiche 


Alberta - Public finance 

1993-94 government estimates : supplementary 
information, element details. MICROLOG 
94-01512 1 fiche 


Algorithms 

An Appraisal of asynchronous parallelization 
approaches for tabu search algorithms. 
MICROLOG 94-01605 1 fiche 


Alien labour 

The Match between education and occupation for 
immigrant women in Canada. MICROLOG 
94-02139 1 fiche 


Alimentation — Industrie Voir Aliments — Industrie et 


commerce 


Aliments Industrie et commerce 

Cadre pour l'analyse de la compétitivité du 
secteur agro-alimentaire. MICROLOG 94-02013 
1 fiche 

Survol des activités industrielles, scientifiques et 
technologiques du secteur bio-alimentaire de la 
région métropolitaine de Montréal : étude 
sectorielle. MICROLOG 94-02086 2 fiche 


Alloys 

Formation and stability of Fe-rich precipitates in 
dilute Zr(Fe) single-crystal alloys. MICROLOG 
94-01673 1 fiche 

Study of point defect mobilities in zirconium 
during electron irradiation in a HVEM. 
MICROLOG 94-01672 1 fiche 


Amélioration de l'environnement 
Voir Environnement, Protection de l' 


Analyse de regression 
Cur cum TRIO? -- Rév. 
1 fiche 


MICROLOG 94-02138 


Analysis, Spectrum See Spectrum analysis 


Anglais (Langue) Dictionnaires 

français 

Dictionnaire de la couche d'ozone 
94-02131 6 fiche | 

Dictionnaire de la robinetterie et de la tuyauterie 
industrielles : dictionnaire anglais-français. 
MICROLOG 94-01488 4 fiche 

Lexique constitutionnel. MICROLOG 94-02132 
4 fiche 

Vocabulaire de la mécanisation forestière 
vocabulaire français-anglais.  MICROLOG 
94-01487 2 fiche 


MICROLOG 


Animal — Parasites See Parasites 
Animal parasites See Parasites 


Apartment buildings See High-rise apartment 
buildings 


Arbres Croissance 

Analyse de quelques éléments de la production 
forestière de l'unité de gestion des Chic- 
Chocs, partie occidentale. MICROLOG 
94-01588 1 fiche 

Modélisation de la croissance et du rendement 
des pessières noires au Québec. 
MICROLOG 94-01675 2 fiche 


Arbres —- Maladies et fléaux 

Voir aussi Insectes forestiers, Inseclicides 

Les Caries de l'épinette noire dans la forêt 
boréale au Québec MICROLOG 94-01873 
1 fiche 

Contrôle chimique du Lophophacidium 
hyperboreum. MICROLOG 94-01595 1 fiche 

Evaluation des fongicides utilisés pour le contrôle 
du Gremmeniella abietina, IN : résultats des 
essais effectués sur le terrain en 1978 
MICROLOG 94-01594 1 fiche 

Insectes et maladies des arbres au Canada, 
1990. MICROLOG 94-01657 2 tiche 

Revue bibliographique sur Pachypappa tremulae 
(L) : un puceron des racines des plants de 


coniféres en récipients. MICROLOG 
94-01548 1 fiche 
Arbres de Noel Culture 


Culture du sapin baumier dans des champs et 
en forêt pour la production d'arbres de Noel. 
-- Rév. MICROLOG 94-02028 1 fiche 


Architecture 

Design and analysis of preliminary C-2000 multi- 
residential building. MICROLOG 94-01986 
1 fiche 


Archives 

Strategic approaches of the National Archives of 
Canada, 1992-96. MICROLOG 94-01733 
1 fiche 


Archives - Nova Scotia 


Public Archives of Nova Scolia : Annual report 
1991-92. MICROLOG 94-01626 1 fiche 


Archives publiques 

Orientations stratégiques des Archives nationales 
du Canada, 1992-96. MICROLOG 94-01733 
1 fiche 


Archives publiques - Québec 

(Province) 

Archives d'origine privée conservées au Centre 
d'archives de la Côte-Nord. MICROLOG 
94-02092 1 fiche 

Archives d'origine privée conservées au Centre 
d'archives de l'Outaouais. MICROLOG 
94-02091 1 fiche 

Archives écrites d'origine privée conservées au 
Centre d'archives de Québec et de Chaudière- 
Appalaches : guide. MICROLOG 94-02085 
2 fiche 

Copies d'archives d'origine française : 
MICROLOG 94-02082 6 fiche 


guide. 


Arctic regions Research 


Directory of polar specialists in Canada. -- 2d 
ed. MICROLOG 94-01881 4 fiche 


Arctic research See Arctic regions — Research 


Arms control 


Bibliography on arms control verilication. -- 2d 
update. MICROLOG 94-02119 2 fiche 


Arsenic 


Kelliher arsenic removal study. 
94-01689 1 fiche 


Artists 

Preliminary recommendations of the B.C. 
Advisory Committee on the Status of the 
Artist : discussion paper. MICROLOG 
94-01792 1 fiche 


Arts 

Arts research biblography, vol. 4. 
94-01615 2 fiche 

New Brunswick Arts Board : Annual report 1992- 
93. MICROLOG 94-01782 2 fiche 


Arts 

Conseil des arts du Nouveau-Brunswick : 
Rapport annuel 1992-93. MICROLOG 
94-01782 2 fiche 

Répertoire des travaux de recherche sur les 
ans, vol. 4. MICROLOG 94-01615 2 fiche 


Asphalt 

Tall oil pitch moditied asphalt : properties and 
use in road construction and maintenance 
operations. MICROLOG 94-01473 1 fiche 


Assistance juridique Voir Aide juridique 


MICROLOG 


MICROLOG 


Associations coopératives Voir Coopéralives 


Associations de crédit Voir Caisses d'épargne et 
de crédit 


Assurance qualite 
Assurance de la qualité dans le contrôle de la 
qualité des eaux. MICROLOG 94-01941 5 fiche 


Assurance-depots 
Société d'assurance-dépôts du Canada : Rapport 
annuel 1992. MICROLOG 94-02052 2 fiche 


Assurance-recolte 

Canada-Ontario programme d'assurance-récoltte : 
Rappon annuel 1992-93. MICROLOG 
94-01720 1 fiche 

Loi sur l'assurance-récolle : Rapport annuel 1990- 
91. MICROLOG 94-02010 1 fiche 


Athletic goods industry See Sporting goods 
industry 


Atlantic herring See Herring 


Atlantic Provinces - Economic 
conditions 


In the spirit of cooperation : laying the 
foundation, 1991-93. MICROLOG 94-02063 
1 fiche 


Atmospheric ozone 
Ozone layer dictionary. MICROLOG 94-02131 
6 fiche 


Autobus scolaires 


Séminaire sur le transport scolaire. 
MICROLOG 94-01780 1 fiche 


Autochtones 

Projets gouvernementaux de formation a 
l'intention des Premières Nations, 1993-94. 
MICROLOG 94-01775 2 fiche 

Soldats autochtones, lerres étrangères. 
MICROLOG 94-01603 1 fiche 


Autochtones Culture Voir Autochtones 
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Autochtones — Education 
Possibilités de formation pour les Indiens et les 
Inuit, 1993-94. MICROLOG 94-01756 3 fiche 


Autochtones — Gouvernement tribal 
Voir Autochtones — Politique et gouvernement 


Autochtones — Politique et 

gouvernement 

Partenaires au sein de la Confédération : les 
peuples autochtones, l'autonomie 
gouvernementale et la Constitution. 
MICROLOG 94-02012 1 fiche 


Autochtones Relations avec l'Etat 

La Revendication de l'Arctique de l'ouest : guide 
explicatif de l'Entente finale des Inuvialuit. 
MICROLOG 94-01776 1 fiche 


Autochtones - Santé et hygiène 


La Santé des autochtones au Canada. 
MICROLOG 94-01732 1 fiche 


Autochtones - Territoires du Nord- 

Ouest 

La Revendication de l'Arctique de l'ouest : guide 
explicatif de l'Entente finale des Inuvialuit. 
MICROLOG 94-01776 1 fiche 


Autochtones, Services aux 

Revue des programmes de services de police 
autochtones, partie Ill : pour un meilleur accès 
aux services de police. MICROLOG 
94-01619 1 fiche 

Revue des programmes de services de police 
autochtones, partie IV : programmes de 
communications et de liaison avec la 
collectivité. MICROLOG 94-01618 1 fiche 

Revue des programmes de services de police 
autochtones, partie V : programmes pour les 
jeunes. MICROLOG 94-01617 1 fiche 

Revue des programmes de services de police 
autochtones, partie VI : programmes de 
prévention contre la consommation d'alcool et 
de drogue. MICROLOG 94-01620 1 fiche 

Revue des programmes de services de police 
autochtones, partie VII : programmes axés sur 
les besoins des victimes et des délinquants. 
MICROLOG 94-01616 1 fiche 

Les Services de police et les autochtones. 
MICROLOG 94-01609 2 fiche 


Automobile accidents See Traffic accidents 


Automobile industry and trade 


Market study on the automotive industry and 
auto parts industry in Mexico. MICROLOG 
94-02117 1 fiche 


Automobiles -- Accidents Voir Accidents de la 
route 


Automobiles, Electric See Electric vehicles 


Automotive industry See Automobile industry and 
trade 


Bacteria 


Extraction of adenine nucleotides from bacteria. 
MICROLOG 94-01962 1 fiche 

Fresh water bacterial aggregate development : 
effect of dissolved organic matter. 
MICROLOG 94-01960 1 fiche 


Baleines 

Plan d'action interministériel pour favoriser la 
survie du béluga du Saint-Laurent. 
MICROLOG 94-01682 1 fiche 


Bank deposit insurance See Deposit insurance 


Banques — Garantie des dépôts Voir Assurance- 
dépôts 


Basins, Structural See Basins (Geology) 


Basins (Geology) 

Geochemical characteristics and benthic 
macrofauna biomass in intertidal and subtidal 
sediments of Annapolis Basin, Nova Scotia, 
1993. MICROLOG 94-01627 1 fiche 


Bateaux de pêche 

Evolution des flottes de pêche du Québec, 1985- 
92 : effectits et débarquements. MICROLOG 
94-01803 2 fiche 


Battered wives See Abused wives 
Belugas See Whales 


Beton et ciment 


Etude d'évaluation complémentaire de blocs de 
béton faits avec un fort volume de cendres 
volantes ou au lailier de haut fourneau. 
MICROLOG 94-01984 1 fiche 


Beverage industry 
See also Bottlied water industry, Liquor industry 


The UK food and drink packaging industry. 
MICROLOG 94-01537 1 fiche 


Bioassay See Biological assay 
Biodiversity See Biological diversity 
Bioenergy See Biomass energy 


Biological assay 
Nith River bioassay study 
94-01959 1 fiche 


MICROLOG 


Biological diversity 

Guidelines for maintaining biodiversity during 
juvenile spacing. MICROLOG 94-02055 
1 fiche 


Biological fuels See Biomass energy 


Biomass energy 
Annotated bibliography of ENFOR biomass 
reports, 1979-90. MICROLOG 94-01656 4 fiche 


Biomasse 

Bibliographie annotée des rapports ENFOR sur 
la biomasse, 1979-90. MICROLOG 94-01656 
4 fiche 


Biomasse forestière 

Bibliographie annotée des rapports ENFOR sur 
la biomasse, 1979-90. MICROLOG 94-01656 
4 fiche 


Biotechnology 
Plant Biotechnology Institute (Canada) : Annual 
report 1992-93. MICROLOG 94-01789 1 liche 


Body temperature 

Is energy substrate mobilization a limiting factor 
for cold thermogenesis? MICROLOG 
94-01832 1 fiche 


Bonds 

The Demand for M2 plus, Canada Savings 
Bonds and treasury bills. .MICROLOG 
94-01685 1 fiche 


Bottled water industry 

The Market for bottled drinking water in 
Mexico : 
MICROLOG 94-02108 1 fiche 


Boundaries 

International Boundary Commission : 1991 joint 
annual report : United States and Canada. 
MICROLOG 94-01847 1 fiche 

Transportation implications associated with the 
Calais, Maine/St Stephen, New Brunswick 
international border crossings. MICROLOG 
94-02017 1 fiche 


Bourses de recherche 

Conseil de recherches en sciences naturelles el 
en génie du Canada : Rapport du président 
1991-92. MICROLOG 94-01503 2 fiche 


information for Canadian businessmen. 


British Columbia Economic conditions 

British Columbia community economic 
dependencies. MICROLOG 94-02053 1 fiche 

Overview ol economic issues in British Columbia 
and facts for discussions on planning change 
in health care, advanced education public 
service. MICROLOG 94-01921 2 fiche 


British Columbia Public finance 
Public accounts, 1992-93. MICROLOG 94-01809 


10 fiche 

Budget Alberta 

Budget ‘93 a financial plan for Alberta. -- 
Update. MICROLOG 94-01518 2 fiche 


Budget - Northwest Territories 


Capital estimates, 1994-95. MICROLOG 
94-01653 3 fiche 

Budget Ontario 

Budget de l'Ontario, 1993. MICROLOG 


94-01815 2 fiche 


Budget Yukon Territory 


Capital estimates, 1994-95. MICROLOG 
94-01648 2 fiche 


Estimates : supplementary no. 1, 1993-94. 
MICROLOG 94-01663 1 fiche 

Estimates : supplementary no. 2, 1992-93. : 
MICROLOG 94-01637 1 fiche 


Building - Contracts and specifications 
See Buildings — Specifications 


Building — Specifications See Buildings — 
Specifications 


Building design See Architecture 


Building materials industry 


Market study on the Mexican market for building 
products and materials. MICROLOG 94-02112 
1 fiche 


Buildings  Airtightness 


Framework for investigating building envelope 
defects. MICROLOG 94-02159 1 fiche 


Buildings Specifications 
Float home standard. MICROLOG 94-01834 
1 fiche 


Bureaux - Pollution de l'air Voir Air — Pollution 


intérieure 


Bursts, Rock See Rock bursts 


Buses 

See also School buses 

The Canada Coach Lines accessible intercity bus 
service demonstration : two year report. 
MICROLOG 94-02064 3 fiche 


Business See Commerce 


Business women See Women in business 


Businessmen 

See also Women in business 

Everybody's Business : a forum on how business 
people can make their communities safer. 
MICROLOG 94-02068 1 fiche 


Buyers’ guides See Consumer education 


C 


C section See Cesarean section 


Caisses d'épargne et de credit 
Caisses populaires . Rapport annuel 1992. 
MICROLOG 94-01772 1 fiche 


Caisses populaires Voir Caisses d'épargne el de 
crédit 
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Calgary (Alta.) - Population 


Census results, 1992 : selected comparisons. 
MICROLOG 94-02164 1 fiche 


Canada, Northern See Northern regions 
Canalisations Vor Tuyauterie 


Canals 

Environmental assessment : 
decontamination project : 
94-01731 1 fiche 


Lachine Canal 
summary. MICROLOG 


Capelan 

Pêche et caractéristiques biologiques du capelan 
Mallotus villosus dans le golte du Saint- 
Laurent, 1984-92. MICROLOG 94-02018 
1 fiche 


Capelin 

Fishery and biological characteristics of the 
capelin Mallotus villosus in the Gulf of St. 
Lawrence, 1984-92. MICROLOG 94-02018 
1 fiche 


Capital equipment See Industrial equipment 


Carbon, Activated 
Microwave power optimization for carbon 


activation : part of the Canada/Ontario Mineral 
Development Agreement : final report. 
MICROLOG 94-01981 1 fiche 


Careers See Occupations 


Catch per unit of effort in fisheries 
See Fisheries — Catch effort 


Census 


Census results, 1992 : selected comparisons. 
MICROLOG 94-02164 1 fiche 


Census — Statistics See Census 


Centrales nucléaires — Inspection 

Rapport annuel du personnel de la CCEA sur 
la centrale nucléaire Gentilly 2, 1992. 
MICROLOG 94-01495 1 fiche 


Cesarean section 


The Report of the Caesarean Section Task 
Force. MICROLOG 94-01805 2 fiche 


Champignons 
La Culture commerciale des champignons. 
MICROLOG 94-01621 1 fiche 


Chefs d'entreprise 

Répertoire des employeurs : Péninsule acadienne 
: Classification : type des industries. -- Rév. 
MICROLOG 94-01754 3 fiche 


Chemins de fer Accidents 

Rapport d'enquête sur accident ferroviaire : 
Compagnie des chemins de fer nationaux du 
Canada, déraillement, train numéro 218-07, 
point milliaire 204,39, subdivision Rivers, Saint- 
Lazare, Manitoba, 15h 6 min 7 s HAC, le 9 
juillet 1991. MICROLOG 94-01736 1 fiche 


Child abuse 
See also Child molesting 


Abuse of deaf students at Jericho Hill School. 
MICROLOG 94-01804 1 fiche 


Child molesting 


Adult survivors of child sexual abuse. 
MICROLOG 94-01920 1 fiche 


Child neglect See Child abuse 
Child sexual abuse See Child molesting 


Child welfare — Legal status, laws, etc. 
See Children — Legal status, laws, etc. 


Childhood See Children 


Children 
Safe crossings : guidelines for school crossings 
programs. MICROLOG 94-01802 1 fiche 


Abuse of See Child abuse 


Children Attitudes 
Aspirations project : qualitative research report. 
MICROLOG 94-01688 1 fiche 


Children Care and hygiene See Children 
Health and hygiene 


Children 


Children Health and hygiene 

Are you listening? Helping young people take 
action for health : stories from British 
Columbia. MICROLOG 94-01511 1 fiche 

Early childhood initiatives : an overview : a 
collaborative strategy. MICROLOG 94-01752 
1 fiche 


Children 


Education See Education 


Children Law See Children - Legal status, laws, 
etc. 
Children Legal status, laws, etc. 


Convention on the Rights of the Child. 
MICROLOG 94-02032 1 fiche 


Children’s accidents Prevention 

Batish Columbia directory : unintentional injury 
prevention programs for children and youth, 
ages 0-24 addendum. MICROLOG 94-01475 
1 fiche 

Injury facts and prevention strategies for 
children and youth in British Columbia. 
MICROLOG 94-01484 1 fiche 


Chromatics See Colour 
Ciment Voir Béton et ciment 


Cinéma et violence Voir Violence dans les mass 
media 


Circonscriptions electorales 


La Nouvelle carte électorale du Nouveau- 
Brunswick : le dernier rappon. MICROLOG 
94-01750 2 fiche 

Circulation Accidents Voir Accidents de la route 


Citizen's defender See Ombudsman 
Citizenship 


Recent work in citizenship theory 
MICROLOG 94-02033 1 fiche 


: a report. 


Civil service British Columbia 

Commission of Inquiry into the Public Service 
and Public Sector contracted community 
social services, listing of expenditures by 
funded agency tor 1991-92 fiscal year. 
MICROLOG 94-01923 3 fiche 

Overview of economic issues in British Columbia 
and facts for discussions on planning change 
in health care, advanced education public 
service. MICROLOG 94-01921 2 fiche 

Report from the Working Committee on New 
Employer Organization for the Health System. 
MICROLOG 94-01922 2 fiche 

Report on execulive compensation and 
compensation review processes tor the 
Commission of Inquiry into the Public Service 
and Public Sector. MICROLOG 94-01924 
1 fiche 

Report on the cost effectiveness of employee 
benefits arrangements in the public service 
and public sector of British Columbia. 
MICROLOG 94-01925 1 fiche 


Civil service Pensions 

Caisse de dépôt et placement du Québec : 
Annual report 1992. MICROLOG 94-01491 
1 fiche 

Financial statistics, 1992. 
1 fiche 


MICROLOG 94-01490 


Civil service pensions See Civil service 
Pensions 


Classification Films 

Ontario. Commission de contrôle 
cinématographique : Rapport annuel 1990-91. 
MICROLOG 94-01640 1 fiche 


Classification - Motion pictures 
Ontario. Film Review Board : Annual report 1990- 
91. MICROLOG 94-01640 1 fiche 


Classroom research 

Classroom based collaborative teacher research : 
practical strategies : a mini workshop. 
MICROLOG 94-01557 1 fiche 


Cleanup of contaminated soil See Soil remediation 


Climat de travail Voir Milieu de travail 


Climatic changes 

A Review of socio-economic and biophysical 
impacts of climate change in a moist 
temperate continental climate. MICROLOG 
94-02039 1 fiche 


Climatic fluctuations See Climatic changes 


Climatologie 

Climatologie des indices Forét-météo. 
MICROLOG 94-02049 2 fiche 

Climatologie du temps violent estival au Québec, 
1981-91. MICROLOG 94-02042 1 fiche 

Climatologie du temps violent estival au Québec, 
1981-92. MICROLOG 94-02043 1 fiche 


Coal mines and mining 

Monthly report on geotechnical monitoring, 
Phalen 6 east top, January 21, 1992 : 
no. 1. MICROLOG 94-01974 1 tiche 

Weekly report on geotechnical monitoring, Phalen 
5 east bottom, August 13, 1991 : report no. 
2. MICROLOG 94-01978 1 fiche 

Weekly report on geotechnical monitoring, Phalen 
5 east bottom, August 19, 1991 : report no. 
3. MICROLOG 94-01979 1 fiche 

Weekly report on geotechnical monitoring, Phalen 
5 eas! boltom, August 26, 1991 : report no. 
4. MICROLOG 94-01980 1 fiche 

Weekly report on geotechnical monitoring, Phalen 
5 east bottom, December 21, 1991 report 
no. 6. MICROLOG 94-01975 1 fiche 


report 


‘Weekly report on geotechnical monitoring, Phalen 


5 east bottom, January 21, 1992 : 
7. MICROLOG 94-01976 1 fiche 

Weekly report on geotechnical monitoring, Phalen 
5 east bottom, July 18, 1991 : report no. 1. 
MICROLOG 94-01977 1 fiche 


report no. 


College graduates Employment 

Do Alberta’s facullies of education graduates 
teach in Alberla schools? Resulls of a survey 
of recent graduates of Alberla’s faculties of 
education. MICROLOG 94-01943 1 fiche 

Education-job mismatch among Canadian 
university graduates : implications for 
employers and educators. MICROLOG 
94-02144 1 fiche 

Employment profile : 1991-92 graduates of 
Ontario colleges of applied ans and 
technology. MICROLOG 94-01581 2 fiche 


Colleges See Universities and colleges 


Colleges communautaires 

Etude sur les ressources humaines des colléges 
el instituts canadiens. MICROLOG 94-01968 
2 fiche 


Collisions ferroviaires Voir Chemins de fer — 
Accidents 


Collisions, Railroad See Railroads Accidents 


Colloids 

Evaluation of electron microscope techniques for 
the description of aquatic colloids. 
MICROLOG 94-01967 1 fiche 
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Colour 


Model for spectral colour variations of British 
Columbia river waters. MICROLOG 94-01963 
1 fiche 


Commerce 

See also Competition, Small business 

Business strategy for sustainable development : 
leadership and accountability for the ‘90s. 
MICROLOG 94-01718 2 fiche 


Commerce extérieur Voir Commerce international 


Commerce international 

Rapport annuel des déchargements, partie II 
fruits et légumes importés dans les dix 
provinces canadiennes, 1992. MICROLOG 
94-01509 2 fiche 


Commercial fishing See Fisheries 


Commissions of inquiry See Governmental 
investigations 


Communication systems, Government 
See Government communication systems 


Communications 


Voir aussi Langage et langues, Mass media; 
Télécommunications 


Le Point sur la communication interne au 
Québec. MICROLOG 94-02093 1 fiche 


Communities See Community 


Community 

Report of the Minister's Advisory Committee on 
Inter-Community Co-operation and Community 
Quality of Life. MICROLOG 94-01678 2 fiche 


Community colleges Vorr Collèges 
communautaires 


Community development 

Analytical overview of the literature on ethno- 
cultural community development and 
integration. MICROLOG 94-02054 1 fiche 

Project evaluation tool for community 
associations. MICROLOG 94-01667 1 fiche 


Community development - 

Saskatchewan 

Regional economic development authorities : a 
framework for regional community-based 
te development. MICROLOG 94-01665 
1 fiche 


Community health services New 

Brunswick 

New Brunswick. Dept. of tlealth and Community 
Services : Annual report 1992-93. 


MICROLOG 94-01773 1 fiche 
Compensation See Wages 


Compensation for victims of crime See Victims 
of crimes -- Compensation 


Competition 
See also Supply and demand 


Framework for analyzing the competitiveness of 
the agri-food sector. MICROLOG 94-01798 
1 fiche 


Compétition Voir Concurrence 
Competitive examinations See Examinations 


Competitiveness (Economics) See Competition 


Comportement 

Les Comportements des Québécois en malière 
d'activités culturelles de loisir, 1989. 
MICROLOG 94-02090 1 fiche 


Computer software industry 

Market study on the Mexican market for 
computers and software. MICROLOG 
94-02101 1 fiche 


Computer-aided instruction See Computer-assisted 
instruction 


Computer-assisted instruction 


An Exploratory investigation of resistance and 
sources of social change affecting the adoption 
of computer assisted instruction by elementary 
schools. MICROLOG 94-01573 1 fiche 


Concurrence 


Cadre pour l'analyse de la compétitivité du 
secteur agro-alimentaire. MICROLOG 94-02013 
1 fiche 


Conditions de travail Voir Milieu de travail 
Conduite Voir Comportement 


Conseils scolaires - Ontario 


Liste des conseils scolaires de l'Ontario, 1993. 
MICROLOG 94-01563 1 fiche 


Conseils scolaires - Québec (Province) 
Procédures relatives aux demandes d'allocations 
supplémentaires et d'autorisations de cours 
provenant des commissions scolaires, 1992-93 

MICROLOG 94-02163 1 fiche 


Conservation des ressources 

naturelles 

Voir aussi Faune - Protection 

Commission des rivières du patrimoine 
canadien : Rapport annuel 1992-93. 
MICROLOG 94-01867 1 fiche 


Conservation of natural resources 
See also Wildlife conservation 


Canadian Heritage Rivers Board : Annual report 
1992-93. MICROLOG 94-01867 1 fiche 


Conservation of resources See Conservation of 
natural resources 


Consommation d'acier Voir Acier Industrie et 


commerce 


Consommation d'alcool et accidents de 
la route 


Enquête nationale sur l'ivresse au volant. 1988 : 
rapport technique. MICROLOG 94-02120 
1 fiche 


Constitutional law 

See also Citizenship 

Constitutional glossary. MICROLOG 94-02132 
4 fiche 


Construction mécanique Voir Génie méchanique 


Construction of roads See Roads and 
highways ~ Design and construction 


Construction, Industrie de la Quebec 

(Province) 

Analyse de l'industrie de la construction, 1992. 
MICROLOG 94-01829 2 fiche 


Consumer advertising See Advertising 


Consumer education 


How to solve consumer problems : where lo go 
for help. MICROLOG 94-02116 1 fiche 


Consumer goods 

Market study on the Mexican consumer products 
distribution system. MICROLOG 94-02081 
1 fiche 


Consumer products See Consumer goods 


Contagious diseases See Diseases 


Cooperative learning 


Creating classroom communities of literate 
thinkers. MICROLOG 94-01566 1 fiche 


Cooperative societies 
Co-operatives : Annual report 1992. 
94-01771 1 fiche 


MICROLOG 


Cooperatives See Cooperalive societies 


Cooperatives 


Coopératives : Rapport annuel 1992 
MICROLOG 94-01771 1 fiche 


Coopératives de crédit Voir Caisses d'épargne et 
de crédit 


Core curriculum See Education - Curricula 


Coroners 
See also Medical examiners (Law) 


New Brunswick. Chief Coroner : Annual report 
1992-93. MICROLOG 94-01701 1 fiche 


Coroners 


Nouveau-Brunswick. Coroner en chef : Rapport 
annuel 1992-93. MICROLOG 94-01701 1 fiche 


Corporate accounting See Corporations — 
Accounting 


Corporations — Accounting 
Coming clean, corporate environmental 


reporting : opening up for sustainable 
development. MICROLOG 94-01649 1 fiche 
Counselling 


Guidelines for counselling after occupational 
overexposure to ionizing radiation. 
MICROLOG 94-01535 1 fiche 

Sexual assault : victim service worker handbook. 
MICROLOG 94-01524 1 fiche 

Wite assault : violence against women in 
relationships : victim service worker handbook. 
MICROLOG 94-01523 1 fiche 


Counselling 

Lignes directrices sur l'assistance à otfrir en 
cas de surexpositions professionnelles aux 
rayonnements ionisants. MICROLOG 
94-01535 1 fiche 


Cours d’eau 

Commission des rivières du patrimoine 
canadien : Rapport annuel 1992-93. 
MICROLOG 94-01867 1 fiche 


Courses of study See Education - Curricula 


Crédit populaire Voir Caisses d'épargne et de 
crédit 


Credit unions 

Credit unions . Annual report 1992. 
94-01772 1 fiche 

Manitoba. Credit Union Stabilization Fund : 
report 1982-83 supplementary report. 
MICROLOG 94-01664 1 fiche 

Manitoba. Credit Union Stabilization Fund : Annual 
report 1986. MICROLOG 94-01647 1 fiche 

Nova Scotia credit unions and caisse populaires : 
financial and statistical report on operations 
for the year ended December 31, 1992. 
MICROLOG 94-02135 1 fiche 


MICROLOG 


Annual 


Crime and criminals — Nova Scotia 
Juvenile justice and youth crime in Nova Scolia : 


a research and discussion paper. 
MICROLOG 94-01821 1 fiche 


Crime victims See Victims of crimes 


Crime victims - Compensation See Victims of 
crimes - Compensation 


Crimes sexuels 

Vor aussi Abus sexuels à l'égard des enfants 

La Preuve de la plainte spontanée et la refonte 
des dispositions sur les agressions sexuelles 
au Canada . à quand l'égalité épistémique?. 
MICROLOG 94-01734 1 fiche 


Crop insurance See Agricultural insurance —- 
Crops 


Crop plants See Crops 
Crops 


Varieties of age crops tor Saskatchewan, 1993. 
MICROLOG 94-01646 1 fiche 
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Crops — Machinery See Agricultural machinery 
Crude oil See Petroleum industry and trade 


Cultural policy 

Cultural autonomy in the Constitution and in 
practice : the Canadian model. MICROLOG 
94-01903 1 fiche 


Culture 


Annotated bibliography on culture, tourism and 
multiculturalism. MICROLOG 94-02035 1 fiche 

Culture, multiculturalism and tourism pilot 
projects and related studies : a synthesis. 
MICROLOG 94-01840 2 fiche 

Making connections : report on the National 
Conference on Tourism, Culture and 
Multiculturalism. MICROLOG 94-02045 1 fiche 


Culture 

Voir aussi Archives publiques; Arts, 
Multiculturalisme; Musées et galeries 

Bibliographie commentée sur la culture, le 
tourisme et le multiculturalisme. MICROLOG 
94-02035 1 fiche 

Des Liens à créer : rapport de la Conférence 
nationale sur le tourisme, la culture et le 
multiculturalisme. MICROLOG 94-02045 
1 fiche 

Synthèse des résultats des projets sur la 
culture, le multiculturalisme, le tourisme et 
autres études. MICROLOG 94-01840 2 fiche 


D 


Dairy products — Marketing 


Nova Scotia Dairy Commission : Annual report 
1992. MICROLOG 94-01709 1 fiche 


Dairying — Manitoba 

Manitoba Milk Producers’ Marketing Board : 
Annual report 1992-93. MICROLOG 94-02058 
1 fiche 


Day care surgery See Surgery, Outpatient 


Deaf 
Abuse of deaf students at Jericho Hill School. 
MICROLOG 94-01804 1 fiche 


Decharges brutes 

Société ontarienne de gestion des déchets : 
Rapport annuel 1992-93. MICROLOG 
94-01638 1 fiche 


Déchets industriels 

Société ontarienne de gestion des déchets : 
Rapport annuel 1992-93. MICROLOG 
94-01638 1 fiche 


Decision-making 
Alternatives : thoughts on successful decision 
making. MICROLOG 94-01584 3 fiche 


Décrocheur 

Après l'école : résultats d'une enquête nationale 
comparant les sortants de l'école aux 
diplômés d'études secondaires âgés de 18 à 
20 ans. MICROLOG 94-01824 1 fiche 


Décrocheurs scolaires Voir Dropouts 


Défense de l’environnement Voir Environnement, 
Protection de I’ 


Défilement (Sylviculture) Voir Arbres Croissance 


Dentures 


Recommendations on the designation of 
denturism. MICROLOG 94-01806 1 fiche 


Deposit insurance 


Canada Deposit Insurance Corporation : Annual 
report 1992. MICROLOG 94-02052 2 fiche 


Deraliments See Railroads - Accidents 
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Development, Sustainable See Sustainable 
development 


Développement communautaire 

Coup d'oeil sur la littérature tratant du 
développement et de l'intégration des minorités 
ethnoculturelles. MICROLOG 94-02054 1 fiche 


Diplômés de college Travail 

La Relance au collégial : situation au 31 mars 
1992 des diplémées et des diplômés de 1990- 
91 de l'enseignement collégial : formations 
préuniversitaire et technique. MICROLOG 
94-01651 4 fiche 


Disabled See Handicapped 


Discrimination in employment 

See also Ethnic groups : Employment; Sex 
discrimination in employment 

Employment discrimination against visible 
minorities and employment equily. MICROLOG 
94-01902 1 fiche 


Discrimination sexiste Voir Sexisme 


Diseases 

See also AIDS (Disease) 

Saskatchewan. Laboratory and Disease Control 
Services Branch : Annual statistical report 


1991-92. MICROLOG 94-02027 1 fiche 


Displaced workers 
Report of the Task Force on Labour 
Adjustment. MICROLOG 94-01969 3 fiche 


Distance education 

A Big vat of knowledge : an overview of 
TVOntario's non-formal distance education 
courses. MICROLOG 94-01575 1 fiche 


Task Force on Distance Education and 
Technology : final report. MICROLOG 
94-02162 1 fiche 


Districts, Election See Election districts 
Diversity, Biological See Biological diversity 
Domestic violence See Family violence 
Drink industry See Beverage industry 


Drinking water Vancouver (B.C.) 

Environmental impact assessment of proposed 
secondary disinfection of drinking water, stage 
Il, vol. | : summary report. MICROLOG 
94-01599 1 fiche 


Droit constitutionnel 


Lexique constitutionnel. 
4 fiche 


MICROLOG 94-02132 


Dropouts 

Leaving school : resulis from a national survey 
comparing school leavers and high school 
graduates, 18 to 20 years of age. 
MICROLOG 94-01825 1 fiche 


Drug abuse - Treatment 

The Physician's handbook : a guide to chemical 
abuse and dependency diagnosis, treatment 
and referral. MICROLOG 94-02029 1 fiche 


Dwellings 
See also High-rise apartment buildings 


Soil gases and housing : a guide for 
municipalities. MICROLOG 94-02161 1 fiche 


Dwellings Noise 


Sound transmission through floors. 
94-02160 1 fiche 
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Earnings See Wages 
Eau - Qualité Voir Eau, Qualité de l' 
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Eau, Pollution de l’ - Quebec 

(Province) 

Apport atmosphérique de certains composés 
organiques toxiques dans la composition 
chimique du fleuve Saint-Laurent et quelques 
uns de ses tributaires, phase II : protocole 
d'échantillonnage et d'analyse. MICROLOG 
94-01700 1 fiche 


Eau, Qualité de |’ 

Assurance de la qualité dans le contrôle de la 
qualité des eaux. MICROLOG 94-01941 5 fiche 

Recommandations pour la qualité de l'eau au 
Canada, octobre 1993 : les annexes XIII, XIV 
et XV. MICROLOG 94-01606 2 fiche 


Eau, Qualité de l’ - Quebec (Province) 

Apport atmosphérique de certains composés 
organiques toxiques dans la composition 
chimique du fleuve Saint-Laurent et quelques 
uns de ses tributaires. MICROLOG 94-01753 
1 fiche 

Apport atmosphérique de polluants inorganiques, 
bassin hydrographique du fleuve Saint-Laurent. 
MICROLOG 94-01755 2 fiche 

Echantillonnage et analyse des composés 
inorganiques toxiques aéroportés, bassin 
hydrographique du fleuve Saint-Laurent. 
MICROLOG 94-01761 1 fiche 


Echanges internationaux Voir Commerce 
international 


Ecoles Nouveau-Brunswcik 


Répertoire des écoles, 1993-94. 
94-01788 2 fiche 


MICROLOG 


Ecoles - Nouveau-Brunswick 


Comité consultatif auprès de l'école. 
MICROLOG 94-01757 1 fiche 


Economic development — Alberta 
Alberta Heritage Savings Trust Fund : Annual 
report 1992-93. MICROLOG 94-01508 1 fiche 


Economic development - Saskatchewan 

Regional economic development authorities : a 
framework for regional community-based 
economic development. MICROLOG 94-01665 
1 fiche 


Economic development, Sustainable 
See Sustainable development 


Economics - Mathematical models 


Monetary policy, uncertainty and the presumption 
of linearity. MICROLOG 94-01612 1 fiche 


Edmonton (Alta.) 

General municipal plan. 
2 fiche 

Regional roundtable background paper, 1 : 
growth, settlement and servicing. MICROLOG 
94-02129 1 fiche 

Regional roundtable background paper, 2 : 
regional planning tor economic development. 
MICROLOG 94-02128 1 fiche 

Regional roundtable background paper, 3 : 
transportation and telecommunications. 
MICROLOG 94-02127 1 fiche 

Regional roundtable background paper, 4 : 
agriculture. MICROLOG 94-02126 1 fiche 

Regional roundtable background paper, 5 : 
environment and natural resources. 
MICROLOG 94-02125 1 fiche 

Regional roundtable background paper, 6 : well- 
being. MICROLOG 94-02124 1 fiche 

Regional roundtable roundup . forum summary. 
MICROLOG 94-02122 1 fiche 

Regional roundtable strategy papers. 
MICROLOG 94-02118 1 fiche 


Urban planning 
MICROLOG 94-02065 


Education 

See also Distance educalion, Nalive peoples 
Educalion, Teachers 
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comparative analysis. MICROLOG 94-02149 
1 fiche 

Market study on educational systems in Mexico 
MICROLOG 94-02102 1 fiche 


Education - Curricula 


Curriculum leadership and the principalship. 
MICROLOG 94-01944 2 fiche 


Education — Directories 

Preliminary directory of public schools in 
operation, September 1, 1993. MICROLOG 
94-01874 1 fiche 

School directory, 1993-94. MICROLOG 
94-01788 2 fiche 


Education — Finance 

School board 3 year stalistics : 1989 financial 
statements, 1990 financial statements, 1991 
board estimates. MICROLOG 94-01554 
2 fiche 


Education — Manitoba 

An Education of value for at risk students : 
possibilities for practice : a program support 
document. MICROLOG 94-02130 1 fiche 


Education - New Brunswick 

Enabling our people : response to the report of 
the Commission on Excellence in Education, 
‘To live and learn. MICROLOG 94-02123 
1 fiche 


Education — Nouveau-Brunswick 

Pleins feux sur les ressources humaines : 
réaction au rapport de la Commission sur 
l'excellence en éducation, ‘Apprendre, pour la 
vie’. MICROLOG 94-02123 1 fiche 


Education — Répertoires 


Répertoire des écoles, 1993-94. MICROLOG 
94-01788 2 fiche 

Education — Statistics 

School board 3 year statistics : 1989 financial 


statements, 1990 financial statements, 1991 
board estimates. MICROLOG 94-01554 
2 fiche 


Education des adultes 

Procédures relatives aux demandes d'allocations 
supplémentaires et d'autorisations de cours 
provenant des commissions scolaires, 1992-93. 
MICROLOG 94-02163 1 fiche 


Education of children See Educalion 
Education populaire Voir Education des adultes 


Education spéciale 

Entance en difficultté : d'hier à demain : manuel 
d'information pour le personnel enseignant. 
MICROLOG 94-01555 1 fiche 


Education, Elementary See Elementary educalion 
Education, Higher See Higher education 
Education, Humanistic See tiumanistic education 
Education, Postsecondary See Higher education 
Education, Primary See Primary education 
Education, Special See Special education 


Educational assessment See Educational 
evaluation 


Educational evaluation 

Alternative writing assessment strategies. 
MICROLOG 94-01570 1 fiche 

Planning Kidscience : Ontario Science Centre 
front-end analysis. MICROLOG 94-01582 
1 fiche 


Educational evaluation Ontario 


Project self-confidence : program evaluation. 
MICROLOG 94-01560 1 fiche 


Educational games 


Enhancing, diagnosing and remediating basic 
skills through games MICROLOG 94-01567 
1 fiche 


Educational indicators 

Education indicators for the elementary and 
secondary levels, 1988 MICROLOG 94-01893 
1 fiche 

Education indicators for the elementary and 
secondary levels, 1989. MICROLOG 94-01889 
1 fiche 

Education indicators for the elementary and 
secondary levels, 1990. MICROLOG 94-01888 
1 fiche 

Education indicators for the elementary and 
secondary levels, 1991. MICROLOG 94-01887 
1 fiche 

Education indicators for the elementary and 
secondary levels, 1993. MICROLOG 94-01894 
1 fiche 

Educational indicators for the elementary and 
secondary levels, 1987. MICROLOG 94-01892 
1 fiche 

Educational quality indicators in art and 
mathematics. MICROLOG 94-02060 2 fiche 


Educational quality 

Educational quality indicators in an and 
mathematics. MICROLOG 94-02060 2 fiche 

The Quality of education and school lite. 
MICROLOG 94-01997 1 fiche 


Educational software 


A Detailed report of educational software 
evaluations. MICROLOG 94-01995 2 fiche 


Elderly persons See Aged 


Election districts 

Constituency Boundaries Commission, 1993 
interim report. MICROLOG 94-01938 1 fiche 

A New electoral map for New Brunswick . the 
final report MICROLOG 94-01750 2 fiche 


Electoral districts See Election districts 


Electric power British Columbia 


Energy for our future : balancing regional 
interesis. MICROLOG 94-01527 3 fiche 


Electric utilities Planning 


Energy for our future : balancing regional 
interests. MICROLOG 94-01527 3 fiche 


Electric vehicles 


Hybrid electric vehicles : final report. 
MICROLOG 94-01992 3 fiche 


Electrical equipment industry 

Market study on the Mexican market for 
electrical distribution equipment. MICROLOG 
94-02113 1 fiche 


Electricité, Services publics d’ Tarifs 
Proposition tarifaire pour 1993 et 1994 


MICROLOG 94-01601 1 fiche 


Electrolytes 

Investigation of effect of environmental moisture 
and temperature variation on properties of 
PMMA-polyether-metal salt electrolytes. 
MICROLOG 94-01987 1 fiche 


Electron microscopy 

Evaluation of electron microscope techniques for 
the description of aquatic colloids. 
MICROLOG 94-01967 1 fiche 


Electronic data processing In programmed 
instruction See Compuler-assisted instruction 


Electronic instruments 

Market study on the Mexican market for 
electronic components. MICROLOG 94-02103 
1 fiche 


Elementary education 

An Exploratory investigation of resistance and 
sources of social change affecting the adoption 
of computer assisted instruction by elementary 
schools. MICROLOG 94-01573 1 fiche 


Elementary education Quebec 

(Province) 

Education indicators for the elementary and 
secondary levels, 1988. MICROLOG 94-01893 
1 fiche 

Education indicators for the elementary and 
secondary levels, 1989. MICROLOG 94-01889 
1 fiche 

Education indicators for the elementary and 
secondary levels, 1990. MICROLOG 94-01888 
1 fiche 

Education indicators for the elementary and 
secondary levels, 1991. MICROLOG 94-01887 
1 fiche 

Education indicators for the elementary and 
secondary levels, 1993. MICROLOG 94-01894 
1 fiche 


Eléves Abandon des études Voi Dropouts 


Emploi - Quebec (Province) 


Agir ensemble . rapport sur le développement. 
MICROLOG 94-01836 3 fiche 


Employeurs Vor Chefs d'entreprise 


Employment 

See also Discrimination in employment 

The Linkages between education and employment 
in Canada and the United Kingdom : a 
ul analysis. MICROLOG 94-02149 
1 fiche “4 


Employment discrimination See Discrimination in 
employment 


Emulsions 

Field upgrading of heavy oil emulsions using low 
concentrations of coal at low pressures : final 
report. MICROLOG 94-01471 2 fiche 


Endowment of research See Research grants 


Energie Developpement 

Fonds Alberta-Canada de recherche sur les 
ressources énergéliques : Rappon annuel 
1991-92 et rapport final. MICROLOG 
94-01905 1 fiche 


Energy development 

Alberta-Canada Energy Resources Research 
Fund . 1991-92 annual review and final report. 
MICROLOG 94-01905 1 fiche 


Energy policy British Columbia 


British Columbia Energy Council : Annual report 
1992-93. MICROLOG 94-01519 1 fiche 


Energy research See Energy resources — 
Research 


Energy resources ~ Alberta 

Alberta-Canada Energy Resources Research 
Fund : 1991-92 annual review and final report. 
MICROLOG 94-01905 1 fiche 


Energy resources - New Brunswick 

New Brunswick. Dept. of Natural Resources and 
Energy : Annual report 1992-93. MICROLOG 
94-01696 2 fiche 


Energy resources Research 

Canada Centre for Mineral and Energy 
Technology : Annual report 1992-93. 
MICROLOG 94-01462 1 fiche 


Energy resources development See Energy 
development 


Energy, Biomass See Biomass energy 
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Enfants — Exploitation sexuelle Voir Abus sexuels 
à l'égard des enfants 


Enfants — Soins 

Sommaire des initiatives pour la petite enfance : 
stratégie de collaboration. MICROLOG 
94-01752 1 fiche 


Engineering 

See also Mechanical engineering 

Natural Sciences and Engineering Research 
Council of Canada : Report of the President 
1991-92. MICROLOG 94-01503 2 fiche 


Engineering, Agricultural See Agricultural 
engineering 


English language - French dictionaries 

Constitutional glossary. MICROLOG 94-02132 
4 fiche 

Ozone layer dictionary. MICROLOG 94-02131 
6 fiche 


English language Study and teaching 

Of special interest : proceedings of the 1989 
TESL Ontario Conference. MICROLOG 
94-01551 2 fiche 


English (Second language) 

Of special interest : proceedings of the 1989 
TESL Ontario Conterence. MICROLOG 
94-01551 2 fiche 

Reading into the future . proceedings of the 
1990 TESL Ontario Conference. MICROLOG 
94-01552 2 fiche 


Enhanced oil recovery See Secondary recovery 
of oil 


Enseignement a distance 

Rapport final du Groupe de travail sur 
l'enseignement à distance et la technologie. 
MICROLOG 94-02162 1 fiche 


Enseignement primaire Quebec 

(Province) 

Indicateurs sur la situation de l'enseignement 
primaire et secondaire, 1992. MICROLOG 
94-01891 1 fiche 

Indicateurs sur la situation de l'enseignement 
primaire et secondaire, 1993. MICROLOG 
94-01890 1 fiche 


Enseignement secondaire - Québec 

(Province) 

Indicateurs sur la situation de l'enseignement 
primaire et secondaire, 1992. MICROLOG 
94-01891 1 fiche 

Indicateurs sur la situation de l'enseignement 
primaire et secondaire, 1993. MICROLOG 
94-01890 1 fiche 


Enseignement supérieur - Provinces de 

l'Atlantique 

Programmes dans les établissements 
postsecondaires des maritimes. MICROLOG 
94-01758 1 fiche 


Environment and state See Environmental policy 


Environmental accountability See Environmental 
responsibility 


Environmental control See Environmental law 


Environmental impact analysis - New 

Brunswick 

Environmental assessment report for the 
Burnside waste-to-energy facility. MICROLOG 
94-01749 6 fiche 


Environmental impact analysis — Ontario 

Ontario Environmental Assessment Advisory 
Committee : Annual report 1992-93. 
MICROLOG 94-01728 1 fiche 


Environmental impact analysis 

Quebec (Province) 

Environmental assessment 
decontamination project 
94-01731 1 fiche 


: Lachine Canal 
: summary. MICROLOG 


Environmental impact analysis - 

Vancouver (B.C.) 

Environmental impact assessment of proposed 
secondary disinfection of drinking waler, slage 
Ill, vol | : summary report. MICROLOG 
94-01599 1 fiche 


Environmental law 

Making environmental regulations work : AMO's 
response to the Environmental Bill of Rights. 
MICROLOG 94-01691 1 fiche 

Report of the Task Force on the Ontario 
Environmental Bill of Rights : supplementary 
recommendations. MICROLOG 94-01683 
1 fiche 


Environmental management See Environmental 
policy 


Environmental policy 

See also Environmental law; Environmental 
protection 

Strategic overview, 1992. 
1 fiche 


MICROLOG 94-01729 


Environmental policy Nova Scotia 
The Nova Scotia Environment Act : discussion 
draft. MICROLOG 94-01796 1 fiche 


The Nova Scotia Environment Act : toward a 
healthy environment and sustainable future : a 
summary. MICROLOG 94-01818 1 fiche 


Environmental protection 

See also Conservation of natural resources; 
Environmental law 

Strategic overview, 1992. 
1 fiche 


MICROLOG 94-01729 


Environmental protection — Citizen 

participation 

General versus specific environmental concern : 
a western Canadian case. MICROLOG 
94-02153 1 fiche 


Environmental protection 
See Environmental law 


Law and legislation 


Environmental protection Ontario 


Pollution prevention planning guidance document 
and workbook. MICROLOG 94-01629 3 fiche 


Environmental responsibility 

Coming clean, corporale environmental 
reporting : opening up for sustainable 
development. MICROLOG 94-01649 1 fiche 


Environnement 

Voir aussi Eau, Qualité de I’; Milieu de travail 

Premier rapport du Groupe de travail : 
environnement et fiscalité. MICROLOG 
94-01934 1 fiche 


Environnement Gestion Voir Environnement, 


Politique de ! 


Environnement Politique gouvernementale 
Voir Environnement, Politique de I 


Environnement Protection Voir Environnement, 


Protection de | 


Environnement, Politique de |’ 

Voir aussi Conservation des ressources 
naturelles; Environnement, Protection de I’ 

Plan d'ensemble strategique, 1992. MICROLOG 
94-01729 1 fiche 


Environnement, Protection de I’ 

Voir aussi Conservation des ressources 
naturelles; Environnement, Politique de I’ 

Plan d'ensemble strategique, 1992. MICROLOG 
94-01729 1 fiche 


Epinette 

Les Caries de l'€pinette noire dans la forêt 
boréale au Québec. MICROLOG 94-01873 
1 fiche 


Equal opportunity in employment 
See Discrimination in employment 


Equipment, Industrial See Industrial equipment 
Esl See English (Second language) 


Estuaries British Columbia 

Fraser River Estuary Management Program 
(Canada) : Annual report 1991-92. MICROLOG 
94-01476 1 fiche 

Fraser .River Estuary Management Program 
(Canada) . Annual report 1992-93. MICROLOG 
94-01517 1 fiche 


Ethanol 

Development of yeast cultures for efficient 
fermentation of pentoses in cellulose 
hydrolysates. MICROLOG 94-01990 2 fiche 

Study of newsprint and other paper waste as a 
substrate for ethanol production. MICROLOG 
94-01989 2 fiche 


Ethnic groups 

See also Ethnicity; Minorities; Multiculturalism 

Analytical overview of the literature on ethno- 
cultural community development and 
integration. MICROLOG 94-02054 1 fiche 

Directory of historical and contemporary 
Canadians and persons connected with 
Canada from ethnocultural backgrounds other 
than British or French. MICROLOG 94-01937 
3 tiche 

A Framework for marketing ethnocultural 
communities and festivals : executive summary. 
MICROLOG 94-02044 1 fiche 

Panicipation of different ethnic groups in 
postsecondary education. MICROLOG 
94-01912 1 fiche 

Population projections of ethnic groups in 
Canada to the year 2016. MICROLOG 
94-01846 2 fiche 

Profile of Canadians who speak neither French 
nor English MICROLOG 94-01914 1 fiche 

Statistical indicators of ethno-cultural community 
integration in Canadian society. MICROLOG 
94-01908 1 fiche 


Ethnic groups Employment 

See also Discrimination in employment 

Employment of ethnic groups in the clothing, 
textile, knitting mill, and leather industries. 
MICROLOG 94-01828 1 fiche 

Employment of ethnic groups in the federal and 
provincial governments. MICROLOG 94-01823 
1 fiche 

Employment of ethnic groups in the food and 
accommodation industries. MICROLOG 
94-01844 1 fiche 


Ethnic identity See Ethnicity 


Ethnicite 

Tableaux détaillés d'origine ethnique, recensement 
de 1986 : Canada, provinces, territoires et 
RMR. MICROLOG 94-01849 2 fiche 


Ethnicity 

Detailed ethnicity dala, 1986 census : Canada, 
provinces, territories and CMAs. MICROLOG 
94-01849 2 fiche 


Euclid’s algorithm See Algorithms 


European communities 
Moving into Europe. MICROLOG 94-01550 
1 fiche 


Examinations 
Diploma examinations program : 1991-92 annual 
report, part 2 : examiners’ repons. 


MICROLOG 94-01946 2 fiche 
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Provincial and private school results on the 
June 1992 ministry examinations. MICROLOG 
94-01740 1 fiche 


Exceptional children — Education See Special 
education 


Expert systems (Computer science) 

EXPRES : an expert system for assessing the 
fate of pesticides in the subsurface. 
MICROLOG 94-01953 1 fiche 

EXPRES : an expert system for assessing the 
fate of pesticides in the subsurface, phase 
four report : verification of pesticide models 
incorporated in,EXPRES. MICROLOG 
94-01951 1 fiche 

EXPRES : an expert system for assessing the 
fate of pesticides in the subsurface, phase 
three report : compilation of a data base for 
testing EXPRES. MICROLOG 94-02062 1 fiche 

EXPRES : an expert system for assessing the 
fate of pesticides in the subsurface, phase 
two report : development of the basic expert 
system. MICROLOG 94-01952 1 fiche 

EXPRES : an expert system for assessing the 
potential for groundwater contamination due to 
pesticides. MICROLOG 94-01966 1 fiche 

Interfacing a hydrologic model with the RAISON 
expert system. MICROLOG 94-01958 1 fiche 

STRATUS : a prototype expert system for low 
cloud forecasting. MICROLOG 94-02038 
1 fiche 


Exploitation forestière - Ontario 

Agence de foresterie du parc Algonquin (Ont.) : 
Rapport annuel 1991-92. MICROLOG 
94-01643 1 fiche 


Exploitation forestière - Quebec 

(Province) 

Vocabulaire de la mécanisation forestière : 
vocabulaire français-anglais.  MICROLOG 
94-01487 2 fiche 


Exploitation minière Voir Mines — Industrie 


Exploitation sexuelle des enfants Voir Abus 
sexuels à l'égard des enfants 


Export marketing 

Canada-Mexico exporting guide : documents and 
regulations for exporting to Mexico. 
MICROLOG 94-02073 1 fiche 

The Market for bottled drinking water in 
Mexico : 
MICROLOG 94-02108 1 fiche 

Market research study on the Mexican market 
for food processing and packaging equipment. 
MICROLOG 94-02111 1 fiche 

Market study for sporting goods and leisure 
products in Mexico. MICROLOG 94-02077 
1 fiche 

Market study on educational systems in Mexico. 
MICROLOG 94-02102 1 fiche 

Market study on forestry harvesting and 
woodworking equipment in Mexico. MICROLOG 
94-02104 1 fiche 

Market study on lumber and wood products. 
MICROLOG 94-02097 1 fiche 

Market study on telecommunications equipment 
and systems in Mexico. MICROLOG 94-02079 
1 fiche 

Market study on the automotive industry and 
auto parts industry in Mexico. MICROLOG 
94-02117 1 fiche 

Market study on the Mexican consumer products 
distribution system. MICROLOG 94-02081 
1 fiche 

Market study on the Mexican iron and steel 
industry. MICROLOG 94-02105 1 fiche 

Market study on the Mexican market and 
distribution system for fish and fish products. 
MICROLOG 94-02110 1 fiche 

Market study on the Mexican market for building 
products and materials. MICROLOG 94-02112 
1 fiche 


information for Canadian businessmen. 


Market study on the Mexican market for 
computers and software. MICROLOG 
94-02101 1 fiche 

Market study on the Mexican market for 
electrical distribution equipment. MICROLOG 
94-02113 1 fiche 

Markel study on the Mexican market for 
electronic components. MICROLOG 94-02103 
1 fiche 

Market study on the Mexican market for home 
and office furniture. MICROLOG 94-02114 
1 fiche 

Market study on the Mexican market for hotel 
and restaurant equipment and supplies. 
MICROLOG 94-02080 1 fiche 

Market study on the Mexican market for 
industrial process control instruments and 
equipment. MICROLOG 94-02074 1 fiche 

Market study on the Mexican market for 
instruments and laboratory equipment. 
MICROLOG 94-02098 1 fiche 

Markel study on the Mexican market for 
machine tools and metalworking equipment. 
MICROLOG 94-02107 1 fiche 

Market study on the Mexican market for 
materials handling equipment. MICROLOG 
94-02115 1 fiche 

Market study on the Mexican market for meat 
and livestock products. MICROLOG 94-02109 
1 fiche 

Markel study on the Mexican market for medical 
equipment and supplies. MICROLOG 94-02099 
1 fiche 

Market study on the Mexican market for plastics 
production, machinery, equipment and resins. 
MICROLOG 94-02076 1 fiche 

Market study on the Mexican market for safety 
and security related products. MICROLOG 
94-02075 1 fiche 

Market study on the Mexican pulp and paper 
market. MICROLOG 94-02100 1 fiche 

Market study on the mining industry in Mexico. 
MICROLOG 94-02106 1 fiche 

Market study on the oil and petroleum industry 
in Mexico. MICROLOG 94-02078 1 fiche 


Extended care See Long term care of the sick 


External trade See International trade 


F 


Factory and trade waste 

Government review of the countdown companies’ 
1991 acid gas emissions audits. MICROLOG 
94-01541 1 fiche 

Ontario Waste Management Corporation : Annual 
report 1992-93. MICROLOG 94-01638 1 fiche 


Fair trade (Tariff) See Free trade and protection 
Family and work See Work and family 


Family law 

Report on the rights and responsibilities of 
cohabitants under the Family Law Act. 
MICROLOG 94-01608 2 fiche 


Family violence 

See also Child abuse 

Four variations of family violence 
sociological research : a report. 
94-01721 1 fiche 


Farm crops See Crops 


: a review of 
MICROLOG 


Farm machinery See Agricultural machinery 
Farm subsidies See Agricultural subsidies 


Faune Protection 

Plan d'action interministériel pour favoriser la 
survie du béluga du Saint-Laurent. 
MICROLOG 94-01682 1 fiche 


Fecondite humaine 


Fécondité et politiques familiales en Scandinavie 
depuis 1960. MICROLOG 94-01886 2 fiche 


Femme Voir Femmes 


Femmes 

La Position du CCNTA sur les événements de 
la vie des femmes dinées. MICROLOG 
94-01613 2 fiche 


Femmes Impots 
Rapport du Groupe de travail : les femmes et la 
fiscalité. MICROLOG 94-01931 1 fiche 


Femmes Santé mentale 

Le Femmes et la santé mentale au Nouveau- 
Brunswick : comment neutraliser les 
conséquences du sexisme : un rapport de 
recherche. MICROLOG 94-02016 1 fiche 


Fer - Industrie et commerce 


L'Activité métallurgique au Canada : fer et acier 
de première fusion, 1993. MICROLOG 
94-01655 2 fiche 


Films - Classification Voir Classification — Films 


Finances municipales — Nouveau- 
Brunswick 


Corporation de financement des municipalités du 
Nouveau-Brunswick : Rapport annuel. 
MICROLOG 94-01768 1 fiche 


Fine arts See Arts 


Fish — Age 

Collection techniques for fish ageing structures, 
Northwest Region. MICROLOG 94-01797 
1 fiche 


Fish — Age and growth studies See Fish — Age 


Fish — Anatomy 

Fishery and biological characteristics of the 
capelin Mallotus villosus in the Gulf of St. 
Lawrence, 1984-92. MICROLOG 94-02018 
1 fiche 


Fish — Collection and preservation 
Collection techniques for fish ageing structures, 
Northwest Region. MICROLOG 94-01797 

1 fiche 


Fish — Effect of logging on 

The Stuart-Takla fishenes/forestry interaction 
project : study description and design. 
MICROLOG 94-01870 1 fiche 


Fish - Feeding and feeds 

A Comparison of meiofauna available as fish 
food on Sturgeon and Roberts banks, Fraser 
River estuary, British Columbia. MICROLOG 
94-01868 1 fiche 


Fish management See Fishery management 


Fish mounting See Fish — Collection and 
preservation 


Fish populations — British Columbia 

Groundtish stock assessments for the west 
coast of Canada in 1992 and recommended 
yield options for 1993. MICROLOG 94-01784 
5 fiche 

Stock assessment for British Columbia herring in 
1992 and forecasts of the potential catch in 
1993. MICROLOG 94-01872 2 fiche 

An Updated list of the fishes of British Columbia, 
and those of interest in adjacent waters, with 
numeric code designations. MICROLOG 
94-01869 2 fiche 


Fish populations — Northwest 

Territories 

Fish resource data from Indin Lake, Northwest 
Territories. MICROLOG 94-01694 1 fiche 


Fish, Age of See Fish - Age 
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Fisheries 

Atlantic halibut Hippoglossus hippoglossus and 
Pacific halibut H. stenolepis and their North 
American fisheries. MICROLOG 94-01949 
1 fiche 


Fisheries — Atlantic Provinces 

Charting a new course : towards the fishery of 
the future : report. MICROLOG 94-01851 
3 fiche 

Individual transferable quotas and the groundfish 
fisheries of Atlantic Canada. MICROLOG 
94-01864 1 fiche 

Resource access and supply continuity in the 
Atlantic fisheries. MICROLOG 94-01852 
1 fiche 


Fisheries — British Columbia 

British Columbia. Ministry of Agriculture, 
Fisheries and Food : Annual report 1991-92. 
MICROLOG 94-01897 1 fiche 

The Stuart-Takla fisheries/forestry interaction 
project : study description and design. 
MICROLOG 94-01870 1 fiche 


Fisheries — Catch effort 

Individual transferable quotas and the groundfish 
fisheries of Atlantic Canada. MICROLOG 
94-01864 1 fiche 


Fisheries — Economic aspects 


Estimated costs and returns for a scallop grow- 
out enterprise. MICROLOG 94-01483 1 fiche 


Fisheries — Licences 

Fisheries access : licensing and registrations, 
policy and statistical review, 1977-92. 
MICROLOG 94-01853 1 fiche 

Fishermen's registration and species licences : a 
longitudinal perspective, 1986-91. MICROLOG 
94-01858 1 fiche 


Fisheries — Management See Fishery management 


Fisheries — New Brunswick 


New Brunswick. Fisheries and Aquaculture New 
Brunswick : Annual report 1992-93. 
MICROLOG 94-01774 1 fiche 


Fisheries - Newfoundland 
Women in the Newfoundland fishery. 
MICROLOG 94-01859 1 fiche 


Fisheries - Northwest Territories 

Data from exploratory fisheries conducted in the 
Northwest Territories, 1989-92. MICROLOG 
94-01695 1 fiche 


Fishermen 

Fishermen's registration and species licences : a 
longitudinal perspective, 1986-91. MICROLOG 
94-01858 1 fiche 

Income support for Atlantic fishermen : 
approaches and options. MICROLOG 
94-01862 1 fiche 

An Income support system for Atlantic 
fishermen : consultation paper. MICROLOG 
94-01855 1 fiche 

Professionalization of fishers : foreign 
programmes. MICROLOG 94-01857 2 fiche 

Professionalization of fishers : options and 
strategies for the Atlantic fisheries. 
MICROLOG 94-01856 2 fiche 

Professionalization, certification and training of 
fishermen. MICROLOG 94-01854 1 fiche 


Fishers See Fishermen 
Fishery catch effort See Fisheries — Catch effort 
Fishery industry See Fisheries 


Fishery management 
See also Fisheries — Catch effort 


1993 Atlantic groundfish management plan. -- 
Suppl. vers. MICROLOG 94-01681 1 fiche 


Subject Index / Index des matieres 


Access and allocation, issues and principles : an 
industry perspeclive. MICROLOG 94-01863 
2 fiche 

Feasibility analysis of an integraled registration 
and reporting system. MICROLOG 94-01865 
1 fiche 


Fishery processing industries 

The Fish processing sector in Atlantic Canada : 
financial performance and sustainable core. 
MICROLOG 94-01860 2 fiche 

The Fish processing sector in Atlantic Canada : 
industry trends and dynamics. MICROLOG 
94-01783 3 fiche 

The Fish processing sector in Atlantic Canada : 
summary report. MICROLOG 94-01861 
1 fiche 


Fishery products 
See also Seatood 


Market perspectives : Canadian seafood products. 


MICROLOG 94-01866 1 fiche 


Markel study on the Mexican market and 
distribution system for fish and fish products. 
MICROLOG 94-02110 1 fiche 


Fishery products — Storage 

Refrigerated and re-circulated seawater lobster 
holding system for inshore lobster boats. 
MICROLOG 94-01786 1 fiche 


Fishing - Saskatchewan 
1990 survey of sport fishing in Saskatchewan. 
MICROLOG 94-01677 2 fiche 


Flocculation 

Flocculation of fine-grained sediment in the 
freshwater fluvial environment : a method of 
analysis. MICROLOG 94-01956 1 fiche 


Flocculalion of suspended fine-grained sediment 
in rivers. MICROLOG 94-01961 1 fiche 


Flooring 


Sound transmission through floors 
94-02160 1 fiche 


Flora See Plants 


MICROLOG 


Flue gases — Desulphurization 

Government review of the countdown companies’ 
1991 acid gas emissions audits. MICROLOG 
94-01541 1 fiche 


Fond de rayonnement 

Lignes directrices sur l'assistance à offrir en 
cas de surexpositions professionnelles aux 
rayonnements 1onisants. MICROLOG 
94-01535 1 fiche 


Fongicides 

Contrôle chimique du Lophophacidium 
hyperboreum. MICROLOG 94-01595 1 fiche 

Evaluation des fongicides utilisés pour le contrôle 
du Gremmenella abietina, I : résultats des 
essais effectués sur le terrain en 1978 
MICROLOG 94-01594 1 fiche 


Food industry and trade 

See also Meat industry and trade 

British Columbia. Ministry of Agriculture, 
Fisheries and Food : Annual report 1991-92. 
MICROLOG 94-01897 1 fiche 

Framework for analyzing the compelitiveness of 
the agri-tood sector. MICROLOG 94-01798 
1 fiche 

Market research study on the Mexican market 
for food processing and packaging equipment. 
MICROLOG 94-02111 1 fiche 

Ontario Food Terminal Board : Annual report 
1992-93. MICROLOG 94-01604 1 fiche 

The UK food and drink packaging industry. 
MICROLOG 94-01537 1 fiche 


Food preparation See Food industry and trade 
Food processing See Food industry and trade 


Food service 

An Evaluation of the pilol joint school food 
programs in the Toronto Board of Education. 
MICROLOG 94-01569 1 fiche 


Food trade See Food industry and trade 
Forecasting, Weather See Weather forecasting 


Forecasts, Population See Population forecasting 


Foreign exchange rates 


The Exchange Rate and the Economy 
proceedings. MICROLOG 94-01632 7 fiche 


Foreign labour See Alien labour 


Foreign trade See International trade 


Forest biomass 

Annotated bibliography of ENFOR biomass 
repons, 1979-90. MICROLOG 94-01656 4 fiche 

Forest biomass harvesting simulation model. 
MICROLOG 94-01591 2 fiche 

Implications of full-tree harvesting for biomass 
recovery. MICROLOG 94-01593 2 fiche 

Prospects tor the use of forest biomass in 
Quebec. MICROLOG 94-01592 1 fiche 


Forest entomology See Forest insects 
Forest industries See Forest products industry 


Forest insects 
See also Gypsy moth 


Forest insect and disease conditions in Canada, 
1990. MICROLOG 94-01662 2 fiche 


Forest law See Forestry law and legislation 


Forest machinery 

Market study on forestry harvesting and 
woodworking equipment in Mexico. MICROLOG 
94-02104 1 fiche 


Forest management 

Environmental effects of pesticide use for timber 
Management in Ontario : final report. 
MICROLOG 94-01799 2 fiche 

Guidelines for maintaining biodiversity during 
juvenile spacing. MICROLOG 94-02055 
1 fiche 


Forest management British Columbia 
British Columbia Forest Practices Code : 
discussion paper. MICROLOG 94-01833 
1 fiche 


Forest management Newfoundland 
Proceedings of a symposium on urban forest 
management within the Commonwealth of 
Nations, agenda subhead 5 : Trees in Rural 

and Urban Development. MICROLOG 
94-01587 2 fiche 


Forest mensuration See Forests and forestry — 
Mensuration 


Forest policy 

Toward a national forestry science and 
technology agenda for Canada. MICROLOG 
94-01901 2 fiche 


Forest products industry 

See also Pulp and paper industry 

Market study on lumber and wood products. 
MICROLOG 94-02097 1 fiche 


Forestry and state See Forest policy 


Forestry law and legislation 


Proposed foresl practices rules for British 
Columbia. MICROLOG 94-01900 2 fiche 


Forestry research See Forests and forestry - 
Research 


Forests and torestry Law and legislation 
See Forestry law and legislation 
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Forests and forestry — Mathematical 
models 


Forest biomass harvesting simulation model. 
MICROLOG 94-01591 2 fiche 


Forests and forestry —- Mensuration 

Fraser TSA timber supply analysis. MICROLOG 
94-01800 1 fiche 

Okanagan TSA timber supply analysis. 
MICROLOG 94-01801 1 fiche 

Revelstoke TSA timber supply analysis. 
MICROLOG 94-01545 1 fiche 


Forests and forestry — Ontario 
Algonquin Forestry Authority (Ont.) : Annual 
report 1991-92. MICROLOG 94-01643 1 fiche 
Lie silviculture. MICROLOG 94-01795 
iche 


Forests and forestry - Prince Edward 

Island 

Prince Edward Island state of the forest report, 
1980-90 : forestry, working now for the 
future. MICROLOG 94-01764 1 fiche 


Forests and forestry — Research 
Forintek Canada Corp. : Annual report 1992-93. 
MICROLOG 94-01504 1 fiche 


Forêts et sylviculture — Modèles 

mathématiques 

Modélisation de la croissance et du rendement 
des pessières noires au Québec. 
MICROLOG 94-01675 2 fiche 


Forêts et sylviculture — Ontario 

Agence de foresterie du parc Algonquin (Ont.) : 
Rapport annuel 1991-92. MICROLOG 
94-01643 1 fiche 


Forêts et sylviculture — Québec 

(Province) 

Analyse de quelques éléments de la production 
forestière de l'unité de gestion des Chic- 
Chocs, partie occidentale. MICROLOG 
94-01588 1 fiche 

Les Caries de l'épinette noire dans la forêt 
boréale au Québec. MICROLOG 94-01873 
1 fiche 


Forêts privées 

Culture du sapin baumier dans des champs et 
en forêt pour la production d'arbres de Noel. 
-- Rév. MICROLOG 94-02028 1 fiche 


Formation à distance Voir Enseignement à 
distance 


Formation professionnelle 

Possibilités de formation pour les Indiens et les 
Inuit, 1993-94. MICROLOG 94-01756 3 fiche 

Projets gouvernementaux de formation à 
l'intention des Premières Nations, 1993-94. 
MICROLOG 94-01775 2 fiche 

Rapport du Comité directeur du CPRH sur la 
formation et le perfectionnement. MICROLOG 
94-01607 1 fiche 


Français (Langue) - Dictionnaires 

anglais 

Dictionnaire de la couche d'ozone. MICROLOG 
94-02131 6 fiche 

Dictionnaire de la robinetterie et de la tuyauterie 
industrielles : dictionnaire anglais-français. 
MICROLOG 94-01488 4 fiche 

Lexique constitutionnel. MICROLOG 94-02132 
4 fiche 

Vocabulaire de la mécanisation forestière . 
vocabulaire français-anglais. MICROLOG 
94-01487 2 fiche 


Free trade and protection 

North American Agreement on Labor 
Cooperation between the government of 
Canada, the government of the United 
Mexican States and the government of the 


United States of America, 1993. -- Final draft. 
MICROLOG 94-01919 1 fiche 


French language English dictionaries 
Constitutional glossary. MICROLOG 94-02132 
4 fiche 


Ozone layer dictionary. MICROLOG 94-02131 
6 fiche 


French language - Study and teaching 

Teaching and learning : an examination of the 
teacher and the student in the core French 
classroom : anthropological methods. 
MICROLOG 94-01578 1 fiche 


Frontieres 

Commission de la frontière internationale : 
Rapport annuel conjoint, 1991 : Etats-Unis et 
Canada. MICROLOG 94-01847 1 fiche 


Frozen water See Ice 


Fruit 

Annual unload report, part Il : imported fruits 
and vegetables into 10 Canadian provinces, 
1992. MICROLOG 94-01509 2 fiche 

Seasonal fruit and vegetable report : annual 
summary, 1992. MICROLOG 94-01777 1 fiche 


Fruits 


Rapport annuel des déchargements, partie Il : 
fruits et légumes imporlés dans les dix 
provinces canadiennes, 1992. MICROLOG 
94-01509 2 fiche 


Fungicides 

Chemical control of Lophophacidium 
hyperboreum. MICROLOG 94-01595 1 fiche 

Evaluation of fungicides for control of 
Gremmeniella abietina, | : laboralory and 
preliminary field assays. MICROLOG 
94-01585 1 fiche 

Evaluation of fungicides for control of 
Gremmemella abietina, \\l_: results of 1978 
field assays. MICROLOG 94-01594 1 fiche 


Furniture industry 


Market study on the Mexican market for home 
and office furniture. MICROLOG 94-02114 
1 fiche 


G 


Galeries Voir Musées et galeries 


Gambling 
See also Lotteries 


Canadian Pari-Mutuel Agency : Annual report 
1992. MICROLOG 94-02009 1 fiche 


Garantie des dépôts bancaires Voir Assurance- 
dépdts 


Gas wells 


Fugitive gas emissions from oil and gas wells : 
final report. MICROLOG 94-01983 2 fiche 


Gel 

Méthode de prévision des probabilités de gel et 
terminologie associée. MICROLOG 94-02041 
1 fiche 


Generators, Steam See Steam boilers 


Génie mechanique 
institut de génie mécanique (Canada) : Rapport 
annuel 1991-92. MICROLOG 94-01722 1 fiche 


Institut de génie mécanique (Canada) : Rappoñ 
annuel 1992-93. MICROLOG 94-01724 2 fiche 


Geographic information systems 

New Brunswick. Geographic Information 
Corporation : Annual report 1992-93. 
MICROLOG 94-01769 1 fiche 


Géographie — Systèmes d'information 
Voir Systèmes d'information Géographie 


Géologie - Nouveau-Brunswick 

Résumés for 1993 : eighteenth annual review of 
activities [French ed]. MICROLOG 94-01770 
1 fiche 


Geology ~ Alberta 


Geology of the Battle River coalfield, east-central 
Alberta) MICROLOG 94-01970 1 fiche 


Geology British Columbia 
Exploration in British Columbia, 1992. 
MICROLOG 94-01811 2 fiche 


Geology Manitoba 
Index to non-confidential assessment reports. 
MICROLOG 94-01635 1 fiche 


Geology - New Brunswick 

Abstracts for 1993 : eighteenth annual review of 
activities. MICROLOG 94-01770 1 fiche 

Antinouri Lake-Nicholas Denys geocompilation 
project : data sheets for NTS 21 0/16a, 
northern New Brunswick. MICROLOG 
94-01787 1 fiche 

Antinouri Lake-Nicholas Denys geocompilation 
project : data sheets for NTS 21 P/12e, 
northern New Brunswick. MICROLOG 
94-01993 2 fiche 

Antinouri Lake-Nicholas Denys geocompilation 
project : data sheels for NTS 21 P/12f, 
northern New Brunswick. MICROLOG 
94-01994 2 fiche 

Antinouri Lake-Nicholas Denys geocompilation 
project : data sheets for NTS 21 P/12g, 
northern New Brunswick. MICROLOG 
94-02070 1 fiche 

Antinourt Lake-Nicholas Denys geocompilation 
project : data sheels for NTS 21 P/13b, 
northern New Brunswick. MICROLOG 
94-02071 1 fiche 

Antinouri Lake-Nicholas Denys geocompilation 
project : data sheets for NTS 21 P/13c, 
northern New Brunswick. MICROLOG 
94-02023 2 fiche 

Antinouri Lake-Nicholas Denys geocompilation 
project : data sheets for NTS 21 P/13d, 
northern New Brunswick. MICROLOG 
94-02022 1 fiche 

Geology of lleath Steele-tlaltmile Lakes area, 
Northumberland County, New Brunswick, part 
of NTS 0/8 MICROLOG 94-01723 2 fiche 


Geology Newfoundland 
Current research, 1993 MICROLOG 94-01879 
6 fiche 


Geology Ontario 

Geology of Adrian and Marks townships. 
MICROLOG 94-01747 2 fiche 

Geology of Aguonie, Bird, Finan and Jacobson 
townships, District of Algoma. MICROLOG 
94-01744 4 fiche 

Geology of Killins, Knicely and Lalibert townships, 
District of Algoma. MICROLOG 94-01745 
2 fiche 

Geology of the Ompa Lake area, District of 
Saut Ste. Marie. MICROLOG 94-01746 2 fiche 


Gérontologie Voi Vieillissement 


Gifted children 

Charting developmental paths of giftedness : early 
adolescence, girls and the social domain. 
MICROLOG 94-01561 1 fiche 


Gifted children Education 

Independent study : is it an appropriate 
curriculum model tor gifted adolescents? 
MICROLOG 94-01568 1 fiche 

Providing effective programs for gifted students : 
examining the various administrative 
possibilities. MICROLOG 94-01564 1 fiche 

Summary of data from a study of provisions for 
gifted education in Ontario . a review and 
recommendations. MICROLOG 94-01580 
1 fiche 
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GIS (Information systems) See Geographic 
information systems 


Global warming 


Energy and global warming. 
94-01972 1 fiche 


Golf 

B.C. Tourism : golf resort development strategy. 
MICROLOG 94-01936 2 fiche 

The Golf industry in British Columbia : financial 
results and economic impacts, 1987-90. 
MICROLOG 94-01935 2 fiche 

Golf industry opportunities in B.C. : a discussion 
paper. MICROLOG 94-01790 1 fiche 


Goods, Consumer See Consumer goods 


MICROLOG 


Government and forestry See Forest policy; 
Forestry law and legislation 


Government communication systems 
A General audit of Saskatchewan government 
communications : setting a new course : 
executive summary. MICROLOG 94-01671 

1 fiche 


Government investigations See Governmental 
investigations 


Governmental investigations 

Administrative fairness of the process leading to 
the Clayoquot Sound Land Use Decision. 
MICROLOG 94-01791 1 fiche 


Grain — Saskatchewan 


Varieties of ey crops for Saskatchewan, 1993. 
MICROLOG 94-01646 1 fiche 


Granit — Industrie et commerce 


L'Industrie du granite au Canada : répertoire de 
1993. MICROLOG 94-01521 1 fiche 


Granite industry and trade 


Granite industry in Canada : 1993 directory 
MICROLOG 94-01521 1 fiche 


Grants in aid of research See Research grants 


Greenhouse gases 


Energy and global warming. 
94-01972 1 fiche 


MICROLOG 


Groundwater — Pollution 

EXPRES : an expert system for assessing the 
potential for groundwater contamination due to 
pesticides. MICROLOG 94-01966 1 fiche 


Groundwater contamination See Groundwater - 
Pollution 


Group identity, Ethnic See Ethnicity 


Groupes ethniques 

Voir aussi Minorités; Multiculturalisme 

Bibliographie annotée sur les ethnies et les 
média au Canada. -- Ebauche. MICROLOG 
94-01930 1 fiche 

Coup d'oeil sur la littérature traitant du 
développement et de l'intégration des minorités 
ethnoculturelles. MICROLOG 94-02054 1 fiche 

Localisation des populations immigrées et 
ethnoculturelles au Québec. MICROLOG 
94-02089 2 fiche 

Plan cadre pour le marketing des événements 
et communautés ethnoculturels : sommaire 
exécutif. MICROLOG 94-02044 1 fiche 


Groupes ethniques Travail 

Emploi des groupes ethniques dans l'industrie du 
logement et de l'alimentation. MICROLOG 
94-01844 1 fiche 


Guaranteed income See Income maintenance 
programs 


Guardrails (Roads) See Roads - Guard fences 


Gypsy moth 

A Survey for gypsy moth parasites at Mont 
Saint-Hilaire and Mont Saint-Bruno, Quebec. 
MICROLOG 94-01590 1 fiche 


H 


Habitat (Ecology) - British Columbia 

Coastal wetlands habitat assessment and 
classification for northwestern British Columbia. 
MICROLOG 94-01882 2 fiche 


Habitations 


Les Gaz souterrains et l'habitation : guide destiné 
aux municipalités. MICROLOG 94-02161 1 fiche 


Habitations — Inspection 

Les Indicateurs de la qualité de l'habitat 
de l'expérience d'enquête Montréalaise : 
rapport. MICROLOG 94-02094 1 fiche 

Le Secteur canadien de l'inspection des 
bâtiments résidentiels. MICROLOG 94-01726 
2 fiche 


leçons 


Habitations Pollution de l'air Voir Air Pollution 


intérieure 


Halibut 

Atlantic halibut Hippoglossus hippoglossus and 
Pacific halibut H. stenolepis and thew North 
American fisheries. MICROLOG 94-01949 
1 fiche 


Handicapes 

Alliance de vie active pour les 
canadiens/canadiennes ayant un handicap, 
forum 92 : comptes rendus : le partenariat à 
l'honneur. MICROLOG 94-01880 1 fiche 


Handicapés physiques Services aux 

Programme-cadre pour les personnes ayant une 
déficience physique : document de consultation. 
MICROLOG 94-01735 1 tiche 


Handicapped 

Active Living Alliance for Canadians with a 
Disability, Forum ‘92 : proceedings : celebrating 
the partnership. MICROLOG 94-01880 1 fiche 


Hazardous waste disposal See llazardous wastes 


Hazardous wastes 


OWMC guide to hazardous wasle terminology. 
MICROLOG 94-01538 2 fiche 


Health care See Medical care 

Health care personnel See Medical personnel 
Health indicators See Health stalus indicators 
Health manpower See Medical personnel 
Health of workers See Industrial hygiene 


Health planning 


Communities putting new directions into action. 
MICROLOG 94-01485 1 fiche 


Health professions See Medical personnel 


Health promotion 


Are you listening? Helping young people take 
action for health : stories trom British 
Columbia. MICROLOG 94-01511 1 fiche 

Health research See Medicine Research 

Health services See Public health 


Health status indicators 


Community health status assessment of the 
Yukon. MICROLOG 94-01687 1 fiche 


Health, Public See Public health 
Herbicides 


Public attitudes towards herbicides and their 
implications for a public involvement strategy 


for the Vegetation Management Alternatives 
Program. MICROLOG 94-01814 3 fiche 


Herbicides  Epandage Voir Pulvérisation et 
poudrage aériens en sylviculture 


Heritage languages See Language and languages 


Herring 

Stock assessment for Brilish Columbia herring in 
1992 and forecasts of the potential catch in 
1993. MICROLOG 94-01872 2 fiche 


High school graduates Employment 
Labour market problems and mental health © a 
panel study of Canadian youth in transition 
from school to work. MICROLOG 94-02147 

1 fiche 


High-rise apartment buildings 

Design and analysis of preliminary C-2000 multi- 
residential building. MICROLOG 94-01986 
1 fiche 


Higher education 

See also Universities and colleges 

Pantcipation of different ethnic groups in 
postsecondary education. MICROLOG 
94-01912 1 fiche 


Higher education Atlantic Provinces 


Maritime Provinces post-secondary programme 
profile. MICROLOG 94-01758 1 fiche 


Highway construction See Roads and highways — 
Design and construction 


Highways See Roads and highways 
Historical record preservation See Archives 


HIV (Viruses) 
See also AIDS (Disease) 


Saskatchewan provincial HIV/AIDS strategy, 
phase |. MICROLOG 94-01602 1 fiche 


Homards 

Vivier à homards avec eau de mer rétrigérée 
pour homardiers côtiers. MICROLOG 
94-01786 1 fiche 


Home offices See Work environment 


Home warranty See House warranty 


Homelessness 

The Impact of supported housing on a downtown 
homeless population. MICROLOG 94-02024 
2 fiche 


Horse-racing 

Encouraging stability and innovation to revitalize 
the horse racing industry in Saskatchewan : a 
discussion paper. MICROLOG 94-01670 
1 fiche 

Ontario Racing Commission : Annual statistical 
report for 1992. MICROLOG 94-01659 
1 fiche 


Hospital supplies See Medical supplies 


Hospitality industry 
See also Tourist trade 


Market study on the Mexican market for hotel 
and restaurant equipment and supplies. 
MICROLOG 94-02080 1 fiche 


Hospitals Saskatchewan 

Technical report of the Surgery Working Group 
on presurgical admissions and rates of day 
surgery in Saskatchewan's twenty largest 
hospitals. MICROLOG 94-02026 1 fiche 


House warranty 
Ontario New Home Warranty Program : Annual 
report 1992. MICROLOG 94-01906 1 fiche 
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Houseboats 


Float home standard. 
1 fiche 


Household violence See Family violence 


MICROLOG 94-01834 


Houses See Dwellings 


Housing 

See also Homelessness 

Four concepts to promote trade of Canadian 
housing in international markets : final report. 
MICROLOG 94-02072 1 fiche 


Housing policy Manitoba 
Evolution of northern housing policy. 
MICROLOG 94-01778 1 fiche 


Human immunodeficiency viruses See HIV 
(Viruses) 


Human resource development See Education 


Human rights — British Columbia 

British Columbia Council of Human Rights : 
Annual report 1990-91. MICROLOG 94-01513 
1 fiche 

British Columbia Council of Human Rights : 
Annual report 1991-92. MICROLOG 94-01514 
1 fiche 


Humanistic education 
Cognitive education project. 
94-02059 5 fiche 


MICROLOG 


Hygiene du milieu 
Radioexpositions professionnelles au Canada, 
1990. MICROLOG 94-01492 1 fiche 


Hygiène du travail Voir Hygiène industrielle 


Hygiene industrielle 

Lignes directrices sur l'assistance à offrir en 
cas de surexpositions professionnelles aux 
rayonnements ionisants. MICROLOG 
94-01535 1 fiche 


Hygiene, Public See Public health 


Ice 


Ice jam configuration : second generation model. 
MICROLOG 94-01954 1 fiche 


Wliteracy See Literacy 
imdemnités agricoles Voir Assurance-récolte 
Immigrant labour See Alien labour 


Immigrant women See Women immigrants 


Immigrants 

See also Ethnic groups; Native language, 
Women immigrants 

Barriers to the recognition of the credentials of 
immigrants in Canada : an analysis using 
census data. MICROLOG 94-01907 2 fiche 


Immigrants 


Localisation des populations immigrées el 
ethnoculturelles au Québec. MICROLOG 
94-02089 2 fiche 


Immigrants — Employment See Alien labour 


Immunodeficiency-associated virus See HIV 
(Viruses) 


impôt 
Voir aussi Femmes — Impôts; Sociétés // Impôts 


Premier rapport du Groupe de travail : 
environnement et fiscalité. MICROLOG 
94-01934 1 fiche 


Impôt sur la fortune 


Rapport du Groupe de travail sur les impôts 
fonciers. MICROLOG 94-01679 3 fiche 


Income maintenance programs 

Income support for Atlantic fishermen : 
approaches and options. MICROLOG 
94-01862 1 fiche 

An Income support system for Atlantic 
fishermen : consultation paper. MICROLOG 
94-01855 1 fiche 


Independence (Personality) 


Rosier independence. MICROLOG 94-01576 
1 fiche 


Independent study 

Independent study : is it an appropriate 
Curriculum model tor gifted adolescents?. 
MICROLOG 94-01568 1 fiche 


Indians See Native peoples 


indicateurs de l'éducation 

Indicateurs sur la situation de l'enseignement 
primaire et secondaire, 1992. MICROLOG 
94-01891 1 fiche 

Indicateurs sur la situation de l'enseignement 
primaire et secondaire, 1993. MICROLOG 
94-01890 1 fiche 


Indicators, Health status See Health status 
indicators 


indigènes Voir Autochtones 


Indoor air pollution 


Soil gases and housing : a guide for 
municipalities.  MICROLOG 94-02161 1 fiche 


Industrial effluents See Factory and trade waste 


industrial equipment 

Europe 1992 : report of the Working Group on 
Industrial and Transportation Equipment and 
Services. MICROLOG 94-01543 1 fiche 

Market study on the Mexican market for 
industrial process control instruments and 
equipment. MICROLOG 94-02074 1 fiche 


Industrial hygiene 

Guidelines tor counselling after occupational 
overexposure to ionizing radiation. 
MICROLOG 94-01535 1 fiche 

Occupational radiation exposures in Canada, 
1990. MICROLOG 94-01493 1 fiche 


Industrial relations - Saskatchewan 

New directions for healthcare labour relations in 
the 1990s : a report. MICROLOG 94-01520 
1 fiche 


Industrial sites 

The Development of soil cleanup criteria in 
Canada, vol. 1 : methods and strategies 
currently used to develop cleanup criteria for 
contaminated sites. MICROLOG 94-01711 
2 fiche 

The Development of soil cleanup criteria in 
Canada, vol. 2 : development of the AERIS 
model, an aid for evaluating the 
redevelopment of industrial sites : interim 
report. MICROLOG 94-01712 2 fiche 

The Development of soil cleanup criteria in 
Canada, vol. 3 : toxicity assessment process. 
MICROLOG 94-01713 1 fiche 

The Development of soil cleanup criteria in 
Canada, vol. 5 : development of the AERIS 
model : final report. MICROLOG 94-01714 
1 fiche 

The Development of soil cleanup criteria in 
Canada, vol. 6 : user's guide tor the AERIS 
model, version 2.1. MICROLOG 94-01715 
1 fiche 


Industrial wastes See Factory and trade waste 


industrie de la pate à papier Voir Pale à 
papier, industrie de la 


Industrie laitière 
Chronologie de l'industrie latière au Québec, 
1608-1992. MICROLOG 94-01614 2 fiche 


industrie minérale Voir Mines - Industrie 


industrie pharmaceutique 


L'industrie pharmaceutique : étude sectorielle 
MICROLOG 94-02087 1 fiche 


industries alimentaires Voir Aliments 
commerce 


Industrie el 


industries énergétiques 
L'Energie : étude sectorielle. MICROLOG 
94-02067 2 fiche 


Industries métallurgiques Voir Métallurgie 


Inequalities, Variational (Mathematics) 
See Variational inequalities (Mathematics) 


infractions sexuelles Voir Abus sexuels à l'égard 
des enfants, Crimes sexuels 


Ingénierie 

Voir aussi Génie méchanique 

Conseil de recherches en sciences naturelles et 
en génie du Canada : Rapport du président 
1991-92. MICROLOG 94-01503 2 fiche 


Inquests, Coroners See Coroners 


Insectes forestiers 


Insectes et maladies des arbres au Canada, 
1990. MICROLOG 94-01657 2 fiche 


Insecticides 

Pulvérisations aériennes expérimentales de 
perméthrine contre Choristoneura fumirana au 
Québec en 1976 et 1977. MICROLOG 
94-01586 1 fiche 


Instruction See Education 


Insurance companies 

Manitoba. Insurance Branch : Annual report 
1993 : business of 1992. MICROLOG 
94-01927 1 fiche 


Insurance, Crop See Agricultural insurance — 
Crops 


Insurance, Deposit See Deposit insurance 
Intellectual lite See Cultural policy 


International boundaries See Boundaries 


International cooperation 

Seeking Innovation . international cooperation 
among universities conference : conference 
proceedings. MICROLOG 94-02005 1 fiche 


International marketing See Export marketing 


International trade 

See also Free trade and protection 

Annual unload report, part Il : imported fruits 
and vegetables into 10 Canadian provinces, 
1992. MICROLOG 94-01509 2 fiche 

Canada-U.S. steel trade. -- Rev. MICROLOG 
94-02050 1 fiche 

Europe 1992 : report of the Working Group on 
Industrial and Transportation Equipment and 
Services. MICROLOG 94-01543 1 fiche 

Four concepts to promote trade of Canadian 
housing in international markets : final report. 
MICROLOG 94-02072 1 fiche 

Moving into Europe. MICROLOG 94-01550 
1 fiche 

Strategic links : closing the Uruguay Round and 
renegotiating the NAFTA. MICROLOG 
94-02121 1 tiche 

Trade and sustainable development : a survey of 
the issues and a new research agenda. 
MICROLOG 94-01716 2 fiche 


interurban transportation 

The Canada Coach Lines accessible intercity bus 
service demonstration : two year report. 
MICROLOG 94-02064 3 fiche 
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Inventory control 


Stockout avoidance inventory behaviour with 
differentiated durable products. MICROLOG 
94-01686 1 fiche 


lonizing radiation 

Guidelines for counselling after occupational 
overexposure to ionizing radiation. 
MICROLOG 94-01535 1 fiche 


iron industry and trade 
Market study on the Mexican iron and steel 
industry. MICROLOG 94-02105 1 fiche 


Metallurgical works in Canada : primary iron and 
steel, 1993. MICROLOG 94-01655 2 fiche 


Irradiation 

Study of point defect mobilities in zirconium 
during electron irradiation in a HVEM. 
MICROLOG 94-01672 1 fiche 


J 


Jeunesse 

Conseil de la jeunesse du Nouveau-Brunswick . 
Rapport annuel 1992-93. MICROLOG 
94-01706 1 fiche 

Québec (Province). Conseil permanent de la 
jeunesse : Rapport annuel 1991-92. 
MICROLOG 94-01642 1 fiche 

Québec (Province). Conseil permanent de la 
jeunesse : Rapport annuel 1992-93. 
MICROLOG 94-01641 1 fiche 


Jeunesse — Travail 

Le Travail rémunéré des jeunes : vigilance et 
accompagnement éducatif. MICROLOG 
94-02030 1 fiche 


Jeux de hasard 


Agence canadienne du pari mutuel : Rappori 
annuel 1992. MICROLOG 94-02009 1 fiche 


Job discrimination See Discrimination in 
employment 


Judicial Inquiries See Governmental investigations 


Justice, Administration de la 

Voir aussi Ombudsman 

La Preuve de la plainte spontanée et la refonte 
des dispositions sur les agressions sexuelles 
au Canada : à quand l'égalité épistémique”?. 
MICROLOG 94-01734 1 fiche 


Justice, Administration de la - Nouveau- 

Brunswick 

Nouveau-Brunswick. Ministère de la justice : 
Rapport annuel 1992-93. MICROLOG 
94-01708 1 fiche 

Nouveau-Brunswick. Solliciteur général : Rapport 
annuel 1992-93. MICROLOG 94-01704 1 fiche 


Justice, Administration of - British 

Columbia 

Report on the Cariboo-Chilcotin Justice Inquiry. 
MICROLOG 94-01516 1 fiche 


Justice, Administration of - New 

Brunswick 

New Brunswick. Dept. of Justice : Annual report 
1992-93. MICROLOG 94-01708 1 fiche 

New Brunswick. Solicitor General : Annual report 
1992-93. MICROLOG 94-01704 1 fiche 


Justice, Administration of - Nova Scotia 

Nova Scotia. Dept. of the Attorney General : 
Annual report 1990-91. MICROLOG 94-01710 
1 fiche 


Juvenile justice, Administration of 

Background information for the Province of Nova 
Scotia's consultation on revisions to the Young 
Offenders Act. MICROLOG 94-01822 1 fiche 


Juvenile justice and youth crime in Nova Scotia 
a research and discussion paper 
MICROLOG 94-01821 1 fiche 


L 


Laboratories 

Market study on the Mexican market for 
instruments and laboratory equipment. 
MICROLOG 94-02098 1 fiche 

Saskatchewan. Laboratory and Disease Control 
Services Branch : Annual statistical report 
1991-92. MICROLOG 94-02027 1 fiche 


Labour supply and demand 

North American Agreement on Labor 
Cooperation between the government of 
Canada, the government of the United 
Mexican States and the government of the 
United States of America, 1993. -- Final draft 
MICROLOG 94-01919 1 fiche 


Labour, Skilled See Skilled labour 


Lakes British Columbia 

The Limnology of Kitlope Lake : a cold glacially- 
turbid sockeye salmon Oncorhynchus nerka 
nursery lake. MICROLOG 94-01871 1 fiche 


Lakes - Halifax (N.S.) 

Synoptic water quality survey of 
Halifax/Darmouth Metro Area lakes on April 
16, 1991. MICROLOG 94-01628 1 fiche 


Land titles - Registration and transfer 

Proposals for a Land Recording and 
Registralion Act tor Alberta. MICROLOG 
94-01817 4 fiche 


Land transter See Land titles 
transter 


Registration and 


Land use British Columbia 

Administrative fairness of the process leading to 
the Clayoquot Sound Land Use Decision. 
MICROLOG 94-01791 1 fiche 

Land use goals workbook. MICROLOG 
94-01486 1 fiche 

Land use strategy framework, goals and 
planning options : draft discussion paper. 
MICROLOG 94-01472 1 fiche 


Land use Prince Edward Island 

Island Regulatory and Appeals Commission 
(P.E1.) : Annual report 1991-92. MICROLOG 
94-01763 1 fiche 


Land use planning Ontario 

Planning reform priorities . response to the final 
report of the Commission on Planning and 
Development Reform in Ontario. MICROLOG 
94-01690 1 fiche 


Land values See Real property 


Langage et langues 

D'égal à égale : lignes directrices pour 
l'élimination de toute forme de sexisme dans 
les communications. MICROLOG 94-01583 
1 fiche 

Langues officielles : Rapport annuel 1990-91. 
MICROLOG 94-01762 3 fiche 

Langues officieiles : Rappon annuel 1991-92. 
MICROLOG 94-01633 2 fiche 


Language and languages 

See also Literacy; Nalive language; Reading, 
Writing 

Official languages : Annual report 1990-91. 
MICROLOG 94-01762 3 fiche 

Official languages : Annual report 1991-92. 
MICROLOG 94-01633 2 fiche 

On equal terms : a directory on non-sexisl 
language. MICROLOG 94-01583 1 fiche 

The Value of mastering a modernthird language 
other than English or French : a concept 
paper. MICROLOG 94-01848 1 fiche 


Language research 
Intersubjectivity and the construction of 
knowledge. MICROLOG 94-01565 1 fiche 


Langue ancestrale Voir Langue maternelle 
Langue d'origine Vor Langue maternelle 


Langue maternelle 

Langue malernelle . Recensement du Canada, 
1986 : Canada, piovinces et territoires 
régions métropolitaines de recensement. 
MICROLOG 94-02046 2 fiche 


Langue vulgaire Vorr Langue maternelle 
Langue-source Voir Langue maternelle 
Langues Voir Langage et langues 


Law reform Alberta 


Proposals for a Land Recording and 
Registration Act for Alberta. MICROLOG 
94-01817 4 fiche 


Law reform Manitoba 

The Future of occupational regulation in 
Manitoba . discussion paper. MICROLOG 
94-02134 1 fiche 


Law reform Ontario 


Report on the rights and responsibilities of 
cohabitants under the Family Law Act. 
MICROLOG 94-01608 2 fiche 


Law, Constitutional See Constitutional law 
Law, Forestry See Forestry law and legislation 


Leaching Microbiology 
General meeting of BIOMINET. MICROLOG 
94-01610 1 fiche 


Learning games See Educational games 


Learning psychology 
Intersubjectivity and the construction of 
knowledge. MICROLOG 94-01565 1 fiche 


Legal aid 
Working report to the Deputy Minister of 
Justice. MICROLOG 94-02000 1 fiche 


Légumes 

Rapport annuel des déchargements, partie Il : 
fruits et légumes importés dans les dix 
provinces canadiennes, 1992. MICROLOG 
94-01509 2 fiche 


Leves 

Les Canadiens et le multiculurahsme : étude 
nationale sur les attitudes des Canadiens, 
1991. MICROLOG 94-01532 1 fiche 


Liberal arts education See tlumanistic education 


Liberté d'information 
Voir aussi Mass media 


Répertoire des documents supplément, 1991-92. 
MICROLOG 94-01816 2 fiche 


Libre-echange et protectionnisme 

Accord nord-américain de coopération dans le 
domaine du travail entre le gouvernement du 
Canada, le gouvernement des Etats-Unis 
d'Amérique et le gouvernement des Etats-Unis 
du Mexique. -- Projet final. MICROLOG 
94-01919 1 fiche 


Lieux de travail Vow Milieu de travail 


Lieux historiques Saskatchewan 
Fon Walsh, lieu historique national . plan de 
gestion. MICROLOG 94-01727 1 fiche 


Limnology 

The Limnology of Kitlope Lake © a cold glacially- 
turbid sockeye salmon Oncorhynchus nerka 
nursery lake. MICROLOG 94-01871 1 fiche 


Linguistic research See Language research 
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Linguistique Vorr Langage et langues 


Liquor industry 
Nova Scotia Liquor Commission : Annual report 
1992-93. MICROLOG 94-01702 1 fiche 


Liquor trade See Liquor industry 


Literacy 


Reading into the future : proceedings of the 
1990 TESL Ontario Conference. MICROLOG 
94-01552 2 fiche 


Lobsters 


Refrigerated and ce-circulated seawater lobster 
holding system for inshore lobster boats. 
MICROLOG 94-01786 1 fiche 


Logging — British Columbia 

Fraser TSA timber supply analysis. 
94-01800 1 fiche 

Okanagan TSA timber supply analysis. 
MICROLOG 94-01801 1 fiche 

Revelstoke TSA timber supply analysis. 
MICROLOG 94-01545 1 fiche 


MICROLOG 


Logging - Ontario 
Algonquin Forestry Authority (Ont.) : Annual 
report 1991-92. MICROLOG 94-01643 1 fiche 


Loisirs — Québec (Province) 

Les Comportements des Québécois en maliére 
d'activités culturelles de loisir, 1989. 
MICROLOG 94-02090 1 fiche 


Long term care of the sick 


Calling for a municipal option in long-term care. 
MICROLOG 94-01692 1 fiche 


Lotteries 


Nova Scotia Lottery Commission : Annual report 
1991-92. MICROLOG 94-01625 1 fiche 


Machine tool industry 

Market study on the Mexican market for 
machine tools and metalworking equipment 
MICROLOG 94-02107 1 fiche 


Manitoba — Public finance 
Public accounts, 1992-93. MICROLOG 94-01650 
4 fiche 


Manufacturers See Businessmen 
Marché du travail Voir Travail, Marché du 


Marketing 

See also Advertising; Cooperative societies, 
Dairy products — Marketing; Export marketing; 
Milk trade 

A Framework for marketing ethnocultural 
communities and festivals : executive summary. 
MICROLOG 94-02044 1 fiche 


Marketing 

Plan cadre pour le marketing des événements 
et communautés ethnoculturels : sommaire 
exécutif. MICROLOG 94-02044 1 fiche 


Marketing boards 
British Columbia Marketing Board : Annual report 
1991-92. MICROLOG 94-01898 1 fiche 


Mass communication See Telecommunication 


Mass media 
Voir aussi Télécommunications 


Bibliographie annotée sur les ethnies et les 
média au Canada. -- Ebauche. MICROLOG 
94-01930 1 fiche 


Mass media et violence Voir Violence dans les 
mass media 


Materials handling equipment industry 

Market study on the Mexican market for 
materials handling equipment. MICROLOG 
94-02115 1 fiche 


Mathematical models 


Coupled wind-sea models and their impact on 
fluxes of momentum, sensible heat and latent 
heat. MICROLOG 94-01693 2 fiche 


Measurement of winds See Winds Measurement 


Meat industry and trade 
Market study on the Mexican markel for meal 


and livestock products. MICROLOG 94-02109 
1 fiche 


Mechanical engineering 


Institute for Mechanical Engineering (Canada) 
Annual report 1992-93. MICROLOG 94-01724 
2 fiche 


Médecins légistes 

Manitoba Bureau du médecin légiste en chef 
Rapport statistique annuel 1991. MICROLOG 
94-01883 1 fiche 


Medical care 
See also Long term care of the sick 


Revised guidelines for the medical surveillance of 
radiation workers. MICROLOG 94-01522 
1 fiche 


Medical care - British Columbia 


Finding the way home : the report. MICROLOG 
94-01933 1 fiche 
Medical care Nova Scotia 


Food for thought on primary health care 
MICROLOG 94-01505 1 fiche 


Medical care Ontario 

Task Force on the Use and Provision ol 
Medical Services (Ont.) Final report 1990- 
91. MICROLOG 94-01666 1 fiche 


Medical care Saskatchewan 


The Growth in use of health services, 1977-78 
to 1985-86. MICROLOG 94-01676 3 fiche 


Medical examiners (Law) 

See also Coroners 

Manitoba. Office of the Chief Medical Examiner : 
Annual review 1991. MICROLOG 94-01883 
1 fiche 


Medical personnel 


New directions for healthcare labour relations in 
the 1990s : a report. MICROLOG 94-01520 
1 fiche 


Medical research See Medicine Research 


Medical services See Medical care 


Medical supplies 

Market study on the Mexican market for medical 
equipment and supplies. MICROLOG 94-02099 
1 fiche 


Médicaments Industrie et commerce 
Voir Industrie pharmaceutique 


Medicine Research 

See also AIDS (Disease) 

BC Health Research Foundalion : Annual report 
1992-93. MICROLOG 94-01502 1 fiche 


Mental health 

See also Mentally ill 

Labour market problems and mental health : a 
panel study of Canadian youth in transition 
from school to work. MICROLOG 94-02147 
1 fiche 

Mental health services British 

Columbia 

Strategic mental health plan for British Columbia, 
1993. MICROLOG 94-01546 1 fiche 


Mentally ill 


Families sharing the caring : summary report 
MICROLOG 94-01480 1 fiche 


Metal cleaning 


Evaluation of boiler chemical cleaning techniques 
MICROLOG 94-01534 2 fiche 


Metal-working machinery 

Market study on the Mexican market for 
machine tools and metalworking equipment. 
MICROLOG 94-02107 1 fiche 


Metallic alloys See Alloys 


Métallurgie 

L'Activité métallurgique au Canada . fer et acier 
de première fusion, 1993. MICROLOG 
94-01655 2 fiche 


Metallurgy 
Metallurgical works in Canada : primary iron and 
steel, 1993. MICROLOG 94-01655 2 fiche 


Metallurgy Microbiology 


General meeting of BIOMINET. MICROLOG 
94-01610 1 fiche 


Metals — Cieaning See Metal cleaning 
Method of work See Work 
Microbial energy conversion See Biomass energy 


Midwifery 

Recommendations on the designation of 
midwifery : application. MICROLOG 94-01915 
1 fiche 


Milieu de travail 

Vor aussi Air Pollution intérieure 

Défis multiculturels dans le milieu du travail : 
l'industrie du tourisme. MICROLOG 94-01913 
1 fiche 


Milieu de travail - Aspect hygiénique Voir Hygiène 
industrielle 


Milk Marketing See Milk trade 


Milk trade 

Manitoba Milk Producers’ Marketing Board : 
Annual report 1992-93. MICROLOG 94-02058 
1 fiche 


Mine acid drainage See Acid mine drainage 


Mine inspection 

Monthly report on geotechnical monitoring, 
Phalen 6 east top, January 21, 1992 : 
no. 1. MICROLOG 94-01974 1 fiche 

Weekly report on geolechnical monitoring, Phalen 
5 east botlom, August 13, 1991 . report no. 
2. MICROLOG 9$4-01978 1 fiche 

Weekly report on geotechnical monitoring, Phalen 
5 east bottom, August 19, 1991 : report no. 
3. MICROLOG 94-01979 1 fiche 

Weekly report on geotechnical monitoring, Phalen 
5 eas! bottom, August 26, 1991 : report no. 
4. MICROLOG 94-01980 1 fiche 

Weekly report on geotechnical monitoring, Phalen 
5 east bottom, December 21, 1991 : repon 
no. 6. MICROLOG 94-01975 1 fiche 

Weekly report on geotechnical monitoring, Phalen 
5 east bottom, January 21, 1992 : report no. 
7. MICROLOG 94-01976 1 fiche 

Weekly report on geotechnical monitoring, Phalen 
5 east bottom, July 18, 1991 : report no. 1. 
MICROLOG 94-01977 1 fiche 


report 


Mineral industries 

See also Coal nunes and mining: Mines and 
mineral resources 

Canadian mines, perspective : production, 
reserves, development, exploration, 1991. 
MICROLOG 94-01895 2 fiche 

Market study on the mining industry in Mexico. 
MICROLOG 94-02106 1 fiche 
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Mineral industries - Employees 

Breaking new ground : human resource 
challenges and opportunities in the Canadian 
mining industry. MICROLOG 94-01827 2 fiche 


Mineral industries — Environmental 

aspects 

See also Acid mine drainage; Uranium mines 
and mining — Environmental aspects 

What you told us : minerals, executive summary. 
MICROLOG 94-01831 1 fiche 


Mineral industries - New Brunswick 


New Brunswick's mineral industry, 1992. 
MICROLOG 94-01725 2 fiche 


Mineral resources See Mines and mineral 
resources 


Mines — Industrie 

Voir aussi Mines et ressources minières 

Explorer de nouveaux horizons : les ressources 
humaines dans l'industrie minière canadienne : 
défis et possibilités. MICROLOG 94-01842 
2 fiche 

Les Mines au Canada, tour d'horizon : 
production, réserves, mise en valeur, 
exploration, 1991. MICROLOG 94-01895 
2 fiche 


Mines and mineral resources 

Canadian mines, perspective : production, 
reserves, development, exploration, 1991. 
MICROLOG 94-01895 2 fiche 


Mines and mineral resources - British 

Columbia 

Exploration in British Columbia, 1992. 
MICROLOG 94-01811 2 fiche 


Mines and mineral resources — New 

Brunswick 

Abstracts for 1993 : eighteenth annual review of 
activities. MICROLOG 94-01770 1 fiche 


Mines and mining See Mineral industries, Mines 
and mineral resources 


Mines et ressources minieres 

Vor aussi Mines — Industrie 

Les Mines au Canada, tour d'horizon : 
production, réserves, mise en valeur, 
exploration, 1991. MICROLOG 94-01895 
2 fiche 


Mines et ressources minières 
Nouveau-Brunswick 
Résumés for 1993 : eighteenth annual review of 
activities [French ed.]. MICROLOG 94-01770 
1 fiche 


Mining See Mineral industries 


Mining engineering Environmental aspects 
See Mineral industries - Environmental aspects 


Mining engineering — Research 

Canada Centre for Mineral and Energy 
Technology : Annual report 1992-93. 
MICROLOG 94-01462 1 fiche 


Minorités 

Les Minorités visibles au Canada : présentation 
graphique. MICROLOG 94-01830 1 fiche 

Les Minorités visibles au Canada en 1986 : 


présentation graphique. MICROLOG 94-02037 
1 fiche 


Minorities 

The Civic participation of visible minorities in 
Canadian society : framework and issues for 
research and analysis. MICROLOG 94-01909 
2 fiche 

Employment discrimination against visible 
minorities and employment equity. MICROLOG 
94-01902 1 fiche 

Visible minorities in Canada, 1986 : a graphic 
overview. MICROLOG 94-02037 1 fiche 


Visible minority Canadians : a graphic overview. 
MICROLOG 94-01830 1 fiche 


Modular approach in education See Independent 
study 


Molesting of children See Child molesting 


Monetary policy 
Monetary policy, uncertainty and the presumption 
of linearity. MICROLOG 94-01612 1 fiche 


Mortalite 

Un Essai de classification des pays industrialisés 
suivant le profil de la mortalité violente des 
personnes âgées. MICROLOG 94-01684 
2 tiche 


Mortality 

See also Coroners 

An Alternative to the life table model. 
MICROLOG 94-02148 1 fiche 

Moniality modelling with order statistics. 
MICROLOG 94-02146 1 fiche 

Nativity and mortality in Canada, 1985-87. 
MICROLOG 94-02140 1 fiche 

Predicting old age mortality in Canada. 
MICROLOG 94-02151 1 fiche 


Mother tongue See Nalive language 


Motion pictures - Classitication See Classification 
Motion pictures 


Motor buses See Buses 


Moving pictures - Classification 
See Classification — Motion pictures 


Multiculturalism 

See also Ethnic groups 

Analysis of Thompson Lightstone survey of public 
attitudes towards multiculturalism. MICROLOG 
94-02034 1 fiche 

Annotated bibliography on culture, tourism and 
multiculturalism. MICROLOG 94-02035 1 fiche 

Chronicle of milestones in Canadian 
multiculturalism. MICROLOG 94-01910 1 fiche 

Institutional change strategies in response to 
multiculturalism. MICROLOG 94-01911 1 fiche 

Making connections : report on the National 
Conterence on Tourism, Culture and 
Multiculturalism. MICROLOG 94-02045 1 fiche 

Multiculturalism and Canadians : attitude study, 
1991 : national survey report. MICROLOG 
94-01531 1 fiche 

Multiculturalism issues in the workplace : the 
tourism industry. MICROLOG 94-01913 
1 fiche 

Resource guide of publications supported by 
multiculturalism programs, 1973-92. 
MICROLOG 94-01904 2 fiche 

Tourism and multiculturalism : impact of 
ethnocultural attractions and events. 
MICROLOG 94-02036 1 fiche 


Multiculturalisme 

Vor aussi! Groupes ethniques 

Analyse de l'enquête de Thompson Lightstone 
sur l'attitude du public à l'égard du 
multiculturalisme. MICROLOG 94-02034 
1 fiche 

Bibliographie commentée sur la culture, le 
tourisme et le multiculturalisme.  MICROLOG 
94-02035 1 fiche 

Les Canadiens et le multiculturalisme : étude 
nationale sur les attitudes des Canadiens, 
1991. MICROLOG 94-01532 1 fiche 

Défis multicultturels dans le milieu du travail : 
l'industrie du tourisme. MICROLOG 94-01913 
1 fiche 

Des Liens à créer : rapport de la Conférence 
nationale sur le tourisme, la culture et le 
multiculturalisme. MICROLOG 94-02045 
1 fiche 

Tourisme et multiculturalisme : impacts des 
événements et attraits ethnoculturels. 
MICROLOG 94-02036 1 fiche 


Municipal finance 


Trends in municipal finance : final report. 
MICROLOG 94-02025 2 fiche 


Municipal finance - New Brunswick 


New Brunswick Municipal Finance Corporation : 
Annual report 1992. MICROLOG 94-01768 
1 fiche 


Municipal finance - Ottawa-Carleton 

(Ont.) 

Updated survey of processing fees/development 
charges : area municipalities. MICROLOG 
94-02165 1 fiche 


Municipal government - British 

Columbia 

Highlights, October 1992 - September 1993. 
MICROLOG 94-01479 1 fiche 


Musées et galeries 
Voir aussi Archives 


Patrimoine muséologique au Québec : repères 
chronologiques. MICROLOG 94-02066 2 fiche 


Natalité Vor Fécondité humaine 
Nationality (Citizenship) See Citizenship 


Native language 

Mother tongue . 1986 Census of Canada : 
Canada, provinces and territories : census 
metropolitan areas. MICROLOG 94-02046 
2 fiche 


Native peoples 

Government training initiatives for First Nations, 
1993-94. MICROLOG 94-01775 2 fiche 

Our responsibility to the seventh generation : 
indigenous peoples and sustainable 
development. MICROLOG 94-01717 2 fiche 


Native peoples ~~ Antiquities 
Western subarctic prehistory. MICROLOG 
94-01526 2 fiche 


Native peoples - British Columbia 
Report on the Cariboo-Chilcotin Justice Inquiry. 
MICROLOG 94-01516 1 fiche 


Native peoples Criminal justice 
system 
Report on the Cariboo-Chilcotin Justice Inquiry. 


MICROLOG 94-01516 1 fiche 


Native peoples Education 

Indiar/Inuit training opportunities, 1993-94. 
MICROLOG 94-01756 3 fiche 

A Report on the methodology of Native 
transition. MICROLOG 94-01571 1 fiche 


Native peoples Government relations 

The Western Arctic claim . a guide to the 
Inuvialuit Final Agreement. MICROLOG 
94-01776 1 fiche 


Native peoples - Health and hygiene 
Aboriginal health in Canada. MICROLOG 
94-01732 1 fiche 


Native peoples History 
Western subarctic prehistory. MICROLOG 
94-01526 2 fiche 


Native peoples Northwest Territories 

The Western Arctic claim : a guide to the 
Inuvialuit Final Agreement. MICROLOG 
94-01776 1 fiche 


Native peoples Self-government 

Partners in Contederation : Aboriginal peoples, 
self-government and the Constitution. 
MICROLOG 94-02011 1 fiche 
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Native peoples — Services for 

Policing services for Aboriginal peoples : a 
review of current trends and developments 
and an analysis of the impact. MICROLOG 
94-01609 2 fiche 


Natural resources - New Brunswick 


New Brunswick. Dept. of Natural Resources and 
Energy : Annual report 1992-93. MICROLOG 
94-01696 2 fiche 


Navires de péche Voir Bateaux de péche 


Négociations collectives 

Voir aussi Syndicats 

Les Relations du travail en 1992. 
94-01533 1 fiche 


MICROLOG 


Network analysis (Planning) 

See also Scheduling (Management) 

Dynamic network equilibrium problem formulated 
as an infinite dimensional variational inequality 
problem. MICROLOG 94-01542 1 fiche 

Postoptimizing equilibrium flows on large scale 
networks. MICROLOG 94-02137 1 fiche 


Northern development - Saskatchewan 

Saskatchewan Power Corporation. Northern 
Enterprise Fund : Annual report 1991. 
MICROLOG 94-01644 1 fiche 

Saskatchewan Power Corporation. Northern 
Enterprise Fund : Annual report 1992. 
MICROLOG 94-01645 1 fiche 


Northern regions 
Western subarctic prehistory. MICROLOG 
94-01526 2 fiche 


Northern regions — Research 


Synopsis of research conducted under the 
1992/93 Northern Contaminants Program. 
MICROLOG 94-01525 4 fiche 


Northwest Territories - Public finance 


Capital estimates, 1994-95. MICROLOG 
94-01653 3 fiche 
Nuclear power plants Inspection 


AECB staff annual report on the Bruce A 
Nuclear Generating Station for the year 1992. 
MICROLOG 94-01500 1 fiche 

AECB staff annual report on the Bruce B 
Nuclear Generating Station for the year 1992. 
MICROLOG 94-01499 1 fiche 

AECB staff annual report on the Bruce Heavy 
Water Plant for the year 1992. MICROLOG 
94-01494 1 fiche 

AECB staff annual report on the Darlington 
Nuclear Generating Station for the year 1992. 
MICROLOG 94-01498 1 fiche 

AECB staff annual report on the Pickering A 
and B Nuclear Generating Stations for the 
year 1992. MICROLOG 94-01497 1 fiche 

AECB staff annual report on the Point Lepreau 
Nuclear Generating Station for the year 1992. 
MICROLOG 94-01496 1 fiche 


Nutrition 

An Evaluation of the pilot joint school food 
programs in the Toronto Board of Education. 
MICROLOG 94-01569 1 fiche 


O 


Obstetrics 

Prenatal diagnosis in Canada, 1990 : a review of 
genetics centres. MICROLOG 94-01845 
2 fiche 


Occupational health and safety See Work 
environment 


Occupational hygiene See Industrial hygiene 


Occupational training 
Government training initiatives for First Nations, 
1993-94. MICROLOG 94-01775 2 fiche 


Indiarvinuil training opportunities, 1993-94. 
MICROLOG 94-01756 3 fiche 
Report of the I1RDC Steering Commitiee on 


Training and Development. MICROLOG 
94-01607 1 fiche 


Occupations 
See also Counselling 


The Future of occupational regulation in 
Manitoba : discussion paper. MICROLOG 
94-02134 1 fiche 


Oil recovery, Thermal See Thermal oil recovery 


Oil sands industry Environmental! 
aspects 
Literature search on the environmental impacts 


of tar sands operations. MICROLOG 94-02061 
2 fiche 


Oil wells 


Fugitive gas emissions from oil and gas wells : 
final report. MICROLOG 94-01983 2 fiche 


Ombudsman 
Etude du Bureau de l'Ombudsman. 
94-01813 3 fiche 


MICROLOG 


Ontario - Economic conditions 
Ontario economic outlook, 1993. MICROLOG 
94-01737 2 fiche 


Ontario — Finances publiques 

Budget de l'Ontario, 1993. MICROLOG 
94-01815 2 fiche 

Comptes publics de l'Ontario, 1992-93, vol. 2 
états financiers des sociétés de la Couronne, 
conseils, commissions. MICROLOG 94-01660 
4 fiche 


Ontario — Politics and government 

The Crunch, financing Ontario's social 
programs : a discussion paper. MICROLOG 
94-01743 1 fiche 


Ontario - Public finance 

The Crunch, financing Ontario's social 
programs : a discussion paper. MICROLOG 
94-01743 1 fiche 

Public accounts of Ontario, 1992-93 : financial 
statements. MICROLOG 94-01639 1 fiche 


Organic compounds 


Evaluation of extraction techniques tor butyltin 
compounds in sediment. MICROLOG 94-01957 
1 fiche 


Ozone atmospherique 
Dictionnaire de la couche d'ozone. 
94-02131 6 fiche 


MICROLOG 


p 


Pacific herring See Herring 


Packaging 
The UK food and drink packaging industry. 
MICROLOG 94-01537 1 fiche 


Parasites 

A Survey for gypsy moth parasites al Mont 
Saint-Hilaire and Mont Saint-Bruno, Quebec 
MICROLOG 94-01590 i fiche 


Parasites 

Un Relevé de parasites de la spongieuse au 
mont Saint-Hilaire et au mont Saint-Bruno, 
Québec. MICROLOG 94-01590 1 fiche 


Parcs provinciaux Ontario 

Agence de foresterie du parc Algonquin (Ont) 
Rappon annuel 1991-92. MICROLOG 
94-01643 1 fiche 


Parlements 
Les Editices parlementaires depuis 1792. -- 2e 
éd. rev. MICROLOG 94-01839 2 fiche 


Pâte à papier - Industrie Voir Pâte à papier, 
Industrie de la 


Pâte à papier, Industrie de la 

L'industrie québécoise des pâtes et papiers : 
Situation et perspectives d'avenir. MICROLOG 
94-01528 3 fiche 


Pates et papier Voir Pate a papier, Industrie de 
la 


Pay See Wages 


Peches — Aspect économique 
Coûts et revenus des entreprises de pêche du 
Québec, 1992. MICROLOG 94-01843 2 fiche 


Pêches - Gestion 


Plan de gestion du poisson de fond de 
l'Atlantique, 1993. -- Vers. suppl. MICROLOG 
94-01681 1 fiche 


Pêches - Nouveau-Brunswick 

Nouveau-Brunswick. Pêches et aquaculture 
Nouveau-Brunswick : Rapport annuel 1992-93. 
MICROLOG 94-01774 1 fiche 


Pêches - Provinces de l'Atlantique 


Changement de cap : les pêches de l'avenir : 
rapport. MICROLOG 94-01850 3 fiche 


Pêches - Québec (Province) 


Coûts et revenus des entreprises de pêche du 
Québec, 1992. MICROLOG 94-01843 2 fiche 


Pedology (Child study) See Children 
Penmanship See Writing 


Pension trusts 

Caisse de dépôt et placement du Québec : 
Annual report 1992. MICROLOG 94-01491 
1 fiche 

Financial stalistics, 1992. 
1 fiche 


MICROLOG 94-01490 


Pensions, Civil See Civil service — Pensions 


Personality 

Academic oulcomes and behavior : identifying 
quality indicators. MICROLOG 94-01947 
1 fiche 


Personnes âgées 

Vor aussi Vieillissement 

Un Essai de classification des pays industrialisés 
suivant le profil de la mortalité violente des 
personnes agées. MICROLOG 94-01684 
2 fiche 


Personnes ägées Hébergement Voir Personnes 
âgées Logement 


Personnes âgées Logement 

Les llabitations pour personnes âgées en perte 
d'autonomie . échange d'expériences. 
MICROLOG 94-01636 2 fiche 


Personnes handicapés Voir Handicapés 


Pesticides 

See also Aerial spraying and dusting in 
forestry; Fungicides, Herbicides 

EXPRES : an expert system for assessing the 
fate ot pesticides in the subsurface. 
MICROLOG 94-01953 1 fiche 

EXPRES : an expert system for assessing the 
fate of pesticides in the subsurface, phase 
four report : verification of pesticide models 
incorporated in EXPRES. MICROLOG 
94-01951 1 fiche 

EXPRES : an expert system for assessing the 
fate of pesticides in the subsurface, phase 
three report : compilation of a data base for 
testing EXPRES. MICROLOG 94-02062 1 fiche 

EXPRES : an expert system for assessing the 
fate of pesticides in the subsurface, phase 
two report : development of the basic expert 
system. MICROLOG 94-01952 1 fiche 
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Pesticides (cont.) 

EXPRES : an expert system for assessing the 
potential for groundwater contamination due to 
pesticides. MICROLOG 94-01966 1 fiche 

Kinetics of pesticide volatilization from the 
surface of water. MICROLOG 94-01964 
1 fiche 


Pesticides — Environmental aspects 

Environmental dynamics of benzothiazole-based 
pesticides. MICROLOG 94-01950 1 fiche 

Environmental effects of pesticide use for timber 
management in Ontario : final report. 
MICROLOG 94-01799 2 fiche 

Pesticide Management Program : a strategic 5- 
year plan. MICROLOG 94-01544 1 fiche 


Pesticides — Epandage Voir Pulvérisation et 
poudrage aériens en sylviculture 


Petroleum — Microbiology 
General meeting of BIOMINET. MICROLOG 
94-01610 1 fiche 


Petroleum industry and trade 


Market study on the oil and petroleum industry 
in Mexico. MICROLOG 94-02078 1 fiche 


Pillaring (Mining) 
Development of an artificial sill pillar design : 
final report. MICROLOG 94-01982 3 fiche 


Place of work See Work environment 


Plants 
See also Herbicides; Pesticides 


Plant Biotechnology Institute (Canada) : Annual 
report 1992-93. MICROLOG 94-01789 1 fiche 


Plastics industry and trade 

Market study on the Mexican market for plastics 
production, machinery, equipment and resins. 
MICROLOG 94-02076 1 fiche 


Poisonous wastes See Hazardous wastes 


Poissons — Anatomie 

Péche et caractéristiques biologiques du capelan 
Mallotus villosus dans le golfe du Saint- 
Laurent, 1984-92. MICROLOG 94-02018 
1 fiche 


Police 

New Brunswick Police Commission : Annual 
report 1992-93. MICROLOG 94-01705 1 fiche 

Policing services for Aboriginal peoples . a 
review of current trends and developments 
and an analysis of the impact. MICROLOG 
94-01609 2 fiche 


Police 

Commission de police du Nouveau-Brunswick : 
Rapport annuel 1992-93. MICROLOG 
94-01705 1 fiche 

Revue des programmes de services de police 
autochtones, partie Ill : pour un meilleur accès 
aux services de police. MICROLOG 
94-01619 1 fiche 

Revue des programmes de services de police 
autochtones, partie IV : programmes de 
communications et de liaison avec la 
collectivité. MICROLOG 94-01618 1 fiche 

Revue des programmes de services de police 
autochtones, partie V : programmes pour les 
jeunes. MICROLOG 94-01617 1 fiche 

Revue des programmes de services de police 
autochtones, partie VI : programmes de 
prévention contre la consommation d'alcool et 
de drogue. MICROLOG 94-01620 1 fiche 

Revue des programmes de services de police 
autochtones, partie VII : programmes axés sur 
les besoins des victimes et des délinquants. 
MICROLOG 94-01616 1 fiche 

Les Services de police et les autochtones. 
MICROLOG 94-01609 2 fiche 


Police administration 

Police management informalion system : summary 
statistics, 1977-92. MICROLOG 94-01810 
2 fiche 


Police management See Police administration 


Policy sciences 
Institute for Research on Public Policy : Annual 
report 1992-93. MICROLOG 94-01598 1 fiche 


Political parties 
Populism and the rise of the Reform Party of 
Alberta. MICROLOG 94-02156 1 fiche 


Support for the Alberta NDP from professionals 
and managers : evidence from the Edmonton 
area and Alberta studies, 1982-92. 
MICROLOG 94-02152 1 fiche 


Politique de l’environnement Voir Environnement, 
Politique de I 


Politique familiale Scandinavie 


Fécondité et politiques familiales en Scandinavie 
depuis 1960. MICROLOG 94-01886 2 fiche 


Politique forestière 

Plan d'action pour le Canada en matière des 
sciences et de technologies forestières. 
MICROLOG 94-01901 2 fiche 


Pollution industrielle Voir Déchets industriels 


Pollution intérieure Voir Air — Pollution intérieure 


Population forecasting 


Population projections of ethnic groups in 
Canada to the year 2016. MICROLOG 
94-01846 2 fiche 


Post-secondary education See Higher education 


Prenatal diagnosis 

Prenatal diagnosis in Canada, 1990 : a review ot 
genetics centres. MICROLOG 94-01845 
2 fiche 


Préservation des ressources Voir Conservation 
des ressources naturelles 


Preservation of historical records See Archives 


Preservice teacher education 

The Effect of changing demographics in a 
preservice program. MICROLOG 94-01577 
1 fiche 


Primary education 


Educational indicators for the elementary and 
secondary levels, 1987. MICROLOG 94-01892 
1 fiche 


Prince Edward Island Public finance 


Prince Edward Island : Financial report 1992-93 
MICROLOG 94-01707 1 fiche 


Principals 


Curriculum leadership and the principalship. 
MICROLOG 94-01944 2 fiche 


Private schools 

Provincial and private school results on the 
June 1992 ministry examinations. MICROLOG 
94-01740 1 fiche 


Production economics, Agricultural 
See Agriculture — Economic aspects 


Produits alimentaires Voir Aliments - Industrie et 
commerce 


Produits de la péche 

Vivier & homards avec eau de mer rétrigérée 
pour homardiers côtiers.  MICROLOG 
94-01786 1 fiche 


Professionalism 
Professionalism.  MICROLOG 94-01553 1 fiche 


Program evaluation In education See Educational 
evaluation 


Program implementation 
How to develop the North York program profile. 
-- Rev. MICROLOG 94-01562 1 fiche 


Promotion of health See Health promotion 


Property tax 

Property tax and assessment in Brilish 
Columbia : a decade of change. MICROLOG 
94-01536 1 fiche 


Prosecution 


Nova Scotia. Public Prosecution Service . Annual 
report 1991-92. MICROLOG 94-01697 1 fiche 


Prospecting - British Columbia 
Exploration in British Columbia, 1992. 
MICROLOG 94-01811 2 fiche 


Prospecting - New Brunswick 

Antinouri Lake-Nicholas Denys Project : 
geocompilalion of mineral exploration 
assessment data) MICROLOG 94-01932 
1 fiche 


Protecteur du citoyen Voir Ombudsman 


Protection de l’environnement Voir Environnement, 
Protection de I 


Protection des dépéts bancaires Voir Assurance- 
dépôts 


Protection des ressources naturelles 
Vor Conservation des ressources naturelles 


Protection of environment See Environmental 
protection 


Provinces de |l’Atlantique - Conditions 
economiques 


Vers la coopération : les assises sont jetées, 
1991-93 MICROLOG 94-02063 1 fiche 


Provincial parks - Ontario 
Algonquin Forestry Authority (Ont.) : Annual 
report 1991-92. MICROLOG 94-01643 1 fiche 


Psychology of learning See Learning psychology 


Public administration — British Columbia 


Quality management : an introduction. 
MICROLOG 94-01481 1 fiche 


Public health 

See also Diseases, Health planning 

Canada. Departmental Advisory Committee on 
Status of Women Concerns : Annual report 
1991-92 : plan of action 1990-95, based on 
the Nairobi Forward-Looking Strategies for the 
Advancement of Women to the Year 2000. 
MICROLOG 94-02051 2 fiche 


Public health - British Columbia 

Report from the Working Committee on New 
Employer Organization for the Health System. 
MICROLOG 94-01922 2 fiche 


Public health - New Brunswick 


New Brunswick. Dept. of Health and Community 
Services : Annual report 1992-93. 
MICROLOG 94-01773 1 fiche 


Public health - Ontario 

Devolution and decentralization of health care 
systems . a review of models. MICROLOG 
94-01742 1 fiche 


Public health planning See Health planning 
Public health services See Public health 
Public inquiries See Governmental investigations 
Public records - Preservation See Archives 


Public schools - Finance See Education — Finance 


Public utilities Prince Edward Island 

Island Regulatory and Appeals Commission 
(P.E.1.) : Annual report 1991-92. MICROLOG 
94-01763 1 fiche 
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Pucerons 

Revue bibliographique sur Pachypappa tremulae 
(L) : un puceron des racines des plants de 
coniféres en récipients. MICROLOG 
94-01548 1 fiche 


Pulp and paper industry 
Market study on the Mexican pulp and paper 
market. MICROLOG 94-02100 1 fiche 


Pulverisation et poudrage aériens en 

sylviculture 

Instructions pour l'évaluation du dépôt au soldes 
suspensions de Bacillus thuringiensis au cours 
de leurs dispersions aériennes. MICROLOG 
94-01589 1 fiche 

Pulvérisations aériennes expérimentales de 
perméthrine contre Choristoneura fumirana au 
Québec en 1976 et 1977. MICROLOG 
94-01586 1 fiche 


Q 


Qualité de la vie 

Alliance de vie active pour les 
canadiens/canadiennes ayant un handicap, 
forum 92 : comptes rendus : le partenariat à 
l'honneur. MICROLOG 94-01880 1 fiche 

Vieillissement et autonomie : aperçu d'une 
enquête nationale. MICROLOG 94-01529 
2 fiche 


Quality assurance 


Quality assurance in water quality monitoring. 
MICROLOG 94-01942 5 fiche 


Quality of education See Educational quality 


Quality of life 

Active Living Alliance for Canadians with a 
Disability, Forum ‘92 : proceedings : celebrating 
the partnership. MICROLOG 94-01880 1 fiche 

Ageing and independence : overview of a 
national survey. MICROLOG 94-01530 2 fiche 


Quality of life — Alberta 
Alberta Heritage Savings Trust Fund : Annual 
report 1992-93. MICROLOG 94-01508 1 fiche 


Quality of life - Saskatchewan 

Report of the Minister's Advisory Committee on 
Inter-Community Co-operation and Community 
Quality of Lite. MICROLOG 94-01678 2 fiche 


Quality of work life 

Progress revisited : the quality of (work)life of 
women teachers. MICROLOG 94-01928 
1 fiche 


Quarries and quarrying 

An Inventory of inactive quarries in the 
Paleozoic limestone and dolostone strata of 
Ontario. MICROLOG 94-01885 3 fiche 


Québec (Province) — Démographie Voir Québec 
(Province) — Population 


Québec (Province) — Histoire 
L'Organisation sociale à Place-Royale, 1760-1820. 
MICROLOG 94-02084 3 fiche 


Le Parlement du Québec : deux siècles 
d'histoire. MICROLOG 94-01841 2 fiche 


Québec (Province) - Politique culturelle 
Une Politique de la culture et des arts : 
proposition. MICROLOG 94-01835 4 fiche 


Québec (Province) - Politique et 

gouvernement 

Bibliographie du Parlement du Québec. 
MICROLOG 94-01838 2 fiche 

Le Parlement du Québec : deux siécles 
d'histoire. MICROLOG 94-01841 2 fiche 


Quebec (Province) - Population 

Deux Québec dans un : rapport sur le 
développement social et démographique. 
MICROLOG 94-01837 2 fiche 


Localisation des populations immigrées el 
ethnoculturelles au Québec. MICROLOG 
94-02089 2 fiche 


R 


Race discrimination 

See also Ethnic groups; Minorities; 
Multiculturalism 

International Convention on the Elimination of all 
Forms of Racial Discrimination : seventh 
repos of Canada. MICROLOG 94-01826 
1 fiche 


Radiation - Measurement See Radiation dosimetry 


Radiation — Safety measures 
Report on derived working limits for surtace 
contamination. MICROLOG 94-01547 1 fiche 


Radiation dosimetry 


Occupational radiation exposures in Canada, 
1990. MICROLOG 94-01493 1 fiche 


Radiation workers 


Report on derived working limits for surface 
contamination. MICROLOG 94-01547 1 fiche 


Revised guidelines for the medical surveillance of 
radiation workers. MICROLOG 94-01522 
1 fiche 


Radiation, lonizing See lonizing radiation 


Radioactive wastes 


Review of Canadian programs for radioactive 
waste management. MICROLOG 94-01630 
1 fiche 


Radiocarbon dating 


Geological Survey of Canada radiocarbon dates 
XXXI. MICROLOG 94-01971 1 fiche 


Railroad accidents See Railroads - Accidents 


Railroads - Accidents 

Railway occurrence report . Canadian National 
Railway Company derailment, train no. 218-07, 
mile 204.39, Rivers subdivision, St. Lazare, 
Manitoba, 1506:07 CDT, 09 July 1991. 
MICROLOG 94-01736 1 fiche 


Rape victims 
Sexual assault : victim service worker handbook 
MICROLOG 94-01524 1 fiche 


Rayonnement Dosimetrie 


Radioexpositions professionnelles au Canada, 
1990. MICROLOG 94-01492 1 fiche 


Rayonnement lonisant naturel Voir Fond de 
rayonnement 


Reading 

Beyond comprehension : why ‘hard reading’ is 
too easy. MICROLOG 94-01558 1 fiche 

Intense early intervention for young readers at 
risk. MICROLOG 94-01945 1 fiche 


Real property 

See also Property tax 

Non-resident ownership report, 1988. 
MICROLOG 94-02166 1 fiche 


Recherche — Subventions Voir Bourses de 
recherche 


Recherche minière Voir Technique mimère ~ 
Recherche 


Recreation — British Columbia 

Regional delivery of sport and recreation 
services in British Columbia : a discussion 
paper. MICROLOG 94-01515 1 fiche 


Regional delivery system for sport and 
recreation services in British Columbia : a 
proposal. MICROLOG 94-01474 1 fiche 


Referendum 
Rétérendums, 1989-92 : bibliographie sélective et 
annotée. MICROLOG 94-02014 1 fiche 


Retlection seismic method See Seismic reflection 
method 


Refroidissement éolien 


Etude statistique sur le facteur de 
refroidissement éolien au Québec. MICROLOG 
94-02047 1 fiche 


Refuse as fuel Environmental aspects 


Environmental assessment report for the 
Burnside waste-to-energy facility. MICROLOG 
94-01749 6 fiche 


Regional development See Community 
development 


Régions arctiques - Recherche 


Répertoire des spécialistes polaires au Canada. 
-- 2d éd. MICROLOG 94-01881 4 fiche 


Registration of title See Land titles — Registration 
and transfer 


Regression analysis 
Cur cum TRIO? -- Rev. 
1 fiche 


MICROLOG 94-02138 


Régression, Analyse de Voir Analyse de 
régression 


Regulation of rivers See Rivers — Regulation 


Relations entre autochtones et allochtones 
Voir Autochiones — Relations avec l'Etat 


Relations industrielles — Québec 

(Province) 

Les Relations du travail en 1992. 
94-01533 1 fiche 
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Remedial teaching 

Enhancing, diagnosing and remediating basic 
skills through games. MICROLOG 94-01567 
1 fiche 


Research grants 

Nalural Sciences and Engineering Research 
Council of Canada : Report of the President 
1991-92. MICROLOG 94-01503 2 fiche 

Strategic Grants Program : 1993 competition. 
MICROLOG 94-01489 1 fiche 


Reservoirs 

Characterization of helerogeneous systems 
determination of rock and fluid properties and 
modeling of three phase flow, gravity 
immiscible gas injection, phase II : final report. 
MICROLOG 94-01466 3 fiche 

Improving oil production from horizontal wells in 
unconsolidated heavy oil reservoirs through 
better flow and sand control : final report. 
MICROLOG 94-01467 2 fiche 

Simulation of horizontal wells in fractured 
reservors : final report. MICROLOG 94-01465 
1 fiche 


Ressources énergétiques — Alberta 

Fonds Alberta-Canada de recherche sur les 
ressources énergétiques : Rapport annuel 
1991-92 et rapport final. MICROLOG 
94-01905 1 fiche 


Ressources énergétiques — Nouveau- 

Brunswick 

Nouveau-Brunswick. Ministére des ressources 
naturelles et de l'énergie : Rapport annuel 
1992-93. MICROLOG 94-01696 2 fiche 


Ressources énergétiques - Recherche 

Centre canadien de la technologie des minéraux 
et de l'énergie : Rapport annuel 1992-93. 
MICROLOG 94-01462 1 fiche 
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Ressources minérales Voir Mines et ressources 
minières 


Ressources minières Voir Mines et ressources 
minières 


Ressources naturelles - Conservation 
Voir Conservation des ressources naturelles 


Ressources naturelles - Nouveau- 

Brunswick 

Nouveau-Brunswick. Ministère des ressources 
naturelles et de l'énergie : Rapport annuel 
1992-93. MICROLOG 94-01696 2 fiche 


River sediments 

Flocculation of fine-grained sediment in the 
freshwater fluvial environment : a method of 
analysis. MICROLOG 94-01956 1 fiche 


Flocculation of suspended fine-grained sediment 
in rivers. MICROLOG 94-01961 1 fiche 


Rivers 

See also River sediments; Sediments (Geology), 
Thermal pollution of rivers, lakes, etc. 

Canadian Heritage Rivers Board : Annual report 
1992-93. MICROLOG 94-01867 1 fiche 


Rivers — Quebec (Province) 


Introduction to the Yamaska River project. 
MICROLOG 94-01965 1 fiche 


Rivers — Regulation 

Spruce River Diversion Project : 1991 annual 
report. MICROLOG 94-01507 1 fiche 

Spruce River Diversion Project : 1992 annual 
report. MICROLOG 94-01506 1 fiche 


Rivers — Saskatchewan 
Spruce River Diversion Project : 1991 annual 
report. MICROLOG 94-01507 1 fiche 


Spruce River Diversion Project : 1992 annual 
report. MICROLOG 94-01506 1 fiche 


Rivières Voir Cours d'eau 


Road construction See Roads and highways 
Design and construction 


Road safety See Traffic safety 
Roads See Roads and highways 


Roads — Construction See Roads and highways 
Design and construction 


Roads — Guard fences 

Guardrail placement guidelines : solutions to often- 
asked questions about guardrail placement, or 
everything you wanted to know about 
guardrail placement but were afraid to ask. 
MICROLOG 94-01807 1 fiche 


Roads and highways 

See also Interurban transportation; Traffic 
accidents; Traffic safety 

Potential applications in highway products of 
rubber/plastics blends based on waste 
materials. MICROLOG 94-01739 1 fiche 


Roads and highways - Design and 

construction 

See also Roads and highways - Maintenance 
and repair 

Tall oil pitch modified asphalt : properties and 
use in road construction and maintenance 
operations. MICROLOG 94-01473 1 fiche 


Roads and highways - Maintenance 
and repair 


Tall oil pitch modified asphalt : properties and 
use in road construction and maintenance 
operations. MICROLOG 94-01473 1 fiche 


Roads and highways - New Brunswick 


Highways for the next century : the white paper. 
MICROLOG 94-01781 1 fiche 


Robinetterie (Industrie) 

Dictionnaire de la robinetterie et de la tuyauterie 
industrielles : dictionnaire anglais-frangais. 
MICROLOG 94-01488 4 fiche 


Rock bursts 


The Agnico-Eagle mine seismic survey. 
MICROLOG 94-01973 1 fiche 


Rocks - Testing 

Characterization of heterogeneous systems 
determination of rock and fluid properties and 
modeling of three phase flow, gravity 
immiscible gas injection, phase II : final report. 
MICROLOG 94-01466 3 fiche 


Routes - Accidents Voir Accidents de la route 


Routes - Nouveau-Brunswick 
Livre blanc sur les routes du XXIe siècle. 
MICROLOG 94-01781 1 fiche 


Rural development - Newfoundland 
Proceedings of a symposium on urban forest 
management within the Commonwealth of 
Nations, agenda subhead 5 : Trees in Rural 

and Urban Development. MICROLOG 
94-01587 2 fiche 


Safety, Public 

See also Radiation - Satety measures, Security 
systems, Traffic safety, Work environment 

Everybody's Business : a forum on how business 
people can make their communities sater. 
MICROLOG 94-02068 1 fiche 

What we've done, 1992-93. MICROLOG 
94-02069 1 fiche 


Saint-Laurent, Fleuve Voir Saint-Laurent (Fleuve) 


Saint-Laurent (Fleuve) 

Apport atmosphérique de certains composés 
organiques toxiques dans la composition 
chimique du fleuve Saint-Laurent et quelques 
uns de ses tributaires. MICROLOG 94-01753 
1 fiche 

Appon atmosphérique de certains composés 
organiques toxiques dans la composition 
chimique du fleuve Saint-Laurent et quelques 
uns de ses tributaires, phase Il : protocole 
d'échantillonnage et d'analyse. MICROLOG 
94-01700 1 fiche 

Apport atmosphérique de polluants inorganiques, 
bassin hydrographique du fleuve Saint-Laurent 
MICROLOG 94-01755 2 fiche 

Echantillonnage et analyse des composés 
inorganiques loxiques aéroportés, bassin 
hydrographique du fleuve Saint-Laurent 
MICROLOG 94-01761 1 fiche 


Salaires -- Québec (Province) 

Enquéte sur la rémunération globale des emplois 
repères au Québec en 1992. MICROLOG 
94-01812 2 fiche 


Salaries See Wages 


Salmon 

Size-related survival of resident salmonids from 
time of lake or river entry : evidence trom 
the literature and scale evaluations. 
MICROLOG 94-02056 1 fiche 


Salvage (Waste, etc.) 

An New Brunswick Environmental Trust Fund 
project : waste utilization opportunities : final 
report. MICROLOG 94-01751 1 fiche 


Santé environnemental Voir llygiène du milieu 


Santé et sécurité du travail Voir Hygiène 
industrielle 


School boards 


Sante publique Nouveau-Brunswick 

Nouveau-Brunswick. Ministère de la santé et des 
services communautaires : Rapport annuel 
1992-93. MICROLOG 94-01773 1 fiche 


Sante, Installations de — Québec 
(Province) 
Corporation d'hébergement du Québec : Rapport 
d'activités 1991-92. MICROLOG 94-02004 
1 fiche 


Santé, Services communautaires de - 

Nouveau-Brunswick 

Nouveau-Brunswick. Ministère de la santé et des 
services communautaires : Rapport annuel 
1992-93. MICROLOG 94-01773 1 fiche 


Sante, Services de - Ontario 

Groupe d'étude sur la consommation médicale et 
la prestation des soins médicaux (Ont.) : 
Rapport final 1990-91. MICROLOG 94-01666 
1 fiche 


Santé, Services de - Québec 
(Province) 


Statistiques sur les cadres de la santé et des 
services sociaux, 1990-91. MICROLOG 
94-02083 5 fiche 


Savings insurance See Deposit insurance 


Scallop fisheries 


Estimated costs and relurns for a scallop grow- 
oul enterprise. MICROLOG 94-01483 1 fiche 


Scheduling (Management) 

See also Network analysis (Planning) 

A Genetic approach to the vehicle routing 
problem with time windows. MICROLOG 
94-02136 1 fiche 


School boards Ontario 

List of school boards in Ontario, 1993. 
MICROLOG 94-01563 1 fiche 

School board 3 year statistics : 1989 financial 
statements, 1990 financial statements, 1991 
board estimates. MICROLOG 94-01554 
2 fiche 


Prince Edward Island 

Prince Edward Island School Trustees’ 
Association : Annual report 1992-93. 
MICROLOG 94-01877 1 fiche 


School buses 


Pupil Transporation Seminar. 
94-01780 1 fiche 


School life 
The Quality of education and school life. 
MICROLOG 94-01997 1 fiche 


School principals See Principals 


MICROLOG 


School taxes See Education - Finance 


Schools - Curricula See Education — Curricula 


Schools - New Brunswick 
School directory, 1993-94. MICROLOG 
94-01788 2 fiche 


Schools - Nova Scotia 

Preliminary directory of public schools in 
operation, September 1, 1993. MICROLOG 
94-01874 1 fiche 


Schools Quebec (Province) 

Provincial and private school results on the 
June 1992 ministry examinations. MICROLOG 
94-01740 1 fiche 


Science 
Natural Sciences and Engineering Research 
Council of Canada : Report of the President 


1991-92. MICROLOG 94-01503 2 fiche 
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Science — Study and teaching 

Planning Kidscience : Ontario Science Centre 
front-end analysis. MICROLOG 94-01582 
1 fiche 


Science and state — British Columbia 
British Columbia science and technology program 
review : individual program recommendations. 

MICROLOG 94-01540 1 fiche 


Sciences 

Voir aussi Technologie 

La Science et la technologie dans la région 
métropolitaine de Montréal : portrait statistique, 
étude. MICROLOG 94-02088 2 fiche 


Sciences de la politique 

institut de recherche en politiques publiques : 
Rapport annuel 1992-93. MICROLOG 
94-01598 1 fiche 


Sciences naturelles 

Conseil de recherches en sciences naturelles et 
en génie du Canada : Rapport du président 
1991-92. MICROLOG 94-01503 2 fiche 


Seafood 


Market perspectives : Canadian seafood products. 


MICROLOG 94-01866 1 fiche 


Secondary education - Quebec 

(Province) 

Education indicators for the elementary and 
secondary levels, 1988. MICROLOG 94-01893 
1 fiche 

Education indicators for the elementary and 
secondary levels, 1989. MICROLOG 94-01889 
1 fiche 

Education indicators for the elementary and 
secondary levels, 1990. MICROLOG 94-01888 
1 fiche 

Education indicators for the elementary and 
secondary levels, 1991. MICROLOG 94-01887 
1 fiche 

Education indicators for the elementary and 
secondary levels, 1993. MICROLOG 94-01894 
1 fiche 

Educational indicators for the elementary and 
secondary levels, 1987. MICROLOG 94-01892 
1 fiche 


Secondary recovery of oil 

See also Thermal oil recovery 

Enhanced oil recovery by a miscibilty enhancing 
process, part || : optimization studies : final 
report. MICROLOG 94-01468 2 fiche 

Enhanced oil recovery by a miscibility enhancing 
process, phase | : final report. MICROLOG 
94-01463 2 fiche 


Securities 


Nova Scotia Securities Commission : Annual 
report 1992-93. MICROLOG 94-01698 1 fiche 


Securities industry - Laws and 

regulation 

Ontario Securities Commission : Annual report 
1992-93. MICROLOG 94-01658 1 fiche 

Vancouver Stock Exchange and Securities 
Regulation Commission : interim report. 
MICROLOG 94-01482 1 fiche 


Securities regulation See Securities industry — 
Laws and regulation 


Security systems 

Market study on the Mexican market for safety 
and security related products. MICROLOG 
94-02075 1 fiche 


Sediments (Geology) 

See also River sediments 

Evaluation of extraction techniques for butyltin 
compounds in sediment. MICROLOG 94-01957 
1 fiche 


Geochemical characteristics and benthic 
macrofauna biomass in intertidal and subtidal 
sediments of Annapoiis Basin, Nova Scotia, 
1993. MICROLOG 94-01627 1 fiche 


Seismic reflection method 


Applying shallow seismic reflection methods in 
ees Ontario. MICROLOG 94-01884 
iche 


Self-esteem 


Self-esteem and adolescent women. 
94-01996 1 fiche 


Senior citizens See Aged 


MICROLOG 


Service social 

Connditre ses clients et leurs besoins : guide 
pratique d'analyse de besoins. MICROLOG 
94-01478 4 fiche 


Service social aux indiens Voir Autochtones, 
Services aux 


Services sociaux - Québec (Province) 


Statistiques sur les cadres de la santé et des 
services sociaux, 1990-91. MICROLOG 
94-02083 5 fiche 


Sex 


Dangers, pleasures and teenage girls : a report 
on young women and sexuality. MICROLOG 
94-01999 1 fiche 


Sex differences in education 


Charting developmental paths of giftedness : early 
adolescence, girls and the social domain. 
MICROLOG 94-01561 1 fiche 


Sex discrimination 


Gender equity : perceptions of today’s adolescent 
women. MICROLOG 94-02001 1 fiche 


Sex discrimination in employment 

Gender, earnings and proportions of women : 
lessons from a high tech occupation. 
MICROLOG 94-02142 1 fiche 


Sexism 

On equal terms : a directory on non-sexist 
language. MICROLOG 94-01583 1 fiche 

Sexisme 

D'égal à égale : lignes directrices pour 


l'élimination de toute forme de sexisme dans 
les communications. MICROLOG 94-01583 
1 fiche 


Sexual abuse of children See Child molesting 
Sexuality See Sex 


Sexually transmitted diseases 

See also AIDS (Disease) 

British Columbia. Sexually Transmitted Diseases 
Control Division : Annual report 1992. 
MICROLOG 94-01926 1 fiche 


Skilled labour 

See also Occupations 

A Comparison of work force skills and wages 
between Ontario, Canada and selected states 
in the US. : a research report. MICROLOG 
94-01738 1 fiche 


Small business 

New Brunswick small and medium-sized 
enterprises served by RPC in 1991-92. 
MICROLOG 94-02096 1 fiche 


Social insurance See Income maintenance 
programs 


Social security 

Universality and selectivity : the social and 
political ideas, and the policy issues : a 
discussion paper. MICROLOG 94-01741 
1 fiche 


Social services Alberta 

Social resources inventory : central region. -- 
4th ed. MICROLOG 94-01917 3 fiche 

Social resources inventory : northwest region. -- 
6th ed. MICROLOG 94-01918 3 fiche 

Social resources inventory : southern region. -- 
4th ed. MICROLOG 94-01916 3 fiche 


Social services — British Columbia 

Commission of Inquiry into the Public Service 
and Public Sector : contracted community 
social services, listing of expenditures by 
funded agency for 1991-92 fiscal year. 
MICROLOG 94-01923 3 fiche 


Sociétés — Impôts 
Vers l'équité fiscale : 


sociétés en Ontario. 
1 fiche 


un impôt minimal sur les 
MICROLOG 94-01793 


Sociétés coopératives Voir Coopératives 
Societies, Cooperative See Cooperalive societies 
Soil cleanup See Soil remediation 


Soil remediation 

The Development of soil cleanup criteria in 
Canada, vol. 1 : methods and strategies 
currently used to develop cleanup criteria for 
contaminated sites. MICROLOG 94-01711 
2 fiche 

The Development of soil cleanup criteria in 
Canada, vol. 2 : development of the AERIS 
model, an aid for evaluating the 
redevelopment of industrial sites : interim 
report. MICROLOG 94-01712 2 fiche 

The Development of soil cleanup criteria in 
Canada, vol. 3 : toxicity assessment process. 
MICROLOG 94-01713 1 fiche 

The Development of soil cleanup criteria in 
Canada, vol. 5 : development of the AERIS 
model : final report. MICROLOG 94-01714 
1 fiche 

The Development of soil cleanup criteria in 
Canada, vol. 6 : user's guide for the AERIS 
model, version 2.1. MICROLOG 94-01715 
1 fiche 


Soils — Manitoba 
Soils of the Rural Municipality of Hanover. 
MICROLOG 94-01939 2 fiche 


Soins médicaux 

Lignes directrices révisées pour la surveillance 
médicale des travailleurs sous rayonnements. 
MICROLOG 94-01522 1 fiche 


Solar heating 


Establishment of a solar heat gain coefficient 
test method. MICROLOG 94-01988 1 fiche 


Soldats 


Soldats autochtones, terres étrangères. 
MICROLOG 94-01603 1 fiche 


Solid waste management See Factory and trade 
waste 


Special education 

See also Gifted children — Education 

Special education : bridging the centuries : a 
resource book in special education for the 
classroom teacher. MICROLOG 94-01556 
1 fiche 


Spectroscopy See Spectrum analysis 


Spectrum analysis 

Analytic approximation to randomly oriented 
spheroid extinction. MICROLOG 94-02003 
1 fiche 


Spongieuse 

Un Relevé de parasites de la spongieuse au 
mont Saint-Hilaire et au mont Saint-Bruno, 
Québec. MICROLOG 94-01590 1 fiche 
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Sporting goods industry 

Market study for sporting goods and leisure 
products in Mexico. MICROLOG 94-02077 
1 fiche 


Sports 

See also Golf 

Regional delivery of sport and recreation 
services in British Columbia : a discussion 
paper. MICROLOG 94-01515 1 fiche 

Regional delivery system for sport and 
recreation services in British Columbia : a 
proposal. MICROLOG 94-01474 1 fiche 


Spruce 

Effect of short-term storage of shoot tips trom 
black spruce container seedlings on the 
estimation of bud initiation and needle 
primordia number. MICROLOG 94-01794 
1 fiche 


State and technology See Technology and state 


State encouragement of science, literature and 
art See Cultural policy 


Statistics 
See also Mathematical models, Population 
forecasting; Regression analysis 


Mortality modelling with order stalistics 
MICROLOG 94-02146 1 fiche 


Steam boilers 

Evaluation of boiler chemical cleaning techniques. 
MICROLOG 94-01534 2 fiche 

Factors affecting the consolidation of steam 
generator sludge. MICROLOG 94-01674 
1 fiche 


Steel industry and trade 
See also ‘ron industry and trade 

Canada-U.S. steel trade. -- Rev. 
94-02050 1 fiche 

Market study on the Mexican iron and steel 
industry. MICROLOG 94-02105 1 fiche 


Metallurgical works in Canada : primary iron and 
steel, 1993. MICROLOG 94-0165 2 fiche 


MICROLOG 


Stock exchange 


Vancouver Stock Exchange and Securities 
Regulation Commission : interim report. 
MICROLOG 94-01482 1 fiche 


Stream regulation See Rivers -- Regulation 
Stream sediments See River sediments 
Structural basins See Basins (Geology) 
Student transportation See School buses 


Students Attitudes 

The Relevance of school : what grade seven 
and eight students have to say. MICROLOG 
94-01579 1 fiche 


Study, Independent See Independent study 
Subsidies, Agricultural See Agricultural subsidies 


Subventions 
Vor aussi Aide de l'Etat à l'agriculture; 
Bourses de recherche 


Programme de subventions stratégiques : 
concours de 1993. MICROLOG 94-01489 
1 fiche 


Subventions à la recherche Vor Bourses de 
recherche 


Subventions agricoles Voir Aide de l'Etat à 
l'agriculture 


Suicide 

The Quiet revolution and the sex differential in 
Quebec's suicide rates, 1931-86. MICROLOG 
94-02143 1 fiche 


Sulphur dioxide emmission control See Flue 
gases - Desulphurization 
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Supply and demand 

Resource access and supply conlinuily in the 
Atlantic fisheries. MICROLOG 94-01852 
1 fiche 


Surgery, Outpatient 

Technical report of the Surgery Working Group 
on presurgical admissions and rates of day 
surgery in Saskatchewan's twenty largest 
hospitals. MICROLOG 94-02026 1 fiche 


Surveys 

Multiculturalism and Canadians 
1991 : national survey report. 
94-01531 1 fiche 


: attitude study, 
MICROLOG 


Sustainable development 

Business strategy for sustainable development : 
leadership and accountability for the ‘90s. 
MICROLOG 94-01718 2 fiche 

Indicators for the sustainable management of 
tourism : report. MICROLOG 94-01703 
1 fiche 

Our responsibility to the seventh generation : 
indigenous peoples and sustainable 
development. MICROLOG 94-01717 2 fiche 

Sourcebook on sustainable development. 
MICROLOG 94-01719 2 fiche 

Trade and sustainable development : a survey of 
the issues and a new research agenda. 
MICROLOG 94-01716 2 fiche 


Syndicats 
Vor aussi Négociations collectives 


Annuaire des syndicats ouvriers, 1993. 
MICROLOG 94-01765 2 liche 


Systèmes d'information Geographie 
Nouveau-Brunswick Corporation d'information 
géographique : Rappon annuel 1992-93. 

MICROLOG 94-01769 1 liche 


T 


T-bills See Treasury bills 


Taux de change 
Taux de change el économie actes d'un 
colloque. MICROLOG 94-01631 8 fiche 


Tax assessment British Columbia 

Property tax and assessment in British 
Columbia : a decade of change MICROLOG 
94-01536 1 fiche 


Tax assessment Winnipeg (Man.) 
Winnipeg residential tax assessment in 1990 — an 
equilable assessed city?. MICROLOG 
94-01779 1 fiche 


Taxation Voir Impôt 


Taxation - Ontario 


Fair taxation in a changing world highlights . 
report. MICROLOG 94-02007 2 fiche 


Teacher evaluation See Teachers  Ralhng of 


Teacher research See Classroom research 


Teachers 

The Influence of teaching experience, sex, 
marital status, and hierarchical position on job 
motivation, job involvement, and school 
identification of teachers. MICROLOG 
94-01572 1 fiche 


Teachers Alberta 

Do Alberta’s faculties of education graduates 
teach in Alberta schools? Resulls of a survey 
of recent graduates of Alberta's faculties of 
education. MICROLOG 94-01943 1 fiche 


Teachers Attitudes 
Teaching and learning . an examination of the 
teacher and the student in the core French 


Une description complète pour chaque titre 
se trouve dans la section Titres et résumés 


classroom : anthropological methods. 
MICROLOG 94-01578 1 fiche 


Teachers - Examinations See Examinations 


Teachers - Inservice training 

Four schools, four ways of doing things : a 
participatory approach to the development of 
school-based induction programs. MICROLOG 
94-01574 1 fiche 


Teachers - Pensions 

Submission of the Ontario Teachers’ Federation 
to the Government of Ontario concerning the 
Ontario Investment Fund. MICROLOG 
94-01559 1 fiche 


Teachers Rating of 


A Collaborative teacher evaluation model : 
teachers do make a difference. MICROLOG 
94-01948 1 fiche 


Teachers, Rating of See Teachers — Rating of 


Teaching - Data processing See Computer- 
assisted instruction 


Technique minière ~ Recherche 

Centre canadien de la technologie des minéraux 
et de l'énergie : Rapport annuel 1992-93. 
MICROLOG 94-01462 1 fiche 


Techniques métallurgiques Voir Métallurgie 


Technologie 

La Science et la technologie dans la région 
métropolitaine de Montréal . portrait stalistique, 
étude MICROLOG 94-02088 2 fiche 


Technology and state 

British Columbia science and technology program 
review — individual program recommendations. 
MICROLOG 94-01540 1 fiche 


Telecommunication 

Canada. Government Telecommunications 
Agency : Annual report 1992-93. MICROLOG 
94-01600 1 fiche 

Markel sludy on telecommunications equipment 
and systems in Mexico. MICROLOG 94-02079 
1 fiche 


New Brunswick 
MICROLOG 94-02020 


Telecommunication 
Notes for an address 
1 fiche 


Telecommunication industry 
See Telecommuncation 


Telecommunications 

Canada Agence des télécommunications 
gouvernementales : Rapport annuel 1992-93 
MICROLOG 94-01600 1 fiche 

ete pour un allocution. MICROLOG 94-02020 
1 fiche 


Télévision et violence Voir Violence dans les 
mass media 


Temps de feu de foret 


Prévision des indices Forêt-méléo. 
94-01940 2 fiche 


MICROLOG 


Tests See Examinations 


Thermal oil recovery 

See also Secondary recovery of oil 

Mechanisms of oil recovery using the 
alkal/surtactant/polymer process. MICROLOG 
94-01470 1 fiche 


Thermal pollution of rivers, lakes, etc. 

Experimental evaluation of the effect of distortion 
in thermal plume models. MICROLOG 
94-01955 1 fiche 


Tidal waves 


Tsunami hazards . a background to regulation. 
MICROLOG 94-01477 1 fiche 
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a sn cs ss ssn nse sce eg ms maa 


Timber — Mensuration See Forests and forestry — 
Mensuration 


Tornades 


27 août 1991, Maskinongé, tornade. 
MICROLOG 94-02040 1 fiche 


Tourism See Tourist trade 


Tourisme 


Bibliographie commentée sur la culture, le 
tourisme et le multiculturalisme. MICROLOG 
94-02035 1 fiche 


Des Liens à créer : rapport de la Conférence 
nationale sur lé tourisme, la culture et le 
multticulturalisme. MICROLOG 94-02045 
1 fiche 

Synthèse des résultats des projets sur la 
culture, le multiculturalisme, le tourisme et 
autres études. MICROLOG 94-01840 2 fiche 

Tourisme et multiculturalisme : impacts des 
événements et attraits ethnoculturels. 
MICROLOG 94-02036 1 fiche 


Tourist trade 

See also Hospitality industry 

Annotated bibliography on culture, tourism and 
multiculturalism. MICROLOG 94-02035 1 fiche 

Culture, multiculturalism and tourism pilot 
projects and related studies : a synthesis. 
MICROLOG 94-01840 2 fiche 

Indicators for the sustainable management of 


tourism : report. MICROLOG 94-01703 
1 fiche 


Making connections : report on the National 
Conference on Tourism, Culture and 
Multiculturalism. MICROLOG 94-02045 1 fiche 

Tourism and multiculturalism : impact of 


ethnocultural attractions and events. 
MICROLOG 94-02036 1 fiche 


Tourist trade — British Columbia 
B.C. Tourism : golf resort development strategy. 
MICROLOG 94-01936 2 fiche 


British Columbia. Ministry of Tourism : Business 
plan 1993-94. MICROLOG 94-01896 1 fiche 


Golf industry opportunities in B.C. : a discussion 
paper. MICROLOG 94-01790 1 fiche 


Toxic wastes See Hazardous wastes 
Trade, International See International trade 


Trade-unions — New Brunswick 


Directory of labour organizations, 1993. 
MICROLOG 94-01766 2 fiche 


Traffic accidents 


Traffic collision statistics in Canada, 1991. 
MICROLOG 94-01597 1 fiche 


Traffic flow 


Postoptimizing equilibrium flows on large scale 
networks. MICROLOG 94-02137 1 fiche 


Traffic safety 
See also Traffic accidents 


Safe crossings : guidelines for school crossings 
programs. MICROLOG 94-01802 1 fiche 


Traffic volume See Traffic flow 
Transport — Accidents Voir Accidents de la route 


Transport — Nouveau-Brunswick 


Régie des transports du Nouveau-Brunswick : 
Rapport annuel 1992-93. MICROLOG 
94-01767 1 fiche 


Transportation — Equipment and supplies 
See Transportation equipment industry 


Transportation - New Brunswick 

National Transportation Act, 5 year review : a 
brief. MICROLOG 94-02095 1 fiche 

New Brunswick Transportation Authority : Annual 
report 1992-93. MICROLOG 94-01767 1 fiche 


Transportation implications associated with the 
Calais, Maine/St. Stephen, New Brunswick 
international border crossings. MICROLOG 
94-02017 1 fiche 


Transportation equipment industry 
Europe 1992 : report of the Working Group on 
Industrial and Transportation Equipment and 

Services. MICROLOG 94-01543 1 fiche 


Travail social Voir Service social 


Travail, Marché du 

Accord nord-américain de coopération dans le 
domaine du travail entre le gouvernement du 
Canada, le gouvernement des Etats-Unis 
d'Amérique et le gouvernement des Etats-Unis 
du Mexique. -- Projet final. MICROLOG 
94-01919 1 fiche 

Etude sur les ressources humaines des colléges 
et instituts canadiens. MICROLOG 94-01968 
2 tiche 


Travail, Marché du - Québec 

(Province) 

La Relance au collégial : situation au 31 mars 
1992 des diplômées et des diplômés de 1990- 
91 de l'enseignement collégial : formations 
préuniversitaire et technique. MICROLOG 
94-01651 4 fiche 


Travailleurs — Santé et hygiène Voir Hygiène 
industrielle 


Travailleurs exposés aux 
rayonnements 
Lignes directrices révisées pour la surveillance 


médicale des travailleurs sous rayonnements. 
MICROLOG 94-01522 1 fiche 


Travailleurs licenciés 

Rapport du Groupe de travail sur l'adaptation 
de la main-d'oeuvre. MICROLOG 94-01969 
3 fiche 


Travel See Tourist trade 


Treasury bills 

The Demand for M2 plus, Canada Savings 
Bonds and treasury bills. MICROLOG 
94-01685 1 fiche 

Tests of market efficiency in the one-week when- 
issued market for Government of Canada 
treasury bills. MICROLOG 94-01634 1 fiche 


Trees - Diseases and pests 

Chemical control of Lophophacidium 
hyperboreum. MICROLOG 94-01595 1 fiche 

Evaluation of fungicides for control of 
Gremmeniella abietina, | : laboratory and 
preliminary field assays. MICROLOG 
94-01585 1 fiche 

Evaluation of fungicides for control of 
Gremmeniella abietina, || : results of 1978 
field assays. MICROLOG 94-01594 1 fiche 

Forest insect and disease conditions in Canada, 
1990. MICROLOG 94-01662 2 fiche 


Trees — Growth 
First year survival and densities of 1985 
plantations. MICROLOG 94-01878 1 fiche 


Trees  Seedlings 

Effect of short-term storage of shoot tips from 
black spruce container seedlings on the 
estimation of bud initiation and needle 
primordia number. MICROLOG 94-01794 
1 fiche 


Trucking - Costs 
Operating costs of trucks in Canada, 1990. 
MICROLOG 94-01652 5 fiche 


Tsunamis See Tidal waves 


Tuition See Education - Finance 


Tuyauterie 

Dictionnaire de la robinetterie et de la tuyauterie 
industrielles : dictionnaire anglais-frangais 
MICROLOG 94-01488 4 fiche 


U 


Universities and colleges 

See also College graduates — Employment 

Seeking Innovation : international cooperation 
among universities conference : conference 
proceedings. MICROLOG 94-02005 1 fiche 


Universities and colleges - Nova Scotia 

Report to the AVTC-UCCB Amalgamation Review 
Committee : draft for discussion. MICROLOG 
94-02133 1 fiche 


Uranium mines and mining — 

Environmental aspects 

Operation of the Joint Panel on Occupational 
and Environmental Research for Uranium 
Production in Canada. MICROLOG 94-01549 
1 fiche 


Uranium mines and mining — Industrial 

hygiene 

Operation of the Joint Panel on Occupational 
and Environmental Research for Uranium 
Production in Canada. _MICROLOG 94-01549 
1 fiche 


Urban development 

See also Community development 

Proceedings of a symposium on urban forest 
management within the Commonwealih of 
Nations, agenda subhead 5 : Trees in Rural 
and Urban Development. MICROLOG 
94-01587 2 fiche 


Urban housing See Housing 


Urban transportation — China 

The Restructure of transportation in China : the 
emergence of a new transactional 
environment. MICROLOG 94-01669 1 fiche 


V 


Valeurs mobilières, Industrie des — 

Droit 

Commission des valeurs mobilières de l'Ontario : 
Rapport annuel 1992-93. MICROLOG 
94-01658 1 fiche 


Variational inequalities (Mathematics) 

Dynamic network equilibrium problem formulated 
as an infinite dimensional variational inequality 
problem. MICROLOG 94-01542 1 fiche 


Vegetables 

Annual unload report, part {i : imported fruits 
and vegetables into 10 Canadian provinces, 
1992. MICROLOG 94-01509 2 fiche 

Seasonal fruit and vegetable report : annual 
summary, 1992. MICROLOG 94-01777 1 fiche 


Vegetation management 

See also Forest management 

Public attitudes towards herbicides and their 
implications for a public involvement strategy 
for the Vegetation Management Alternatives 
Program. MICROLOG 94-01814 3 fiche 

Vegetation Management Alternatives Program : 
Annual report 1992-93. MICROLOG 94-01929 
1 fiche 


Véhicules automobiles — Accidents Voir Accidents 
de la route 


Venereal diseases See Sexually transmitted 
diseases 
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Vents — Vitesse 

Le Potentiel éolien entre Québec et l'embouchure 
du Saguenay utilisant les données de ‘Québec 
1984’. MICROLOG 94-02048 1 fiche 


Victimes d'agression sexuelle Voir Crimes sexuels 


Victims of abuse See Abused wives 


Victims of crimes 

See also Rape victims 

One step at a time : a review of the Victim 
Assistance Program : summary of 
recommendations. MICROLOG 94-02057 
1 fiche 


Victims of crimes — Compensation 


Alberta. Crimes Compensation Board : Annual 
report 1991-92. MICROLOG 94-01510 1 fiche 


Vieillissement 


Vieillissement et autonomie : aperçu d'une 
enquête nationale. MICROLOG 94-01529 
2 fiche 


Violence against women 

Ending the violence in adolescent girls’ lives : a 
challenge for schools and communities. 
MICROLOG 94-01998 1 fiche 


Violence dans les mass media 


Les Sexes et la violence dans les médias. 
MICROLOG 94-01623 1 fiche 


Violence domestique Voir Violence familiale 


Violence familiale 

Quatre aspects de la violence familiale : étude 
documentaire de la recherche sociologique : 
rapport. MICROLOG 94-01721 1 fiche 


Violence in mass media 


Gender and violence in the mass media. 
MICROLOG 94-01624 1 fiche 


Violence sexuelle Voir Abus sexuels à l'égard 
des enfants; Crimes sexuels 


Voting precincts See Election districts 
Voyager Voir Tourisme 


W 


Wages 

A Comparison of work force skills and wages 
between Ontario, Canada and selected states 
in the U.S. : a research report. MICROLOG 
94-01738 1 fiche 


Wages -— Women 

Gender, earnings and proportions of women : 
lessons from a high tech occupation. 
MICROLOG 94-02142 1 fiche 


Warming, Global See Global warming 


Waste disposal sites — Ontario 
Ontario Waste Management Corporation : Annual 
report 1992-93. MICROLOG 94-01638 1 fiche 


Waste management See Salvage (Waste, etc.) 


Waste paper 

Study of newsprint and other paper waste as a 
substrate for ethanol production. MICROLOG 
94-01989 2 fiche 

Waste paper as a biomass feedstock. 
MICROLOG 94-01991 3 fiche 


Waste products 

See also Factory and trade waste; Hazardous 
wasies 

Potential applications in highway products of 
rubber/plastics blends based on waste 
materials. MICROLOG 94-01739 1 fiche 


Wastes, Hazardous See Hazardous wastes 


Wastewaters See Factory and trade waste 


Water 

Kinetics of pesticide volatilization from the 
surface of water. MICROLOG 94-01964 
1 fiche 

Model for spectral colour variations of British 
Columbia river waters. MICROLOG 94-01963 
1 fiche 


Water — Purification 


Kelliher arsenic removal study. 
94-01689 1 fiche 


MICROLOG 


Water quality 


Canadian water quality guidelines, October 1993 : 


appendices XII, XIV, XV. MICROLOG 
94-01606 2 fiche 


Quality assurance in water quality monitoring. 
MICROLOG 94-01942 5 fiche 


Water quality — Halifax (N.S.) 

Synoptic water quality survey of 
Halifax/Darmouth Metro Area lakes on April 
16, 1991. MICROLOG 94-01628 1 fiche 


Water quality - Ontario 

Scientific criteria document for the development 
of provincial water quality guidelines for 
chlorinated ethanes and chlorinated ethylenes. 
MICROLOG 94-01680 2 fiche 


Water quality - Quebec (Province) 
Introduction to the Yamaska River project. 
MICROLOG 94-01965 1 fiche 


Water resources development 
Research 


Intertacing a hydrologic model with the RAISON 
expert system. MICROLOG 94-01958 1 fiche 


Water treatment See Water — Purification 


Water-rock interaction 

Rock-tluids interactions in miscible gas 
processes : final report. MICROLOG 
94-01469 1 fiche 


Weather — Forecasting See Weather forecasting 


Weather forecasting 


STRATUS : a prototype expert system for low 
cloud forecasting. MICROLOG 94-02038 
1 fiche 


Wellness programs See Health promotion 


Wells 

See also Oil wells 

Improving oil production from horizontal wells in 
unconsolidated heavy oil reservoirs through 
better flow and sand control : final report. 
MICROLOG 94-01467 2 fiche 

Simulation of horizontal wells in fractured 
reservoirs : final report. MICROLOG 94-01465 
1 fiche 


Wetland ecology 

Treatment of acidic seepages using wetland 
ecology and microbiology : overall program 
assessment : final report. MICROLOG 
94-01985 2 fiche 


Wetlands - British Columbia 

Coastal wetlands habitat assessment and 
classtication for northwestern British Columbia. 
MICROLOG 94-01882 2 fiche 


Wetlands ecology See Wetland ecology 


Whales 


Census, trend and status of the St Lawrence 
beluga population in 1992. MICROLOG 
94-02019 1 fiche 

Interdepartmental Action Plan to Favour the 
Survival of the St. Lawrence Beluga Whale : 
Annual report 1991-92. MICROLOG 94-01682 
1 fiche 


Wife abuse victims See Abused wives 


Wildlife conservation 

Interdepartmental Action Plan to Favour the 
Survival of the St. Lawrence Beluga Whale : 
Annual report 1991-92. MICROLOG 94-01682 
1 fiche 


Windows 

Investigation of etfect of environmental moisture 
and temperature variation on properties of 
PMMA-polyether-metal salt electrolytes. 
MICROLOG 94-01987 1 fiche 


Windows - Thermal properties 
Establishment of a solar heat gain coetticient 
test method. MICROLOG 94-01988 1 fiche 


Winds — Measurement 

Climatic data for the northwest Atlantic : surface 
wind stresses off eastern Canada, 1946-91. 
MICROLOG 94-02006 2 fiche 


Winds — Speed 

Coupled wind-sea models and their impact on 
fluxes of momentum, sensible heat and latent 
heat. MICROLOG 94-01693 2 fiche 


Women 
See also Abused wives; Sex discrimination 


The NACA position on women's life-course 
events. MICROLOG 94-01613 2 fiche 


Women — Employment 
Bridges and frontiers : families, women and work 
in an aging Canada. MICROLOG 94-02145 
1 fiche 
Careers and future plans of young women in 
Canada. MICROLOG 94-02002 1 fiche 
Women in the Newfoundland fishery. 
MICROLOG 94-01859 1 fiche 


Women - Health and hygiene 

Canada. Departmental Advisory Committee on 
Status of Women Concerns : Annual report 
1991-92 : plan of action 1990-95, based on 
the Nairobi Forward-Looking Strategies for the 
Advancement of Women to the Year 2000. 
MICROLOG 94-02051 2 fiche 


Women — Mental health 

Women and mental health in New Brunswick : 
dealing with the consequences of sexism : a 
research report. MICROLOG 94-02015 
1 fiche 


Women — Services for 

B.C.’s business and professional women’s 
organizations : networking directory. 
MICROLOG 94-01539 1 fiche 


Women - Wages See Wages ~ Women 
Women entrepreneurs See Women in business 


Women immigrants 

The Match between education and occupation for 
immigrant women in Canada. MICROLOG 
94-02139 1 fiche 


Women in business 

See also Businessmen 

B.C.'s business and professional women’s 
organizations : networking directory. 
MICROLOG 94-01539 1 fiche 


Women teachers 


Progress revisited : the quality of (work)life of 
women teachers. MICROLOG 94-01928 
1 fiche 


Wood borers 

Tidelines : an abridged edition authorized by the 
British Columbia Research Corporation. 
MICROLOG 94-01785 2 fiche 


Wood products industry See Forest products 
industry 
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means 


Wood stoves Yukon Territory - Politics and 
Emissions status of large woodstoves. government 
MICROLOG 94-02158 1 fiche Yukon Territory : Annual report 1992-93. 
Field pertormance of advanced technology MICROLOG 94-01899 1 fiche 
woodstoves in their second season of use in 
Glens Falls, New York, 1990 : final report. Yukon Territory Public finance 
MICROLOG 94-01464 1 fiche Capital estimates, 1994-95. MICROLOG 


94-01648 2 fiche 


Woodworking machinery Estimates : supplementary no. 1, 1993-94. 


Market study on forestry harvesting and MICROLOG 94-01663 1 fiche 
woodworking equipment in Mexico. MICROLOG ; 3 
94-02104 1 fiche Estimates : supplementary no. 2, 1992-93. 


MICROLOG 94-01637 1 fiche 
Woodworm See Wood borers 


Work 

See also Occupations; Quality of work life 

Incentives and disincentives lo work : a report. 
MICROLOG 94-02008 1 fiche 

Non-standard work in Canada and the United 
Kingdom. MICROLOG 94-02150 1 fiche 


Work and family 


Bridges and frontiers . families, women and work 
in an aging Canada. MICROLOG 94-02145 
1 fiche 


Work environment 

See also Industrial hygiene; Quality of work life 

Multiculturalism issues in the workplace : the 
tourism industry. MICROLOG 94-01913 
1 fiche 

Social structural factors associated with work 
hazards in the physical environment. 
MICROLOG 94-02141 1 fiche 


Work environment — Hygienic aspects 
See Industrial hygiene 


Work, Method of See Work 


Workers’ compensation Nova Scotia 

Calculation of benefits under Section 45 : a 
discussion paper. MICROLOG 94-01748 
1 fiche 


Writing 
Alternative writing assessment strategies. 
MICROLOG 94-01570 1 fiche 


Y 


Yeast 

Development of yeast cultures for efficient 
fermentation of pentoses in cellulose 
hydrolysates. MICROLOG 94-01990 2 fiche 


Young Offenders Act See Juvenile justice, 
Administration of 


Young people See Youth 


Youth 


Careers and future plans of young women in 
Canada. MICROLOG 94-02002 1 fiche 


Dangers, pleasures and teenage girls : a report 
on young women and sexuality. MICROLOG 
94-01999 1 fiche 

Gender equity : perceptions of today’s adolescent 
women. MICROLOG 94-02001 1 fiche 

Self-esteem and adolescent women. MICROLOG 
94-01996 1 fiche 


Youth Council of New Brunswick : Annual report 
1992-93. MICROLOG 94-01706 1 fiche 


Youth Attitudes 
Aspirations project : qualitative research report. 
MICROLOG 94-01688 1 fiche 


Youth - Education See Education 


Youth — Health and hygiene 


Are you listening? Helping young people take 
action for health : stories from British 
Columbia. MICROLOG 94-01511 1 fiche 
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Aboriginal policing series. Canada. 
Solicitor General Canada 
Policing services for Aboriginal peoples . a 
review of current trends and developments 
and an analysis of the impact. MICROLOG 
94-01609 2 fiche 


ACAE publication. Atlantic Committee 
on Agricultural Engineering (Canada) 
no. 28 Abstracts of technical reports . ACAE 
Workshop, 1992. MICROLOG 94-01820 1 fiche 


no. 30 Abstracts of technical reports : ACAE 
Workshop, 1993. MICROLOG 94-01819 1 fiche 


AECL research. Atomic Energy of 
Canada Limited 
AECL 10759 Factors affecting the consolidation 


of steam generator sludge. MICROLOG 
94-01674 1 fiche 


AECL 10798 Formation and stability of Fe-rich 
precipitates in dilute Zr(Fe) single-crystal 
alloys. _MICROLOG 94-01673 1 fiche 


AECL 10801 Study of point defect mobilities in 
zirconium during electron irradiation in a 
HVEM. MICROLOG 94-01672 1 fiche 


Aging and NACA. Canada. National 
Advisory Council on Aging 
no. 15 The NACA position on women's lite- 
course events. MICROLOG 94-01613 2 fiche 


Aquaculture industry development 
report. British Columbia. Aquaculture 
and Commercial Fisheries Branch 

no. 93-07 Estimated costs and returns for a 


scallop grow-out enterprise. MICROLOG 
94-01483 1 fiche 


Bibliographie. Québec (Province). 
Bibliothèque de l'Assemblée nationale. 
Division de la reference 
parlementaire 
no 45 Référendums, 1989-92 : bibliographie 
sélective et annotée. MICROLOG 94-02014 
1 fiche 


Bulletin de terminologie. Canada. 
Bureau de la traduction. Direction de 
la terminologie et des services 
linguistiques 
218 Dictionnaire de la couche d'ozone 
MICROLOG 94-02131 6 fiche 


220 Lexique constitutionnel. 
94-02132 4 fiche 


MICROLOG 


Bulletin minéral. Canada. Secteur 

minier 
MR 233 Les Mines au Canada, tour d'horizon . 
production, réserves, mise en valeur, 
exploration, 1991. MICROLOG 94-01895 
2 fiche 


MR 234 L'Activité métallurgique au Canada fer 
et acier de première fusion, 1993. 
MICROLOG 94-01655 2 fiche 


SERIES TITLES 
TITRES DE COLLECTIONS 


Cahiers de l'Office de la langue 
française. Québec (Province). Office 
de la langue française 
Dictionnaire de la robinetterie et de la 
tuyaulerie industrielles . diclhonnare anglais- 
français. MICROLOG 94-01488 4 fiche 


Vocabulaire de la mécanisation forestière 
vocabulaire français-anglais MICROLOG 
94-01487 2 fiche 


Canadian bulletin of fisheries and 
aquatic sciences. Canada. Dept. of 
Fisheries and Oceans 
no. 227 Atlantic halibut Hippoglossus 
hippoglossus and Pacific halibut H stenolepis 
and their North American fisheries. 
MICROLOG 94-01949 1 fiche 


Canadian data report of fisheries 
and aquatic sciences. Canada. Dept. 
of Fisheries and Oceans 
no. 907 Fish resource data from Indin Lake, 
Northwest Territories MICROLOG 94-01694 
1 fiche 


no. 909 Data from exploratory fishenes 
conducted in the Northwest Territories, 1989- 
92. MICROLOG 94-01695 1 fiche 


no. 914E Synoptic water quality survey of 
Halitax/Darmouth Metro Area lakes on April 
16, 1991. MICROLOG 94-01628 1 fiche 


no. 915 Geochemical characteristics and benthic 
macrotauna biomass in intertidal and subtidal 
sediments of Annapolis Basin, Nova Scotia, 
1993. MICROLOG 94-01627 1 fiche 


Canadian data report of hydrography 
and ocean sciences. Canada. Dept. 
of Fisheries and Oceans 

no. 123 Climatic dala for the nonhwest 


Atlantic : surface wind stresses off eastern 
Canada, 1946-91. MICROLOG 94-02006 
2 fiche 


Canadian industry report of fisheries 

and aquatic sciences. Canada. Dept. 

of Fisheries and Oceans 
no. 219 Fishery and biological characteristics of 
the capelin Mallotus viliosus in the Gulf of St 
Lawrence, 1984-92. MICROLOG 94-02018 
1 fiche 


Canadian prehistory series. Canadian 
Museum of Civilization 
Western subarctic prehistory. MICROLOG 
94-01526 2 fiche 


Canadian technical report of fisheries 
and aquatic sciences. Canada. Dept. 
of Fisheries and Oceans 
no. 1899 The Stuart-Takla fisheriestorestry 
interaction project — study description and 
design. MICROLOG 94-01870 1 fiche 


no. 1902 Tidelines . an abridged edition 
authorized by the British Columbia Research 
Corporation. MICROLOG 94-01785 2 fiche 


no. 1904 A Comparison of metofauna available 


-ru20$ as fish food on Sturgeon and Roberts banks, 


Fraser River estuary, British Columbia. 
MICROLOG 94-01868 1 fiche 


no. 1909 The Limnology of Kitlope Lake : a 
cold glacially-turbid sockeye salmon 
Oncorhynchus nerka nursery lake. 
MICROLOG 94-01871 1 fiche 


no. 1913 Stock assessment for British Columbia 
herring in 1992 and forecasts of the potential 
catch in 1993. MICROLOG 94-01872 2 fiche 


no. 1918 An Updated list of the fishes of 
British Columbia, and those of interest in 
adjacent waters, with numeric code 
designations. MICROLOG 94-01869 2 fiche 


no. 1919 Groundfish stock assessments for the 
west coast of Canada in 1992 and 
recommended yield options for 1993. 
MICROLOG 94-01784 5 fiche 


no. 1938 Census, trend and status of the St. 
Lawrence beluga population in 1992. 
MICROLOG 94-02019 1 fiche 


Canadian technical report of 
hydrography and ocean sciences. 
Canada. Dept. of Fisheries and 
Oceans 
no. 149 Coupled wind-sea models and their 
impact on fluxes of momentum, sensible heat 
and latent heat. MICROLOG 94-01693 
2 fiche 


CANMET special publication. Canada 

Centre for Mineral and Energy Technologies 
SP93-1 General meeting of BIOMINET. 
MICROLOG 94-01610 1 fiche 


Circumpolar and scientific affairs 
publication series. Northern Affairs 
Program (Canada). Circumpolar & 
Scientific Affairs Directorate 
93-01 Directory of polar specialists in Canada. -- 
2d ed MICROLOG 94-01881 4 fiche 


CLBRR contribution. Centre for Land 
and Biological Resources Research 
(Canada) 
no. 93-50 Performance assessment of the 
tension infiltrometer marketed by Soilmoisture 
Equipment Corp., Santa Barbara, California. 
MICROLOG 94-01622 1 fiche 


Collection des affaires circumpolaires 
et scientifiques. Programme des 
affaires du Nord (Canada). Direction 
des affaires circumpolaires et 
scientifiques 

93-01 Répertoire des spécialistes polaires au 

Canada. -- 2d éd MICROLOG 94-01881 

4 fiche 


Commentary. C.D. Howe Institute 
no. 55 Strategic links : closing the Uruguay 
Round and renegotiating the NAFTA. 
MICROLOG 94-02121 1 tiche 


Current issue review. Canada. 
Library of Parliament. Research 
Branch 
88-2E Canada-US steel trade -- Rev 
MICROLOG 94-02050 1 fiche 


US 
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Document de travail. Canada. 

Agriculture Canada. Direction 

generale des politiques 
3-93 Cadre pour l'analyse de la compétitivilé du 
secteur agro-alimentaire. MICROLOG 
94-02013 1 fiche 


Dossiers. Quebec (Province). 
Ministere des affaires culturelles 


no 74 L'Organisation sociale à Place-Royale, 
1760-1820. MICROLOG 94-02084 3 fiche 


DREV report. Defence Research 
Establishment Valcartier 
4712/93 Analytic approximation to randomly 
oriented spheroid extinction MICROLOG 
94-02003 1 fiche 


Edmonton area series report. 
University of Alberta. Centre for 
Experimental Sociology 
no. 76 Populism and the rise of the Reform 
Party of Alberta. MICROLOG 94-02156 1 fiche 


no. 77 The Alberta Survey 1992 : sampling 
report. MICROLOG 94-02155 1 fiche 


no. 78 The Alberta Survey 1993 | sampling 
report. MICROLOG 94-02154 1 fiche 


no. 79 General versus specilic environmental 
concern : a western Canadian case 
MICROLOG 94-02153 1 fiche 


no. 80 Support for the Alberta NDP from 
professionals and managers : evidence from 
the Edmonton area and Alberta studies, 1982- 
92. MICROLOG 94-02152 1 fiche 


Environmental studies. Northern 

Affairs Program (Canada) 
no. 70 Synopsis of research conducted under 
the 1992/93 Northern Contaminants Program 
MICROLOG 94-01525 4 fiche 


Etudes et recherches du Ministere 
du travail. Quebec (Province). Centre 
de recherche et de statistiques sur 
le marche du travail 
Enquéte sur la rémunération globale des 
emplois repères au Québec en 1992 
MICROLOG 94-01812 2 fiche 


Les Relations du travail en 1992 
94-01533 1 fiche 


MICROLOG 


Fisheries management report. British 
Columbia. Fisheries Branch 
no. 100 Size-related survival of resident 
salmonids from time of lake or river entry 
evidence from the literature and scale 
evaluations MICROLOG 94-02056 1 fiche 


Fisheries technical report. 
Saskatchewan. Fisheries Branch 


93-4 1990 survey of sport fishing in 
Saskatchewan. MICROLOG 94-01677 2 fiche 


Forest research program report. 
Ontario Forest Research Institute 


no. 201 Mixedwood silviculture. MICROLOG 
94-0179 1 fiche 


Forest research report. Ontario. 
Ministry of Natural Resources 
no. 128 Effect of shor-term storage of shool 
tips from black spruce container seedlings on 
the estimation of bud inihalion and needle 
primordia number. MICROLOG 94-01794 
1 fiche 


Geoscience report. New Brunswick. 
Mineral Resources Division 
93-1 Antinouri Lake-Nicholas Denys Project : 
geocompilation of mineral exploration 
assessment data) MICROLOG 94-01932 
1 fiche 


Information circular. New Brunswick. 
Mineral Resources Division 


93-2 New Brunswick's mineral industry 
MICROLOG 94-0172 2 fiche 


93-3 Abstracts for 1993 © eighteenth annual 
review of activites. MICROLOG 94-01770 
1 tiche 


93-3F Résumés for 1993 eighteenth annual 
review of activities [French ed] MICROLOG 
94-01770 1 fiche 


1992 


Information report. Canada. Forestry 
Canada 
ST-X-6 Annotated bibliography of ENFOR 
biomass reports, 1979-90. MICROLOG 
94-01656 4 fiche 


information report. Laurentian Forest 
Research Centre 
LAU-X-41 Chemical control of Lophophacidium 
hyperboreum MICROLOG 94-01595 1 fiche 


LAU-X-46 Evaluation of fungicides for control of 
Gremmenella abietina, I results of 1978 
field assays MICROLOG 94-01594 1 fiche 


LAU-X-50E Implications of fulltree harvesting 
for biomass recovery. MICROLOG 94-01593 
2 fiche 


LAU-X-52E Prospects for the use of loresl 
biomass in Quebec MICROLOG 94 01592 
1 fiche 


LAU-X-53E Forest biomass harvesting sunulation 
model. MICROLOG 94-01591 2 fiche 


LAU-X-54 Instruction for evaluating deposit of 
Bacillus thuringiensis lormulas during aerial 
treatments MICROLOG 94-01589 1 fiche 


LAU-X-59 A Survey for gypsy moth parasiles 
at Mont Saint-llilaire and Mont Saint-Bruno, 
Quebec. MICROLOG 94-01590 1 fiche 


information report. Newfoundland 

Forest Research Centre 
N-X-202 Proceedings of a symposium on urban 
forest management within the Commonwealth 
of Nations, agenda subhead 5 Trees in 
Rural and Urban Development MICROLOG 
94-01587 2 fiche 


Interim research report. Defence and 
Civil Institute of Environmental 
Medicine (Canada) 
DCIEM no. 92-57 Is energy substrate 
mobilization a limiting factor tor cold 
thermogenesis?. MICROLOG 94-01832 
1 fiche 


Memoire de recherche forestiere. 
Quebec (Province). Ministere des 
forets. Direction de la recherche 
no 108 Modélisation de la croissance et du 
rendement des pessières noires au Québec 
MICROLOG 94-01675 2 fiche 


Mineral bulletin. Canada. Mining 

Sector 
MR 233 Canadian mines, perspective : 
production, reserves, development, exploration, 
1991. MICROLOG 94-01895 2 fiche 


MR 234 Metallurgical works in Canada 


primary won and steel, 1993. MICROLOG 
94-01655 2 liche 


Northern studies. University of 
Winnipeg. Institute of Urban Studies 


2 Evolution of northern housing policy. 
MICROLOG 94-01778 1 fiche 


Note technique. Canada. Service de 
l’environnement atmospherique. 
Region du Quebec 

no 91N-001 Méthode de prévision des 


probabiités de gel et lerminologie associée. 
MICROLOG 94-02041 1 fiche 


no 92N-001 27 aoûl 1991, Maskinongé, tornade. 
MICROLOG 94-02040 1 fiche 


no 92N-002 Climatologie du temps violent estival 
au Québec, 1981-91. MICROLOG 94-02042 
1 fiche 


no 93N-003 Climatologie du temps violent estival 
au Québec, 1981-92 MICROLOG 94-02043 
1 fiche 


NWRI contribution. National Water 
Research Institute (Canada) 


90-58 Environmental dynamics of benzothiazole- 
based pesticides. MICROLOG 94-01950 1 fiche 


90-65 Ice jam configuration second generation 
model. MICROLOG 94-01954 1 fiche 


90-75 EXPRES . an expert system for 
assessing the fate of pesticides in the 
subsurface. MICROLOG 94-01953 1 fiche 


90-78 Flocculation of suspended fine-grained 
sedunent in rivers. MICROLOG 94-01961 
1 fiche 


90-82 EXPRES . an expen system for 
assessing the tale of pesticides in the 
subsurface, phase two report : development of 
the basic expert system. MICROLOG 
94-01952 1 fiche 


90-86 Experimental evaluation of the effect of 
distortion in thermal plume models 
MICROLOG 94-01955 1 fiche 


90-89 Flocculation of fine-grained sediment in 
the freshwater fluvial environment a method 
of analysis. MICROLOG 94-01956 1 fiche 


90-90 EXPRES an expen system for 
assessing the potential for groundwater 
contamination due to pesticides. MICROLOG 
94-01966 1 fiche 


90-91 EXPRES : an expert system tor 
assessing the tale of pesticides in the 
subsurface, phase three report compilation of 
a data base for testing EXPRES. 

MICROLOG 94-02062 1 fiche 


90-92 Lileralure search on the environmental 
impacts of tar sands operations. MICROLOG 
94-02061 2 tiche 


90-98 EXPRES : an expert system for 
assessing the fale ot pesticides in the 
subsurface, phase four report — verification of 
pesticide models incorporated in EXPRES. 
MICROLOG 94-01951 1 fiche 


90-158 Kinelics of pesticide volatilzation from 
the surface of water. MICROLOG 94-01964 
1 fiche 


90-168 Model for spectral colour variations of 
British Columbia river waters. MICROLOG 
94-01963 1 fiche 


91-53 Extraction of adenine nucleotides from 
bacteria. MICROLOG 94-01962 1 fiche 


91-54 Evaluation of extraction techniques for 
butyltin compounds in sediment. MICROLOG 
94-0197 1 fiche 


91-55 Evaluation of electron microscope 
techniques for the description of aquatic 
colloids. MICROLOG 94-01967 1 fiche 


91-57 Introduction to the Yamaska River 
project. MICROLOG 94-01965 1 fiche 


91-66 Interfacing a hydrologic model with the 
RAISON expert system. MICROLOG 94-01958 
1 fiche 


91-73 Nith River bioassay study. 
94-01959 1 fiche 


91-75 Fresh water bacterial aggregate 
development : effect of dissolved organic 
matter. MICROLOG 94-01960 1 fiche 
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SS 


Ontario Geological Survey open file 

report. Ontario Geological Survey 
5588 Geology of Aguonie, Bird, Finan and 
Jacobson townships, District of Algoma. 
MICROLOG 94-01744 4 fiche 


5589 Geology of Killins, Knicely and Lalibert 
townships, District of Algoma. MICROLOG 
94-01745 2 fiche 


5824 Applying shallow seismic reflection 
methods in southern Ontario. MICROLOG 
94-01884 3 fiche 


5862 Geology of Adrian and Marks townships 
MICROLOG 94401747 2 fiche 


5863 An Inventory of inactive quarries in the 
Paleozoic limestone and dolostone strata of 
Ontario. MICROLOG 94-01885 3 fiche 


5864 Geology of the Ompa Lake area, District 
of Sault Ste. Marie. MICROLOG 94-01746 
2 fiche 


Ontario Geoscience Research Grant 
Program. Ontario Geological Survey. 
Geoscience Branch 
Grant no. 386 Applying shallow seismic 
reflection methods in southern Ontario. 
MICROLOG 94-01884 3 fiche 


Open file report. Manitoba. Mines 
Branch 


90-1 (6th supp) Index to non-contidential 
assessment reports. MICROLOG 94-01635 
1 fiche 


Open file report. New Brunswick. 
Dept. of Natural Resources and 
Energy 
93-10 Antinouri Lake-Nicholas Denys 
geocompilation project : data sheets 
21 0/16a, northern New Brunswick. 
MICROLOG 94-01787 1 fiche 


93-11 Antinouri Lake-Nicholas Denys 
geocompilation project : data sheels 
21 P/12e, northern New Brunswick 
MICROLOG 94-01993 2 fiche 


93-12 Antinouri Lake-Nicholas Denys 
geocompilation project . data sheets 
21 P/12f, northern New Brunswick. 

MICROLOG 94-01994 2 fiche 


93-13 Antinouri Lake-Nicholas Denys 
geocompilation project . data sheets 
21 P/12g, northern New Brunswick. 
MICROLOG 94-02070 1 fiche 


93-14 Antinouri Lake-Nicholas Denys 
geocompilation project . dala sheets 
21 P/13b, northern New Brunswick. 
MICROLOG 94-02071 1 fiche 


93-15 Antinouri Lake-Nicholas Denys 
geocompilation project data sheels 
21 P/13c, northern New Brunswick. 
MICROLOG 94-02023 2 fiche 


93-16 Antinouri Lake-Nicholas Denys 
geocompilation project data sheets 
21 P/13d, northern New Brunswick. 
MICROLOG 94-02022 1 fiche 


or NTS 


or NTS 


or NTS 


or NTS 


or NTS 


or NTS 


=> 


or NTS 


Paper. Canada. Atomic Energy 

Control Board 
INFO-0446 Operation of the Joint Panel on 
Occupational and Environmental Research for 
Uranium Production in Canada. MICROLOG 
94-01549 1 fiche 


INFO-0449 Review of Canadian programs for 
radioactive waste management. MICROLOG 
94-01630 1 fiche 


Paper. Geological Survey of Canada 


91-7 Geological Survey of Canada radiocarbon 
dates XXXI. MICROLOG 94-01971 1 fiche 


92-13 Geology of the Battle River coattield, east- 


central Alberta. MICROLOG 94-01970 1 fiche 


Policy direction series. Association of 
Municipalities of Ontario 


HSS93D02 Calling for a municipal option in long- 


term care. MICROLOG 94-01692 1 fiche 


Policy response series. Association 

of Municipalities of Ontario 
ENV93R01 Making environmental regulations 
work : AMO’s response to the Environmental 
Bill of Rights. MICROLOG 94-01691 1 fiche 


LUP93R02 Planning reform priorities : response 
to the final report of the Commission on 
Planning and Development Relorm in Ontario. 
MICROLOG 94-01690 1 fiche 


Public report. British Columbia. Office 
of the Ombudsman 
no. 31 Administrative fairness of the process 
leading to the Clayoquot Sound Land Use 
Decision. MICROLOG 94-01791 1 fiche 


no. 32 Abuse of deaf students at Jericho Hill 
School. MICROLOG 94-01804 1 fiche 


Publication. Universite de Montreal. 
Centre de recherche sur les 
transports 
no. 901 Cur cum TRIO? -- Rev MICROLOG 
94-02138 1 fiche 


no. 901 Cur cum TRIO?. -- Rév. MICROLOG 
94-02138 1 fiche 


no. 935 An Appraisal of asynchronous 
parallelizalion approaches for tabu search 
algorithms. MICROLOG 94-01605 1 fiche 


no. 946 The Restructure of transportation in 
China . the emergence of a new transactional 
environment. MICROLOG 94-01669 1 fiche 


no. 950 Un Essai de classification des pays 
industrialisés suivant le profil de la moralité 
violente des personnes âgées. MICROLOG 
94-01684 2 fiche 


no. 952 Dynamic network equilibrium problem 
formulated as an infinite dimensional variational 
inequality problem MICROLOG 94-0142 

1 fiche 


no. 953 A Genetic approach to the vehicle 
routing problem with time windows 
MICROLOG 94-02136 1 fiche 


no. 954 Postoptimizing equilibrium flows on 
large scale networks. MICROLOG 94-02137 
1 fiche 


Publication. Universite de Montreal. 
Departement d'informatique et de 
recherche operationnelle 
no. 892 Postoplimizing equilibrium flows on 
large scale networks. MICROLOG 94-02137 
1 fiche 


Railway occurrence report. 

Transportation Safety Board of 

Canada 
no. R91-W0189 Railway occurrence repon 
Canadian National Railway Company 
derailment, train no. 218-07, mile 204 39. 
Rivers subdivision, St. Lazare, Manitoba. 
150607 CDT, 09 July 1991 MICROLOG 
94-01736 1 fiche 


Rapport. Canada. Commission de 
controle de l’energie atomique 
INFO-0450 Lignes directrices sur l'assistance à 
offnir en cas de surexposilions 
professionnelles aux rayonnements ionisants. 
MICROLOG 94-01535 1 fiche 


INFO-0452 Lignes directrices révisées pour la 
surveillance médicale des travailleurs sous 
rayonnements. MICROLOG 94-01522 1 fiche 


INFO-0480 Rapport annuel du personnel de la 
CCEA sur la centrale nucléaire Gentilly 2, 
1992. MICROLOG 94-01495 1 fiche 


Rapport canadien à l’industrie sur 
les sciences halieutiques et 
aquatiques. Canada. Ministère des 
pêches et des océans 
no 219 Pêche el caractéristiques biologiques du 
capelan Mallotus villosus dans le golle du 
Saint-Laurent, 1984-92. MICROLOG 94-02018 
1 fiche ; 


Rapport d’analyse economique et 
commerciale. Canada. Ministere des 
pêches et des oceans 
no 133 Evolution des flottes de pêche du 
Québec, 1985-92 . effectifs et débarquements. 
MICROLOG 94-01803 2 fiche 


no 134 Coûts et revenus des entreprises de 
péche du Québec, 1992. MICROLOG 
94-01843 2 fiche 


Rapport d’enquete sur accident 

ferroviaire. Bureau de la securite 

des transports du Canada 
no R91-W0189 Rapport d'enquête sur accident 
ferroviaire : Compagnie des chemins de fer 
nationaux du Canada, déraillement, train 
numéro 218-07, point milliaire 204,39, 
subdivision Rivers, Saint-Lazare, Manitoba, 15h 
6 min 7 s HAC, le 9 juillet 1991. 
MICROLOG 94-01736 1 fiche 


Rapport d'étude. Canada. Ministère 
des peches et des océans. Région 
du Québec. Direction des services 
économiques et du traitement de 
l'information. Division des services 
économiques 

93-3F Coûts et revenus des entreprises de 

pêche du Québec, 1992. MICROLOG 

94-01843 2 fiche 


93-4F Evolution des flottes de pêche du 
Québec, 1985-92 effectifs et débarquements. 
MICROLOG 94-01803 2 fiche 


Rapport d'information. Canada. Forets 
Canada 
ST-X-6 Bibliographie annotée des rapports 
ENFOR sur la biomasse, 1979-90. 
MICROLOG 94-01656 4 fiche 


Rapport d'information. Centre de 
foresterie des Laurentides 
LAU-X-73 Revue bibliographique sur 
Pachypappa tremulae (L) un puceron des 
racines des plants de conifères en récipients. 
MICROLOG 94-01548 1 fiche 


LAU-X-74 Analyse de quelques éléments de la 
production forestière de l'unité de gestion des 
Chic-Chocs, partie occidentale. MICROLOG 
94-01588 1 fiche 


LAU-X-76 Les Caries de l'épinelte noire dans la 
forét boréale au Québec. MICROLOG 
94-01873 1 fiche 


Rapport d'information. Centre de 
recherches forestières des 
Laurentides 
LAU-X-23E Evaluation of fungicides for control of 
Gremmeniella abietina, | : laboratory and 
preliminary field assays) MICROLOG 
94-01585 1 fiche 


LAU-X-41 Contrôle chimique du Lophophacidium 
hyperboreum. MICROLOG 94-01595 1 fiche 


LAU-X-46 Evaluation des fongicides utilisés pour 
le contrôle du Gremmeniella abietina, Il : 
résultats des essais effectués sur le terrain 

en 1978. MICROLOG 94-01594 1 fiche 


LAU-X-54 Instructions pour l'évaluation du dépôt 
au soldes suspensions de Bacillus 

thuringiensis au cours de leurs dispersions 
aériennes. MICROLOG 94-01589 1 fiche 
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LAU-X-59 Un Relevé de parasites de la 
spongieuse au mont Saint-Hilaire et au mont 
Saint-Bruno, Québec. MICROLOG 94-01590 
1 fiche 


Rapport d’information. Institut pour la 
repression des ravageurs forestiers 
(Canada) 
FPM-X-41 Pulvérisations aériennes 
expérimentales de perméthrine contre 
Choristoneura fumirana au Québec en 1976 
et 1977. MICROLOG 94-01586 1 fiche 


Rapport d’information. Service 

canadien des forets. Maritimes 
M-X-164F Culture du sapin baumier dans des 
champs et en forêt pour la production 
d'arbres de Noel. -- Rév. MICROLOG 
94-02028 1 fiche 


Rapport pour spécialistes. Canada. 

Direction des affaires correctionnelles 
1992-14 Revue des programmes de services 
de police autochtones, partie Ill : pour un 
meilleur accès aux services de police. 
MICROLOG 94-01619 1 fiche 


1992-15 Revue des programmes de services 
de police autochtones, partie IV : programmes 
de communications et de liaison avec la 
collectivité. MICROLOG 94-01618 1 fiche 


1992-16 Revue des programmes de services 
de police autochtones, parie V : programmes 
pour les jeunes. MICROLOG 94-01617 

1 fiche 


1992-17 Revue des programmes de services 
de police autochtones, partie VI : programmes 
de prévention contre la consommation d'alcool 
et de drogue. MICROLOG 94-01620 1 fiche 


1992-18 Revue des programmes de services 
de police autochtones, partie VII : programmes 
axés sur les besoins des victimes et des 
délinquants. MICROLOG 94-01616 1 fiche 


1993-21 Les Services de police et les 
autochtones. MICROLOG 94-01609 2 fiche 


Report. Alberta Law Reform Institute 
no. 69 Proposals for a Land Recording and 
Registration Act for Alberta. MICROLOG 
94-01817 4 fiche 


Report. Canada. Atomic Energy 

Control Board 
INFO-0450 Guidelines for counselling after 
occupational overexposure to ionizing radiation. 
MICROLOG 94-01535 1 fiche 


INFO-0451(E) Report on derived working limits 
for surtace contamination. MICROLOG 
94-01547 1 fiche 


INFO-0452 Revised guidelines for the medical 
surveillance of radiation workers. MICROLOG 
94-01522 1 fiche 


INFO-0476 AECB staff annual report on the 
Bruce Heavy Water Plant for the year 1992. 
MICROLOG 94-01494 1 fiche 


INFO-0477 AECB staff annual report on the 
Bruce A Nuclear Generating Station for the 
year 1992. MICROLOG 94-01500 1 fiche 


INFO-0478 AECB staff annual report on the 
Bruce B Nuclear Generating Station for the 
year 1992. MICROLOG 94-01499 1 fiche 


INFO-0479 AECB staff annual report on the 
Darlington Nuclear Generating Station for the 
year 1992. MICROLOG 94-01498 1 fiche 


INFO-0481 AECB staff annual report on the 
Pickering A and B Nuclear Generating 
Stations for the year 1992. MICROLOG 
94-01497 1 fiche 


INFO-0482 AECB staff annual report on the 
Point Lepreau Nuclear Generating Station for 
the year 1992. MICROLOG 94-01496 1 fiche 


Report. Canadian Council of Ministers 
of the Environment 


CCME-TS/WM-TREO15 The Development of soil 
cleanup criteria in Canada, vol. 1 : methods 
and strategies currently used to develop 
cleanup criteria for contaminated sites. 
MICROLOG 94-01711 2 fiche 


CCME-TS/WM-TREO016 The Development of soil 
cleanup criteria in Canada, vol. 2 : 
development of the AERIS model, an aid for 
evaluating the redevelopment of industrial 

sites interim report. MICROLOG 94-01712 
2 fiche 


CCME-TS/WM-TRE017 The Development ot soil 
cleanup criteria in Canada, vol. 3 : toxicity 
assessment process. MICROLOG 94-01713 

1 fiche 


CCME-TS/WM-TRE018 The Development of soil 
cleanup criteria in Canada, vol. 5 : 
development of the AERIS model : final report. 
MICROLOG 94-01714 1 fiche 


CCME-TS/WM-TRE019 The Development of soil 
cleanup criteria in Canada, vol. 6 : user's 
guide for the AERIS model, version 2.1. 
MICROLOG 94-01715 1 fiche 


Report. Energy Research 
Laboratories (Canada) 


ERL 92-54(TR) Energy and global warming. 
MICROLOG 94-01972 1 fiche 


Report. Mining Research 
Laboratories (Canada) 


MAL 93-009(TR) The Agnico-Eagle mine seismic 
survey. MICROLOG 94-01973 1 fiche 


MRL 93-049(TR) Monthly report on geotechnical 
monitoring, Phalen 6 east top, January 21, 
1992 : report no. 1. MICROLOG 94-01974 

1 fiche 


MRL 93-051(TR) Weekly report on geotechnical 
monitoring, Phalen 5 east bottom, December 
21, 1991 : report no 6. MICROLOG 
94-01975 1 fiche 


MRL 93-052(TR) Weekly report on geotechnical 
monitoring, Phalen 5 east bottom, January 21, 
1992 : report no. 7. MICROLOG 94-01976 

1 fiche 


MARL 93-053(TR) Weekly report on geotechnical 
monitoring, Phalen 5 east bottom, July 18, 
1991 : report no. 1. MICROLOG 94-01977 

1 fiche 


MRL 93-054(TR) Weekly report on geotechnical 
monitoring, Phalen 5 east bottom, August 13, 
1991 . report no. 2. MICROLOG 94-01978 

1 fiche 


MRL 93-055(TR) Weekly report on geotechnical 
monitoring, Phalen 5 east bottom, August 19, 
1991 . report no. 3.5 MICROLOG 94-01979 

1 fiche 


MAL 93-056(TR) Weekly report on geotechnical 
monitoring, Phalen 5 east bottom, August 26, 
1991 . report no. 4. MICROLOG 94-01980 

1 fiche 


Report. Newfoundland. Geological 
Survey Branch 


93-1 Current research, 1993. MICROLOG 
94-01879 6 fiche 


Report of investigation. New 
Brunswick. Mineral Resources 
Division 


25 Geology of tleath Steele-Haltmile Lakes 
area, Northumberland County, New Brunswick, 
part of NTS 0/8. MICROLOG 94-01723 

2 fiche 


Research and working papers. 
University of Winnipeg. Institute of 
Urban Studies 
38 Winnipeg residential tax assessment in 
1990 : an equitable assessed city? 
MICROLOG 94-01779 1 fiche 


Research discussion paper. 

University of Alberta. Dept. of 

Sociology 
no. 90 Predicting old age mortality in Canada. 
MICROLOG 94-02151 1 fiche 


no. 91 Non-standard work in Canada and the 
United Kingdom. MICROLOG 94-02150 
1 fiche 


no. 92 The Linkages between education and 
employment in Canada and the United 
Kingdom : a comparative analysis. 
MICROLOG 94-02149 1 fiche 


no. 93 An Alternative to the life table model. 
MICROLOG 94-02148 1 fiche 


no. 94 Labour market problems and mental 
health : a panel study of Canadian youth in 
transition from school to work. MICROLOG 
94-02147 1 fiche 


no. 95 Mortality modelling with order statistics. 
MICROLOG 94-02146 1 fiche 


no. 96 Bridges and frontiers : families, women 
and work in an aging Canada. MICROLOG 
94-02145 1 fiche 


no. 97 Education-job mismatch among Canadian 
university graduates : implications for 

employers and educators. MICROLOG 
94-02144 1 fiche 


no. 98 The Quiet revolution and the sex 
differential in Quebec's suicide rates, 1931-86. 
MICROLOG 94-02143 1 fiche 


no. 99 Gender, earnings and proportions of 
women . lessons from a high tech occupation. 
MICROLOG 94-02142 1 fiche 


no. 100 Social structural factors associated with 
work hazards in the physical environment. 
MICROLOG 94-02141 1 fiche 


no. 101 Nativity and mortality in Canada, 1985- 
:87. MICROLOG 94-02140 1 fiche 


no. 102 The Match between education and 
occupation for immigrant women in Canada. 
MICROLOG 94-02139 1 fiche 


Research report. Canada. Atomic 

Energy Control Board 
INFO-0444 Evaluation of boiler chemical cleaning 
techniques. MICROLOG 94-01534 2 fiche 


Research report. North York Board 
of Education (Ont.) 


low to develop the North York program 
protile. -- Rev. MICROLOG 94-01562 1 fiche 


Research report. Toronto Board of 
Education. Research Services 
no. 203 An Evaluation of the pilot joint school 
food programs in the Toronto Board of 
Education. MICROLOG 94-01569 1 fiche 


Serie sur les services policiers 

autochtones. Canada. Solliciteur 

general Canada 
Revue des programmes de services de police 
autochtones, partie Ill : pour un meilleur 
accés aux services de police. MICROLOG 
94-01619 1 fiche 


Revue des programmes de services de police 
autochtones, partie IV : programmes de 
communications et de liaison avec la 
collectivité. MICROLOG 94-01618 1 fiche 


Revue des programmes de services de police 
autochtones, partie V : programmes pour les 
jeunes. MICROLOG 94-01617 1 tiche 
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Revue des programmes de services de police 
autochtones, partie VI : programmes de 
prévention contre la consommation d'alcool el 
de. drogue. MICROLOG 94-01620 1 fiche 


Revue des programmes de services de police 
autochtones, partie VII : programmes axés sur 
les besoins des victimes et des délinquants 
MICROLOG 94-01616 1 fiche 


Les Services de police el les autochtones 
MICROLOG 94-01609 2 fiche 


Soils report. Canada-Manitoba Soil 
Survey 
no. D32 Sois ‘of the Rural Municipalily of 
Hanover. MICROLOG 94-01939 2 fiche 


Technical bulletin. Canada. Agriculture 
Canada. Research Branch 
1993-12E Performance assessment of the 
tension inliltromeler marketed by Soilmoisture 
Equipment Corp., Santa Barbara, Calitornia. 
MICROLOG 94-01622 1 fiche 


Technical report. Bank of Canada 


no. 63 Monetary policy, uncertainty and the 
presumption of linearity. MICROLOG 94-01612 
1 fiche 


no. 65 Tests of market efficiency in the one- 
week when-issued market for Government ot 
Canada treasury bills. MICROLOG 94-01634 
1 fiche 


Technical report. Ontario. Northwest 
Region Science and Technology 
no. 73 Collection techniques for fish ageing 


structures, Northwest Region. MICROLOG 
94-01797 1 fiche 


Terminologie technique et industrielle. 
Québec (Province). Office de la 
langue française 
Dictionnawe de la robinetterie et de la 
tuyauterie industrielles . dictionnaire anglais- 
français. MICROLOG 94-01488 4 fiche 


Vocabulaire de la mécanisation forestière 
vocabulaire français-anglais.  MICROLOG 
94-01487 2 fiche 


Terminology bulletin. Canada. 
Translation Bureau. Terminology and 
Linguistic Services Directorate 
218 Ozone layer dictionary. MICROLOG 
94-02131 6 fiche 


220 Constitutional glossary. MICROLOG 
94-02132 4 fiche 


User report. Canada. Corrections 
Branch 
1993-21 Policing services for Aboriginal 
peoples a review ol current trends and 
developments and an analysis of the impact. 
MICROLOG 94-01609 2 fiche 


Vie parlementaire. Quebec (Province). 
Assemblée nationale. Direction 
generale du bicentenaire des 
institutions parlementaires du Quebec 
3 Les Edifices parlementaires depuis 1792. -- 
2e éd. rev. MICROLOG 94-01839 2 fiche 


5 Le Parlement du Québec . deux siècles 
d'histoire. MICROLOG 94-01841 2 fiche 


6 Bibliographie du Parlement du Québec. 
MICROLOG 94-01838 2 fiche 


Vieillir et le CCNTA. Canada. Conseil 
consultatif national sur le troisieme 
âge 
no 15 La Position du CCNTA sur les 
événements de la vie des femmes dinées 
MICROLOG 94-01613 2 fiche 
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VMAP technical report. Ontario 

Forest Research Institute. Vegetation 

Management Alternatives Program 
93-04 Public altitudes towards herbicides and 
ther implications for a public involvement 
strategy for the Vegetation Management 
Alternatives Program MICROLOG 94-01814 
3 fiche 


Working paper. Bank of Canada 
93-8 The Demand for M2 plus, Canada Savings 
Bonds and treasury bills. MICROLOG 
94-01685 1 fiche 


93-9 Stockout avoidance inventory behaviour 
with differentiated durable products. 
MICROLOG 94-01686 1 fiche 


Working paper. Canada. Agriculture 
Canada. Policy Branch 
3-93 Framework for analyzing the 
compeliiveness of the agri-lood sector 
MICROLOG 94-01798 1 fiche 
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ONTERIS RESEARCH 
Alternative writing assessment strategies 


94-01570/1 
Alternatives : thoughts on successful decision 
making 94-01584/3 
Aspirations project : qualitative research report 
(Ont.) 94-01688/1 
Beyond comprehension : why ‘hard reading’ is 
too easy 94-01558/1 


A Big vat of knowledge : an overview of 
TVOntario's non-formal distance education 
courses 94-01575/1 


Charting developmental paths of giftedness : 
early adolescence, girls and the social domain 
94-01561/1 


Classroom based collaborative teacher 
research : practical strategies : a mini 
workshop 94-01557/1 


Creating classroom communities of literate 
thinkers 94-01566/1 


The Effect of changing demographics in a 
preservice program 94-01577/1 


Employment profile : 1991-92 graduates of 
Ontario colleges of applied arts and 
technology 94-01581/2 


Enfance en difficulté : d'hier à demain : manuel 
d'information pour le personnel enseignant 
94-01555/1 


Enhancing, diagnosing and remediating basic 
skills through games 94-01567/1 


An Evaluation of the pilot joint school food 
programs in the Toronto Board of Education 
94-01569/1 


An Exploratory investigation of resistance and 
sources of social change... computer assisted 
instruction by elementary schools 94-01573/1 


Fostering independence 94-01576/1 


Four schools, four ways of doing things : a 
participatory approach to the development of 
school-based induction programs 94-01574/1 


How to develop the North York program profile 
94-01562/1 


Independent study : is it an appropriate 
curriculum model for gifted adolescents? 
94-01568/1 


The Influence of teaching experience, sex, 
marital... hierarchical position on job... school 
identification of teachers 94-01572/1 


Intersubjectivity and the construction of 
knowledge 94-01565/1 


List of school boards in Ontario / Liste des 
conseils scolaires de l'Ontario 94-01563/1 


On equal terms : a directory on non-sexist 
language / D'égal à égale : lignes directrices... 


94-01583/1 
Planning Kidscience : Ontario Science Centre 
front-end analysis 94-01582/1 


Professionalism [Federation of Women Teachers’ 


Associations of Ontario] 94-01553/1 
Project self-confidence : program evaluation 
94-01560/1 


Providing effective programs for gifted students : 
examining the various administrative 


possibilities 94-01564/1 
The Relevance of school : what grade seven 
and eight students have to say 94-01579/1 


A Report on the methodology of Native 
transition 94-01571/1 


School board 3 year statistics : 1989... 1990 
financial statement, 1991 board estimates 
94-01554/2 


Special education : bridging the centuries : a 
resource book in special education for the 
classroom teacher 94-01556/1 


Submission of the Ontario Teachers’ Federation 
to the Government of Ontario concerning the 
Ontario Investment Fund 94-01559/1 


Summary of dala from a study of provisions 
for gifted education in Ontario : a review and 
recommendations 94-01580/1 


Teaching and learning : an examination of the 
teacher and the student in the Core French 
classroom 94-01578/1 


TESL '89 : of special interest : proceedings 
(TESL Ontario Conference, 1989 . Toronto, 
Ont.) 94-01551/2 


TESL ‘90 : reading into the future : proceedings 
(TESL Ontario Conference, 1990 : Toronto, 
Ont.) 94-01552/2 


AGRICULTURE 


Agricultural Research Institute of Ontario. 
Annual report / Rapport annuel 94-01668/1 


Agricultural statistics for Ontario 94-01661/2 


Agriculture Canada. Crop Insurance Act. Annual 
report / Rapport annuel 94-02010/1 


Annual unload report, part Il : imported fruits 
and vegetables into 10 Canadian provinces / 
Rapport annuel... 94-01509/2 


Atlantic Committee on Agricultural Engineering 
Workshop, Charlottetown, PEI., Feb. 24-26, 
1992 : abstracts of technical reports 

94-01820/1 


Atlantic Committee on Agricultural Engineering 
Workshop, Truro, NS. Feb. 16-18, 1993 : 
abstracts of technical reports 94-01819/1 


British Columbia. Ministry of Agriculture, 
Fisheries and Food. Annual report 94-01897/1 


Cadre pour l'analyse de la compétitivité du 


secteur agro-alimentaire 94-02013/1 
Canada-Manitoba soil survey : soils of the Rural 
Municipality of Hanover (Mani) 94-01939/2 


Canada-New Brunswick Cooperation Agreement 
on Agri-Food Development : protarm 
94-01759/2 


Chronologie de l'industrie laiti@re au Québec, 
1608-1992 94-01614/2 


A Consensus of the comparative costs and 
returns... 1920 acre direct seeding and 
conventional... Falher Region (Alta.) 

94-01611/1 


Crop Insurance Commission of Ontario. Annual 
report / Rapport annuel 94-01720/1 


La Culture commerciale des champignons (Ont.) 
94-01621/1 


Entente de coopération Canada/Nouveau- 
Brunswick sur le développement du secteur 
agro-alimentaire : proferme 94-01760/2 


Framework for analyzing the competitiveness of 
the agri-food sector 94-01798/1 


Maniloba agriculture yearbook 94-01654/2 


Manitoba Milk Producers’ Markeling Board. 
Annual report 94-02058/1 


Nova Scotia Dairy Commission. Annual report 
94-01709/1 


Ontario Food Terminal Board. Annual report 
94-01604/1 


Performance assessment of the tension 
infitrometer marketed by Soilmoisture 
Equipment Corp., Santa Barbara, California 

94-01622/1 


Regional Roundtable background paper, no. 4 : 
agriculture (Edmonton Metropolitan Region, 
Alta.) 94-02126/1 
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Seasonal fruit and vegetable report : annual 
summary (Ont.) 94-01777/1 


The UK food and drink packaging industry 
94-01537/1 


Varieties of grain crops for Saskatchewan 
94-01646/1 


BEHAVIOURAL SCIENCES 
Abuse of deaf students at Jericho Hill School 


(B.C.) 94-01804/1 
Academic outcomes and behavior : identifying 
quality indicators (Alta.) 94-01947/1 


Adult survivors of child sexual abuse / Les 
personnes qui ont été exploitées sexuellement 


pendant l'enfance 94-01920/1 
The Alberta Survey 1992 : sampling report 
94-02155/1 
The Alberta Survey 1993 : sampling report 
94-02154/1 


Analysis of Thompson Lightstone Survey of 
public attitudes towards multiculturalism / 
Analyse de l'enquête. 94-02034/1 


Les Canadiens et le mutticulturalisme : étude 
nationale sur les attitudes des Canadiens, 
1991 94-01532/1 


Les Comportements des Québécois en matière 
d'activités culturelles de loisir, 1989 
94-02090/1 


Enquête nationale sur l'ivresse au volant, 1988 : 


rapport technique 94-02120/1 
Multiculturalism and Canadians : attitude study, 
1991 : national survey report 94-01531/1 


The Physician's handbook : a guide to chemical 
abuse and dependency diagnosis, treatment 
and referral (Man.) 94-02029/1 


The Quiet revolution and the sex differential in 
Quebec's suicide rates, 1931-1986 94-02143/1 


COMMERCE AND ECONOMICS 
Agriculture Canada. Crop Insurance Act. Annual 


report / Rapport annuel 94-02010/1 
Alberta. Budget : a financial plan for Alberta : 

1993 update 94-01518/2 
Alberta. Government estimates : supplementary 

information : element details 94-01512/1 


Alberta Heritage Savings Trust Fund. Annual 
report 94-01508/1 


B.C.'s business and professional women's 
organizations : networking directory 94-01539/1 


British Columbia. Public accounts 94-01809/10 


British Columbia community economic 
dependencies (British Columbia Round Table 
on the Environment and the Economy) 

94-02053/1 


British Columbia Marketing Board. Annual 
report 94-01898/1 


Budget de l'Ontario 94-01815/2 


Business strategy for sustainable development : 
leadership and accountability for the ‘90s 
94-01718/2 


Cadre pour l'analyse de la compétitivité du 
secteur agro-alimentaire 94-02013/1 


Caisse de dépdt et placement du Québec. 
Annual report 94-01491/1 


Caisse de dépdt et placement du Québec. 
Financial statistics 94-01490/1 


Canada Deposit Insurance Corporation. Annual 
report / Rapport annuel 94-02052/2 


Canada-Mexico exporting guide : documents and 
regulations for exporting to Mexico 
94-02073/1 


Canada-New Brunswick Cooperation Agreement 
on Agri-Food Development : profarm 
94-01759/2 


Canada-U.S. steel trade -- Rev. 94-02050/1 


Chronologie de l'industrie laitière au Québec, 
1608-1992 94-01614/2 


Coming clean, corporate environmental 
reporting : opening up for sustainable 
development 94-01649/1 


A Consensus of the comparative costs and 
returns... 1920 acre direct seeding and 
conventional... Falher Region (Alta.) 

94-01611/1 


Coûts et revenus des entreprises de pêche du 
Québec, 1992 (RAEC 134) 94-01843/2 


Crop Insurance Commission of Ontario. Annual 
report / Rapport annuel 94-01720/1 


The Crunch : financing Ontario's social 
programs : a discussion paper 94-01743/1 


The Demand for M2", Canada Savings Bonds 
and treasury bills 94-01685/1 


Entente de coopération Canada/Nouveau- 
Brunswick sur le développement du secteur 
agro-alimentaire : proferme 94-01760/2 


Estimated costs and returns for a scallop grow- 
out enterprise (B.C.) 94-01483/1 


Europe 1992 : report of the Working Group on 
industrial and transportation equipment and 
services 94-01543/1 


Everybody's business : a forum on how 
business people can make their communities 
safer (Toronto, Ont.) 94-02068/1 


The Exchange rate and the economy : 
proceedings of a conference held at the Bank 
of Canada, June, 22-23, 1992 94-01632/7 


The Fish processing sector in Atlantic Canada : 
financial performance... [Task Force on 
Incomes and Adjustment...] 94-01860/2 


The Fish processing sector in Atlantic Canada . 
summary report [Task Force on Incomes and 
Adjustment in the Atlantic Fishery] 94-01861/1 


Four concepts to promote trade of Canadian 
housing in international markets : final report 
(CMHC) 94-02072/1 


Framework for analyzing the competitiveness ol 


the agn-food sector 94-01798/1 
Golf industry opportunities in B.C. : a discussion 

paper [with Executive summary] 94-01790/1 
Granite industry in Canada : 1993 directory / 

L'industrie du granite au Canada : répertoire 

de 1993 94-01521/1 
How to solve consumer problems : where to go 

tor help (Sask.) 94-02116/1 
In the spirit of cooperation : laying the 


foundation, 1991-93 / Vers la coopération : les 
assises sont jetées [Annual report : Council of 
Maritime Premiers] 94-02063/1 


Indicators for the sustainable management of 
tourism : report... International Working Group 
on Indicators of Sustainable... 94-01703/1 


L'industrie québécoise des pâtes et papiers : 
Situation et perspectives d'avenir 94-01528/3 


Manitoba. Credit Union Stabilization Fund. 
Annual report 94-01647/1 


Manitoba. Credit Union Stabilization Fund. 
Annual report 94-01664/1 


Manitoba. Public accounts 94-01650/4 


Manitoba Milk Producers’ Marketing Board. 
Annual report 94-02058/1 


Manitoba Superintendent of Insurance. Annual 


report 94-01927/1 
The Market for bottled drinking water in Mexico 
94-02108/1 


Market perspectives : Canadian seatood 
products [Task Force on Incomes and 
Adjustment in the Atlantic Fishery] 94-01866/1 


Market research study on the Mexican market 
for food processing and packaging equipment 
94-02111/1 


Market study for sporting goods and leisure 
products in Mexico 94-02077/1 


Market study on educational systems in Mexico 
94-02102/1 


Market study on forestry harvesting and 
woodworking equipment in Mexico 94-02104/1 


Market study on lumber and wood products 
94-02097/1 


Market study on telecommunications equipment 
and systems in Mexico 94-02079/1 


Market study on the automotive industry and 
auto parts industry in Mexico 94-02117/1 


Market study on the Mexican consumer 
products distribution system 94-02081/1 


Market study on the Mexican iron and steel 
industry 94-02105/1 


Market study on the Mexican market and 
distribution system for fish and fish products 
94-02110/1 


Market study on the Mexican market for 
building. products and materials 94-02112/1 


Market study on the Mexican market for 
computers and software 94-02101/1 


Market study on the Mexican market for 
electrical distribution equipment 94-02113/1 


Market study on the Mexican market for 
electronic components 94-02103/1 


Market study on the Mexican market for home 
and office furniture 94-02114/1 


Market study on the Mexican market for hotel 
and restaurant equipment and supplies 
94-02080/1 


Market study on the Mexican market for 
industrial process control instruments and 
equipment 94-02074/1 


Markel study on the Mexican market for 
instruments and laboratory equipment 
94-02098/1 


Market study on the Mexican market for 
“machine tools and metalworking equipment 
94-02107/1 


Market study on the Mexican market for 
materials handling equipment 94-02115/1 


Market study on the Mexican market for meat 
and livestock products 94-02109/1 


Market study on the Mexican market for 
medical equipment and supplies 94-02099/1 


Market study on the Mexican market for 
plastics production, machinery, equipment and 
resins 94-02076/1 


Market study on the Mexican market for safety 
and security related products 94-02075/1 


Market study on the Mexican pulp and paper 


market 94-02100/1 
Market study on the mining industry in Mexico 
94-02106/1 
Market study on the oil and petroleum industry 
in Mexico 94-02078/1 
Metallurgical works in Canada : primary iron 


and steel / L'activité métallurgique au Canada : 


fer et acier. 94-01655/2 
Monetary policy, uncertainty and the 

presumption of linearity 94-01612/1 
Moving into Europe [Europe 1992] 94-01550/1 


New Brunswick. Credit Unions. Annual report / 
Rapport annuel 94-01772/1 


New Brunswick Co-operatives. Annual report / 
Rapport annuel 94-01771/1 


New Brunswick small and medium-sized 
enterprises served by RPC in 1991-92 
94-02096/1 
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Non-resident ownership report (N.B.) 
94-02166/1 
North American Agreement on Labor 
Cooperation between... Canada... Mexican 
States... United States... 1993 : final draft / 
Accord... 94-01919/1 


Northwest Territories. Capital estimates 
94-01653/3 


Nova Scotia credit unions and caisse 
populaires : financial and statistical report on 


operations 94-02135/1 
Nova Scotia Dairy Commission. Annual report 
/ 94-01709/1 
Nova Scotia Liquor Commission. Annual report 
94-01702/1 


Nova Scotia Securities Commission. Annual 
report 94-01698/1 


Ontario. Comptes publics, vol. 2 : états 
financiers des sociétés de la Couronne, 


conseils, commissions 94-01660/4 
Ontario. Public accounts : financial statements 
94-01639/1 
Ontario economic outlook 94-01737/2 
Ontario Food Terminal Board. Annual report 
94-01604/1 


Ontario Securities Commission. Annual report / 


Rapport annuel 94-01658/1 
Operating costs of trucks in Canada 
94-01652/5 
Overview of economic issues in BC : slide 


presentations [Commission of Inquiry into the 
Public Service... 94-01921/2 


Premier rapport du Groupe de travail : 
environnement et fiscalité (Commission de 
l'equité fiscale) (Ont.) 94-01934/1 


Prince Edward Island. Financial report 
94-01707/1 


Rapport du Groupe de travail : les femmes el 
la fiscalité [avec Points saillants...] (Ont.) 
94-01931/1 


Rapport du Groupe de travail sur les impôts 
fonciers (Ont.) 94-01679/3 


Regional economic development authorities : a 
framework for regional community-based 
economic... [with Highlights] (Sask) 94-01665/1 


Regional Roundtable background paper, no. 2% 
regional planning for economic development 
(Edmonton Metropolitan Region, Alta.) 
94-02128/1 


Répertoire des employeurs : Péninsule 
acadienne : classification : type des industries -- 
Rév. (N.-B) 94-01754/3 


Resource access and supply continuity in the 
Atlantic fisheries [Task Force on Incomes and 
Adjustment in the Atlantic Fisheries] 

94-01852/1 


Saskatchewan Power Corporation. Northern 
Enterprise Fund. Annual report [SaskPower 
Northern...] 94-01644/1 


Saskatchewan Power Corporation. Northern 
Enterprise Fund. Annual report |SaskPower 
Northern...| 94-01645/1 


Senior management response to relocation 
advertising : a research report (N.B.) 
94-01875/1 


Stockout avoidance inventory behaviour with 
differentiated durable products 94-01686/1 


Strategic links : closing the Uruguay Round and 
renegotiating the NAFTA (C.D. Howe) 
94-02121/1 


Taux de change et économie : actes d'un 
colloque tenu à la Banque du Canada, juin 22- 
23, 1992 94-01631/8 


Tests of market efficiency in the one-week 
when-issued market for Government of 
Canada treasury bills 94-01634/1 


Tourism British Columbia : 1993/94 business 


plan 94-01896/1 
The UK food and drink packaging industry 
94-01537/1 


Vancouver Stock Exchange and Securities 
Regulation Commission : interim report (B.C.) 
94-01482/1 


Vers l'équité fiscale : un impôt minimal sur les 
sociétés en Ontario : supplément au budget de 
l'Ontario de 1993 94-01793/1 


Yukon. Capital estimates [with Capital budget 


highlights] 94-01648/2 
Yukon. Estimates : supplementary no. 2 
94-01637/1 
Yukon. Estimates : supplementary, no. 1 
94-01663/1 


CRITICAL ISSUES 


Administrative fairness of the process leading to 
the Clayoquot Sound Land Use Decision : 
public report (B.C.) 94-01791/1 


Bibliography on arms control verification : 


second update 94-02119/2 
Canada-U.S. steel trade -- Rev. 94-02050/1 
Fair taxation in a changing world : highlights : 


report of the Ontario Fair Tax Commission 
94-02007/2 


North American Agreement on Labor 
Cooperation between... Canada... Mexican 
States... United States... 1993 : final draft / 
Accord... 94-01919/1 


Report of the Task Force on Labour 
Adjustment to the Canadian Labour Force... / 
Rapport du Groupe de travail sur 
l'adaptation. 94-01969/3 


Saskatchewan provincial HIV/AIDS strategy, 


phase | 94-01602/1 
Sexual assault : victim service worker handbook 
(B.C.) 94-01524/1 
Wife assault : violence against women in 
relationships : victim service worker handbook 
(B.C.) 94-01523/1 
CULTURE, RECREATION AND 
HUMANITIES 
1990 survey of sport fishing in Saskatchewan 
94-01677/2 


Algonquin Forestry Authority (Ont.). Annual 
report / Rapport annuel 94-01643/1 


Analysis of Thompson Lightstone Survey of 
public attitudes towards multiculturalism / 
Analyse de l'enquête... 94-02034/1 


Annotated bibliography on culture, tourism and 
multicutturalism / Bibliographie commentée sur 
la culture, le tourisme... 94-02035/1 


Archives ll privée conservées au Centre 
d'archives l'Outaouais (Québec) 94-02091/1 


Archives d'origine privée conservées au Centre 
d'archives de la Côte-Nord (Québec) 
94-02092/1 


Archives écrites d'origine privée conservées au 
Centre d'archives de Québec et de Chaudière- 
Appalaches 94-02085/2 


Arts research bibliography / Répertoire des 
travaux de recherche sur les ans 
94-01615/2 


B.C. Tourism : golf resort development strategy 
94-01936/2 


Canadian Pari-Mutuel Agency. Annual report / 
Rapport annuel 94-02009/1 


Les Canadiens et le multiculturalisme : étude 
nationale sur les attitudes des Canadiens, 


1991 94-01532/1 
Chronicle of milestones in Canadian 
multiculturalism 94-01910/1 


Les Comportements des Québécois en matière 
d'activités culturelles de loisir, 1989 
94-02090/1 


Copies d'archives d'origine française (Québec) 
94-02082/6 


Cultural autonomy in the Constitution and in 
practice : the Canadian model 94-01903/1 


Culture, multiculturalism and tourism pilot 
projects and related studies : a synthesis / 
Synthèse des résultats des projets... 
94-01840/2 


Directory of historical and contemporary 
Canadians... connected with Canada from 
ethnocultural backgrounds... British or French 

94-01937/3 


Les Edifices parlementaires depuis 1792 
(Québec) 94-01839/2 


Encouraging stability and innovation to revitalize 
the horse racing industry in Saskatchewan : a 
discussion paper 94-01670/1 


Fort Walsh lieu historique national plan de 
gestion 94-01727/1 


The Golf industry in British Columbia : financial 
results and economic impacts, 1987-1990 
94-01935/2 


Institutional change strategies in response to 
multiculturalism 94-01911/1 


Making connections : report... National 
Conference on Tourism, Culture and 
Multiculturalism, April 1988 / Des Liens... 

94-02045/1 


Mother tongue : 1986 Census of Canada : 
Canada, provinces and territories : census of 
metropolitan areas / Langue maternelle... 


94-02046/2 
Multiculturalism and Canadians : attitude study, 
1991 : national survey report 94-01531/1 


Multiculturalism issues in the workplace : the 
tourism industry / Défis multiculturels dans le 
milieu du travail : l'industrie... 94-01913/1 


New Brunswick Arts Board. Annual report / 


Rapport annuel 94-01782/2 
Nova Scotia Lottery Commission. Annual report 
94-01625/1 


Ontario. Film Review Board. Annual report / 
Rapport annuel 94-01640/1 


Ontario Racing Commission. Annual statistical 
report 94-01659/1 
L'Organisation sociale à Place-Royale, 1760-1820 
(Québec) 94-02084/3 
Le Parlement du Québec : deux siècles 
d'histoire 94-01841/2 
Patrimoine muséologique au Québec : repères 
chronologiques 94-02066/2 


Une Politique de la culture et des aris : 
proposition. (Québec) 94-01835/4 


Preliminary recommendations of the B.C. 
Advisory Committee on the Status of the 
Artist, October 1993 94-01792/1 


Public Archives of Nova Scotia. Annual report 
of the Board of Trustees 94-01626/1 


Regional delivery of sport and recreation 
services in British Columbia : a discussion 
paper 94-01515/1 


Regional delivery system for sport and 
recreation services in British Columbia : a 
proposal... 94-01474/1 


Resource guide of publications supported by 
multiculturalism programs, 1973-1992 
94-01904/2 


Soldats autochtones, terres étrangères 
94-01603/1 


Strategic approaches of the National Archives 
of Canada / Orientations stratégiques. 
94-01733/1 
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Tourism and multiculturalism : impact of 
ethnocuttural attractions and events / 
Tourisme et multiculturalisme : impacts... 
94-02036/1 


Tourism British Columbia : 1993/94 business 
plan 94-01896/1 


The Value of mastering a modern/third 
language other than English or French : a 


concept paper 94-01848/1 
Western subarctic prehistory 94-01526/2 
EDUCATION 
Abuse of deaf students at Jericho Hill School 

(B.C.) 94-01804/1 
Academic outcomes and behavior : identifying 

quality indicators (Alta.) 94-01947/1 


L'Aide-enseignante en milieu scolaire (N.-B.) 
94-02021/1 


Alberta Education. Diploma examinations 


program : annual report, part 2 : examiners’ 
reports 94-01946/2 
Alternative writing assessment strategies 
94-01570/1 
Alternatives : thoughts on successful decision 
making 94-01584/3 


Après l'école : résultats d'une enquête... 
comparant les sortants. diplômés d'études 
secondaires âgés de 18 à 20 ans 94-01824/1 


Aspirations project : qualitative research report 


(Ont.) 94-01688/1 
Beyond comprehension : why ‘hard reading’ is 
too easy 94-01558/1 


A Big vat of knowledge : an overview of 
TVOntario's non-formal distance education 
courses 9$4-01575/1 


Careers and future plans of young women in 
Canada 94-02002/1 


Charting developmental paths of giftedness : 
early adolescence, girls and the social domain 
94-01561/1 


Classroom based collaborative teacher 
research : practical strategies : a mini 
workshop 94-01557/1 


Cognitive education project [with Summary 
report] (Alta.) 94-02059/5 


A Collaborative teacher evaluation model : 
teachers do make a difference (Alta.) 
94-01948/1 


Comité consultatif auprès de l'école (N.-B.) 
94-01757/1 


Creating classroom communities of literate 
thinkers 94-01566/1 


Curriculum leadership and the principalship [final 
status report] (Alta.) 94-01944/2 


Dangers, pleasures and teenage girls : a report 
on young women and sexuality 94-01999/1 


A Detailed report of educational software 
evaluations (N.S.) 94-01995/2 


Do Alberta's faculties of education graduates 
teach in Alberta schools? Results of a survey 
of recent graduates... 94-01943/1 


Early childhood initiatives : an overview / 
Sommaire des initiatives pour la petite 
enfance (N.B.) 94-01752/1 


Education indicators for the elementary and 
secondary levels (Quebec) 94-01887/1 


Education indicators for the elementary and 
secondary levels (Quebec) 94-01888/1 


Education indicators for the elementary and 
secondary levels (Quebec) 94-01889/1 


Education indicators for the elementary and 
secondary levels (Quebec) 94-01893/1 


Education indicators for the elementary and 
secondary levels (Quebec) 94-01894/1 


An Education of value for at risk students : 
possibilities for practice (Man) 94-02130/1 


Education-job mismatch among Canadian 
university graduates : implications for 
employers and educators 94-02144/1 


Educational indicators for the elementary and 
secondary levels (Quebec) 94-01892/1 


Educational quality indicators in art and 
mathematics (Alta.) 94-02060/2 


The Effect of changing demographics in a 
preservice program 94-01577/1 


Employment profile : 1991-92 graduates of 
Ontario colleges of applied arts and 
technology 94-01581/2 


Enabling our people : response to the Report 
of the Commission on Excellence in Education, 
To live and learn / Pleins feux... (NB) 
94-02123/1 


Ending the violence in adolescent girls’ lives : a 
challenge for schools and communities 
94-01998/1 


Enfance en difficulté : d'hier à demain : manuel 
d'information pour le personnel enseignant 
94-01555/1 


Enhancing, diagnosing and remediating basic 
skills through games 94-01567/1 


Etude sur les ressources humaines des 
collèges et instituts canadiens 94-01968/2 


An Evaluation of the pilot joint school food 
programs in the Toronto Board of Education 
94-01569/1 


An Exploratory investigation of resistance and 
sources of social change... computer assisted 
instruction by elementary schools 94-01573/1 


Fostering independence 94-01576/1 


Four schools, four ways of doing things : a 
Participatory approach to the development of 


school-based induction programs 94-01574/1 
Gender equity : perceptions of today’s 
adolescent women 94-02001/1 


How to develop the North York program profile 
94-01562/1 


Independent study : is it an appropriate 
Curriculum model for gifted adolescents? 
94-01568/1 


Indiar/inuit training opportunities / Possibilités de 
formation pour les Indiens et les Inuit 
94-01756/3 


Indicateurs sur la situation de l'enseignement 
primaire et secondaire (Québec) 94-01890/1 


Indicateurs sur la situation de l'enseignement 
primaire et secondaire (Québec) 94-01891/1 


The Influence of teaching experience, sex, 
marital... hierarchical position on job... school 
identification of teachers 94-01572/1 


Intense early intervention for young readers at 


risk (Alta.) 94-01945/1 
Intersubjectivity and the construction of 
knowledge 94-01565/1 


Labour market problems and mental health : a 
panel study of Canadian youth in transition 
from school to work 94-02147/1 


Leaving school : results from a national survey 
comparing school leavers and high school 
graduates, 18 to 20 years of age 94-01825/1 


The Linkages between education and 
employment in Canada and the United 
Kingdom : a comparative analysis  94-02149/1 


List of school boards in Ontario / Liste des 
conseils scolaires de l'Ontario 94-01563/1 


Maritime Provinces post-secondary programme 
profile / Programmes dans les établissements 
postsecondaires... 94-01758/1 


The Match between education and Occupation 
for immigrant women in Canada 94-02139/1 


Natural Sciences and Engineering Research 
Council of Canada. Report of the president / 


Rapport... 94-01503/2 
Natural Sciences and Engineering Research 
Council of Canada. Strategic Grants 
Program : 1993 competition / Programme... 
94-01489/1 


New Brunswick school directory / Répertoire 
des écoles 94-01788/2 


On equal terms : a directory on non-sexist 
language / D'égal à égale : lignes directrices... 
94-01583/1 


Participation of different ethnic groups in 
postsecondary education 94-01912/1 


Planning Kidscience : Ontario Science Centre 
front-end analysis 94-01582/1 


Preliminary directory of public schools in 
operation (N.S.) 94-01874/1 


Prince Edward Island School Trustees’ 


Association. Annual report 94-01877/1 
Procédures. demandes d'allocations 

supplémentaires et d'autorisations… 

commissions scolaires (Québec)  94-02163/1 


Professionalism [Federation of Women Teachers’ 
Associations of Ontario] 94-01553/1 


Progress revisited : the quality of (work)life of 
women teachers 94-01928/1 


Project self-confidence : program evaluation 
94-01560/1 


Providing effective programs for gifted students : 
examining the various administrative 
possibilities 94-01564/1 
Provincial and private school results on the 
June 1992 ministry examinations (Quebec) 
94-01740/1 


Pupil Transportation Seminar, October 14-15, 
1993 / Séminaire sur le transport scolaire... 
(N.B.) 94-01780/1 


The Quality of education and school life 
94-01997/1 


La Relance au collégial : situation au 31 mars 
1992 des diplémées... 1990-91... 
_ préuniversitaire et technique (Québec) 


94-01651/4 
The Relevance of school : what grade seven 
and eight students have to say 94-01579/1 


A Report on the methodology of Native 
transition 94-01571/1 


Repon to the AVTC-UCCB Amalgamation 
Review Committee : draft for discussion (N.S.) 
94-02133/1 


Safe crossings : guidelines for school crossings 
programs (B.C.) 94-01802/1 


School board 3 year statistics : 1989... 1990 
financial statement, 1991 board estimates 
94-01554/2 


Seeking innovation... cooperation among 
universities (Association of Universities... 
International Division : proceedings, 1992) 

94-02005/1 


Self-esteem and adolescent women 94-01996/1 


Special education : bridging the centuries : a 
resource book in special education for the 
classroom teacher 94-01556/1 


Submission of the Ontario Teachers’ Federation 
to the Government of Ontario concerning the 
Ontario Investment Fund 94-01559/1 


Summary of data from a study of provisions 
for gifted education in Ontario : a review and 
recommendations 94-01580/1 


Task Force on Distance Education and 
Technology : final report / Rapport final du 
Groupe de travail sur l'enseignement. (Man. 

94-02162/1 
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Teaching and learning : an examination of the 
teacher and the student in the Core French 
classroom 94-01578/1 


TESL '89 : of special interest : proceedings 
(TESL Ontario Conference, 1989 : Toronto, 
Ont.) S4-01551/2 


TESL "90 : reading into the future : proceedings 
(TESL Ontario Conference, 1990 : Toronto, 
Ont.) 94-01552/2 


Le Travail rémunéré des jeunes : vigilance et 
accompagnement éducatif (Québec) 94-02030/1 


The Value of mastering a moderrthird 
language other than English or French : a 
concept paper 94-01848/1 


ENERGY 


Alberta/Canada Energy Resources Research 
Fund. Annual review and final report / 
Rapport annuel... 94-01905/1 


Annotated bibliography of ENFOR biomass 
reports, 1979-1990 / Bibliographie annotée des 
rapports ENFOR sur la biomasse... (ST-X-6) 

94-01656/4 


British Columbia Energy Council. Annual report 
94-01519/1 


Development of yeast cultures for efficient 
fermentation of pentoses in cellulose 
hydrolysates (23440-19460(01SQ))  94-01990/2 

Emissions status of large woodstoves (CMHC) 

94-02158/1 

L'Energie : bilan de l'activité scientifique et 
technologique de la région de Montréal 
(Québec) 94-02067/2 


Energy and global warming (ERL 92-54(TR)) 
94-01972/1 


Energy for our future : balancing regional 
interests (Electric Energy Forum, 1993) 
94-01527/3 


Establishment of a solar heat gain coefficient 
test method (23440-09469(01SS)) 94-01988/1 


Evaluation of boiler chemical cleaning techniques 


(AECB) 94-01534/2 
Experimental evaluation of the effect of 
distortion in thermal plume models  94-01955/1 


Factors affecting the consolidation of steam 
generator sludge (AECL-10759) 94-01674/1 


Field performance of advanced technology 
woodstoves... second season... Glens Falls, 
N.Y., 1990 : final... (23440-09012(01SQ)(14SQ)) 

94-01464/1 


Formation and stability of Fe-rich precipitates in 
dilute Zr(Fe) single-crystal alloys (AECL-10798) 
94-01673/1 


Fugitive gas emissions from oil and gas wells : 
final report (23440-29072(01SQ)(006SQ) 
94-01983/2 


Hybrid electric vehicles : final report (23440- 
19625(01SQ)) 94-01992/3 


Literature search on the environmental impacts 
of tar sands operations 94-02061/2 


Microwave power optimization for carbon 
activation : final report (23440-99126(006SQ)) 
94-01981/1 


New Brunswick. Dept. of Natural Resources 
and Energy. Annual report / Rapport annuel 
94-01696/2 


Proposition tarifaire pour 1993 et 1994 (Hydro 
Québec) 94-01601/1 


Study of newsprint and other paper waste as 
a substrate for ethanol production (23440- 
09674(061)) 94-01989/2 


Study of point defect mobilities in zirconium 
during electron irradiation in a HVEM (AECL- 


ENVIRONMENT 


Apport atmosphérique de certains composés 
organiques toxiques... chimique du fleuve Saint- 
Laurent... phase II : protocole. 94-01700/1 


Apport atmosphérique de certains composés 
organiques toxiques dans la composition 
chimique du fleuve Saint-Laurent... 94-01753/1 


Apport atmosphérique de polluants inorganiques, 
bassin hydrographique du fleuve Saint-Laurent 
94-01755/2 


Assurance de la qualité dans le contrôle de la 
qualité des eaux 94-01941/5 


Business strategy for sustainable development : 
leadership and accountability for the ‘90s 
94-01718/2 


Canadian Council of Ministers of the 
Environment. Strategic overview, 1992 / Le 
Conseil canadien des ministres... 94-01729/1 


Canadian Heritage Rivers System. Annual 
report / Rapport annuel 94-01867/1 


Canadian water quality guidelines, appendices 
XIII, XIV, XV : updates, October 1993 / 
Recommandations pour la qualité... 94-01606/2 


A Clean air strategy for New Brunswick / Une 
Stratégie d'assainissement de l'air pour le 
Nouveau-Brunswick 94-02031/1 


Coming clean, corporate environmental 
reporting : opening up for sustainable 
development 94-01649/1 


The Development of soil... vol. 1 : methods and 
Strategies currently used to develop cleanup 
criteria for contaminated sites 94-01711/2 


The Development of soil cleanup... vol. 2... 
AERIS model, an aid for evaluating the 
redevelopment of industrial sites : interim 
report 94-01712/2 


The Development of soil cleanup criteria in 
Canada, vol. 3 : toxicity assessment process 
94-01713/1 


The Development of soil cleanup criteria in 
Canada, vol. 5 : development of the AERIS 
model : final report 94-01714/1 


The Development of soil cleanup criteria in 
Canada, vol. 6 : user's guide for the AERIS 
model, Version 2.1 94-01715/1 


Echantillonnage et analyse des composés 
inorganiques toxiques aéroportés, Bassin 
hydrographique du fleuve Saint-Laurent 


94-01761/1 
Emissions status of large woodstoves (CMHC) 

94-02158/1 
Energy and global warming (ERL 92-54(TR)) 

94-01972/1 


Environmental assessment : Lachine Canal 
decontamination project : summary 94-01731/1 


Environmental assessment report for the 
Burnside waste-to-energy facility (N.S.) 
94-01749/6 


Environmental dynamics of benzothiazole-based 
pesticides 94-01950/1 


Environmental effects of pesticide use for 
timber management in Ontario : final report 
94-01799/2 


Environmental impact assessment... secondary 
disinfection of drinking water, stage Ill : 
summary... (Greater Vancouver, B.C.) 

94-01599/1 


Experimental evaluation of the effect of 
distortion in thermal plume models 94-01955/1 


EXPRES : an expert system for assessing the 
fate... subsurface, phase four... verification of 
pesticide models incorporated in EXPRES 

94-01951/1 


EXPRES : an expert system for assessing the 
fate of pesticides in the subsurface 
94-01953/1 


EXPRES : an expert system for assessing the 
fate of pesticides in the subsurface, phase 2... 
development of the basic expert system 

94-01952/1 


EXPRES : an expert system for assessing the 
potential for groundwater contamination due to 
pesticides 94-01966/1 


Fraser River Estuary Management Program 
(Canada). Annual report 94-01476/1 


Fraser River Estuary Management Program 
(Canada). Annual report 94-01517/1 


General versus specific environmental concern : 
a western Canadian case 94-02153/1 


Government review of the countdown 
companies’ 1991 acid gas emissions audits 
(Ont.) 94-01541/1 


Indicators for the sustainable management of 
tourism : report... International Working Group 
on Indicators of Sustainable... 94-01703/1 


Introduction to the Yamaska River project 
94-01965/1 

Kelliher arsenic removal study (Sask.) : 

94-01689/1 


Kinetics of pesticide volatilization from the 
surface of water 94-01964/1 


Literature search on the environmental impacts 
of tar sands operations 94-02061/2 


Making environmental regulations work : AMO's 
response to the Environmental Bill of Rights 
(AMO) 94-01691/1 


Méthode de prévision des probabilités de gel et 
terminologie associée 94-02041/1 


An New Brunswick Environmental Trust Fund 


project : waste utilization opportunities : final 

report 94-01751/1 
The Nova Scotia Environment Act : discussion 

draft 94-01796/1 
The Nova Scotia Environment Act : toward a 


healthy environment and sustainable future : a 
summary 94-01818/1 


Ontario Environmental Assessment Advisory 
Committee. Annual report 94-01728/1 


Ontario Waste Management Corporation. Annual 
report / Rapport annuel 94-01638/1 


Operation of the Joint Panel on Occupational 
and Environmental Research for Uranium 
Production in Canada (AECB) 94-01549/1 


Our responsibility to the seventh generation : 
indigenous peoples and sustainable 


development 94-01717/2 
OWMC guide to hazardous waste terminology 
(Ont.) 94-01538/2 
Ozone layer dictionary / Dictionnaire de la 
couche d'ozone 94-02131/6 
Pesticide Management Program : a strategic 5- 
year plan (B.C.) 94-01544/1 


Pollution prevention planning : guidance 
document and workbook (Ont.) 


Premier rapport du Groupe de travail : 
environnement et fiscalité (Commission de 
l'equité fiscale) (Ont.) 94-01934/1 


Quality assurance in water quality monitoring 
94-01942/5 


Regional Roundtable background paper, no. 5 : 
environment and natural resources (Edmonton 
Metropolitan Region, Alta.) 94-02125/1 


Report of the Task Force on the Ontario 
Environmental Bill of Rights : supplementary 
recommendations 94-01683/1 


94-01629/3 


10801) 94-01672/1 oes ; oles hoes ise oo oS Review of Canadian programs for radioactive 
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Waste paper as a biomass feedstock (23440- comiphation of a data base for testing waste management (AECB) 94-01630/1 
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Scientific criteria document for the development 
of provincial water quality guidelines for 
chlorinated ethanes... ethylenes (Ont.) 

94-01680/2 


Sourcebook on sustainable development 
94-01719/2 


Synopsis of research conducted under the 
1992/93 Northern Contaminants Program 
94-01525/4 


Synoptic water quality survey of 
Halifax/Darmouth Metro Area lakes on April 
16, 1991 (CDR 914) 94-01628/1 


Trade and sustainable development : a survey 
of the issues and a new research agenda 
94-01716/2 


What you told us-minerals... harmony with our 
environment : executive summary [Manitoba 
Round Table on Environment... 94-01831/1 


EXTERNAL AFFAIRS 


Annual unload report, part Il : imported fruits 
and vegetables into 10 Canadian provinces / 
Rapport annuel... 94-01509/2 


Bibliography on arms control verification : 
second update 94-02119/2 


Canada-Mexico exporting guide : documents and 
regulations for exporting to Mexico 
94-02073/1 


Canada-U.S. steel trade -- Rev. 94-02050/1 


Europe 1992 : report of the Working Group on 
industrial and transportation equipment and 
services 94-01543/1 


The Exchange rate and the economy : 
proceedings of a conference held at the Bank 
of Canada, June, 22-23, 1992 94-01632/7 


Four concepts to promote trade of Canadian 
housing in international markets : final report 
(CMHC) 94-02072/1 


International Boundary Commission. Canada and 
the United States. Annual joint report / 
Rapport annuel conjoint... 94-01847/1 


International convention on the elimination of all 
forms of racial discrimination : seventh report 


of Canada 94-01826/1 
The Market for bottled drinking water in Mexico 
94-02108/1 


Market research study on the Mexican market 
for food processing and packaging equipment 
94-02111/1 


Market study for sporting goods and leisure 
products in Mexico 94-02077/1 


Market study on educational systems in Mexico 
94-02102/1 


Market study on forestry harvesting and 
woodworking equipment in Mexico  94-02104/1 


Market study on lumber and wood products 
94-02097/1 


Market study on telecommunications equipment 
and systems in Mexico 94-02079/1 


Market study on the automotive industry and 
auto parts industry in Mexico 94-02117/1 


Market study on the Mexican consumer 
products distribution system 94-02081/1 


Market study on the Mexican iron and steel 
industry 94-02105/1 


Market study on the Mexican market and 
distribution system for fish and fish products 
94-02110/1 


Market study on the Mexican market for 
building products and materials 94-02112/1 


Market study on the Mexican market for 
computers and software 94-02101/1 


Market study on the Mexican market for 
electrical distribution equipment 94-02113/1 


Market study on the Mexican market for 
electronic components 94-02103/1 


Market study on the Mexican market for home 
and office furniture 94-02114/1 


Market study on the Mexican market for hotel 
and restaurant equipment and supplies 
94-02080/1 


Market study on the Mexican market tor 
industrial process control instruments and 
equipment 94-02074/1 


Market study on the Mexican market for 
instruments and laboratory equipment 
94-02098/1 


Market study on the Mexican market for 
machine tools and metalworking equipment 
94-02107/1 


Market study on the Mexican market for 
materials handling equipment 94-02115/1 


Market study on the Mexican market for meat 
and livestock products 94-02109/1 


Market study on the Mexican market for 
medical equipment and supplies 94-02099/1 


Market study on the Mexican market for 
plastics production, machinery, equipment and 
resins 94-02076/1 


Market study on the Mexican market for safety 
and security related products 94-02075/1 


Market study on the Mexican pulp and paper 
market 94-02100/1 


Market study on the mining industry in Mexico 
94-02106/1 


Market study on the oil and petroleum industry 
in Mexico 94-02078/1 


Moving into Europe [Europe 1992] 94-01550/1 


North American Agreement on Labor 
Cooperation between... Canada... Mexican 
States... United States... 1993 : final draft / 
Accord... 94-01919/1 


Recent work in citizenship theory 94-02033/1 


Seeking innovation... cooperation among 
universities (Association of Universities... 
International Division : proceedings, 1992) 

94-02005/1 


Strategic links : closing the Uruguay Round and 
renegotiating the NAFTA (C.D. Howe) 
94-02121/1 


Taux de change et économie : actes d'un 


colloque tenu à la Banque du Canada, juin 22- 


23, 1992 94-01631/8 


Trade and sustainable development : a survey 
of the issues and a new research agenda 
94-01716/2 


Transportation implications associated with the 
Calais, Maine/St. Stephen, New Brunswick 
international border crossings 94-02017/1 


The UK food and drink packaging industry 


94-01537/1 
FISHERIES 
1990 survey of sport fishing in Saskatchewan 
94-01677/2 


1993 Atlantic groundfish management plan : 
supplementary version / Plan de gestion du 
poisson de fond de l'Atlantique 1993... 

94-01681/1 


Access and allocation, issues and principles : an 
industry perspective [Task Force on Incomes 
and Adjustment in the Atlantic Fishery] 

94-01863/2 


Atlantic halibut and Pacific halibut and their 
North American fisheries (CB 227) 
94-01949/1 


British Columbia. Ministry of Agriculture, 
Fisheries and Food. Annual report 94-01897/1 


Census, trend and status of the St. Lawrence 
beluga population in 1992 (CTR 1938) 
94-02019/1 


Changement de cap : les pêches de l'avenir : 
rapport du Groupe d'étude sur les revenus 
et l'adaptation des pêches de l'Atlantique 
94-01850/3 


Charting a new course : towards the fishery of 
the future : report... Task Force on Incomes 
and Adjustment in the Atlantic Fishery 

94-01851/3 


Collection techniques for fish ageing structures, 
Northwest Region (Ont.) 94-01797/1 


A Comparison of meiofauna available as fish 
food .on Sturgeon and Roberts Banks, Fraser 
River estuary, British Columbia (CTR 1904) 

94-01868/1 


Coûts et revenus des entreprises de pêche du 
Québec, 1992 (RAEC 134) 94-01843/2 


Data from exploratory fisheries conducted in 
the Northwest Territories, 1989-1992 (CDR 
909) 94-01695/1 


Estimated costs and returns for a scallop grow- 
out enterprise (B.C.) 94-01483/1 


Evolution. des flottes de péche du Québec, 1985- 
1992 : effectifs et débarquements (RAEC 133) 
94-01803/2 


Feasibility analysis of an integrated registration 
and reporting system [Task Force on 
Incomes and Adjustment in the Atlantic 
Fishery] 94-01865/1 


The Fish processing sector in Atlantic Canada : 
financial performance... [Task Force on 
Incomes and Adjustment...] 94-01860/2 


The Fish processing sector in Atlantic Canada : 
industry trends... [Task Force on Incomes 
and Adjustment in the Atlantic Fishery] 
94-01783/3 


The Fish processing sector in Atlantic Canada : 
summary report [Task Force on Incomes and 
Adjustment in the Atlantic Fishery] 94-01861/1 


Fish resource data from Indin Lake, Northwest 
Territories (CDR 907) 94-01694/1 


Fisheries access : licensing and registrations, 
‘ policy and statistical review, 1977-1992... [Task 
Force on Incomes and Adjustment...] 
94-01853/1 


Fisheries and Aquaculture New Brunswick. 
Annual report / Rapport annuel 94-01774/1 


Fishermen's registration and species licences : a 
longitudinal perspective, 1986-1991 [Task 
Force on Incomes and Adjustment...] 
94-01858/1 


Fishery and biological characteristics of the 
capelin in the Gulf of St. Lawrence, 1984-92 / 
Péche... (CIR 219) 94-02018/1 


Groundfish stock assessments for the west 
coast of Canada in 1992 and recommended 
yield options for 1993 (CTR 1919) 94-01784/5 


Income support for Atlantic fishermen : 
approaches and options [Task Force on 
Incomes and Adjustment in the Atlantic 
Fishery] 94-01862/1 


An Income support system for Atlantic 
fishermen : consultation paper [Task Force on 
Incomes and Adjustment in the Atlantic...] 
94-01855/1 


Individual transferable quotas and the groundfish 
fisheries of Atlantic Canada [Task Force on 
Incomes and Adjustment...] 94-01864/1 


Market perspectives : Canadian seafood 
products [Task Force on Incomes and 
Adjustment in the Atlantic Fishery] 94-01866/1 


Professionalization of fishers : foreign 
programmes [Task Force on Incomes and 
Adjustment in the Atlantic Fishery] 94-01857/2 
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Professionalization of fishers : options and 
strategies for the Atlantic fisheries [Task 
Force on Incomes and Adjustment...] 
94-01856/2 


Professionalization, certification and training of 
fishermen [Task Force on Incomes and 
Adjustment in the Atlantic Fishery] 94-01854/1 


Refrigerated and re-circulated seawater lobster 
holding system for inshore lobster boats / 
Vivier à homards avec eau... (NB) 

94-01786/1 


Resource access and supply continuity in the 
Atlantic fisheries [Task Force on Incomes and 
Adjustment in the Atlantic Fisheries] 

94-01852/1 


Size-related survival of resident salmonids from 
time of lake or river entry : evidence ... 
literature and scale evaluations (B.C.) 

94-02056/1 


Stock assessment for British Columbia herring 
in 1992 and forecasts of the potential catch 
in 1993 (CTR 1913) 94-01872/2 


The Stuart-Takla fisheries/forestry interaction 
project : study description and design (CTR 
1899) 94-01870/1 


Tidelines : an abridged edition authorized by the 
British Columbia Research Corporation (CTR 
1902) 94-01785/2 


An Updated list... fishes of British Columbia, 
and those of interest in adjacent waters, with 
numeric code designations (CTR 1918) 
94-01869/2 


Women in the Newfoundland fishery [Task 
Force on Incomes and Adjustment in the 
Atlantic Fishery] 94-01859/1 


FORESTRY 


Algonquin Forestry Authority (Ont.). Annual 
report / Rapport annuel 94-01643/1 


Analyse de quelques éléments de la production 
forestière de l'unité de gestion des Chic- 
Chocs (partie occidentale) (LAU-X-74) 

94-01588/1 


Annotated bibliography of ENFOR biomass 
reports, 1979-1990 / Bibliographie annotée des 
rapports ENFOR sur la biomasse. (ST-X-6) 

94-01656/4 


British Columbia Forest Practices Code : 
discussion paper 94-01833/1 


Les Caries de l'épinette noire dans la forêt 
boréale au Québec (LAU-X-76) 94-01873/1 


Chemical control of Lophophacidium 
hyperboreum / Contrôle chimique... (LAU-X-41) 
94-01595/1 


Climatologie des indices Forét-Météo  94-02049/2 


Culture du sapin baumier dans des champs et 
en forêt pour la production d'arbres de Noel 
(M-X-164f) 94-02028/1 


Effect of short-term storage of shoot tips from 
black spruce container seedlings... and needle 
primordia number (Ont.) 94-01794/1 


Environmental effects of pesticide use for 
timber management in Ontario : final report 
94-01799/2 


Evaluation of fungicides for control of 
Gremmeniella abietina, | : laboratory and 
preliminary field assays (LAU-X-23) 

94-01585/1 


Evaluation of fungicides for control of 
Gremmeniella abietina, Ill : results of 1978 
field assays / Evaluation... (LAU-X-46) 

94-01594/1 


First year survival and densities of 1985 
Plantations (N.B.) 94-01878/1 


Forest biomass harvesting simulation model 
(LAU-X-53e) 94-01591/2 


Forest insect and disease conditions in Canada 
94-01662/2 


Forest research program report 
Silviculture (Ont.) 


Forintek Canada Corp. Annual report 


: mixedwood 
94-01795/1 


94-01504/1 


Fraser TSA timber supply analysis (B.C.) 
94-01800/1 


Guidelines for maintaining biodiversity during 
juvenile spacing (B.C.) 94-02055/1 


Implications of full-tree harvesting for biomass 
recovery (LAU-X-50e) 94-01593/2 


L'industrie québécoise des pâtes et papiers : 
situation et perspectives d'avenir 94-01528/3 


Insectes et maladies des arbres au Canada 
94-01657/2 


Instruction for evaluating deposit of Bacillus 
thuringiensis formulas during aerial treatments 
/ Instructions... (LAU-X-54) 94-01589/1 


Modélisation de la croissance et du rendement 
des pessières noires au Québec 94-01675/2 


Okanagan TSA timber supply analysis (B.C.) 
94-01801/1 


Prévision des indices Forét-météo 94-01940/2 


Prince Edward Island. State of the forest 
report, 1980-1990 94-01764/1 


Proposed forest practices rules for British 
Columbia 94-01900/2 


Prospects for the use of forest biomass in 
Quebec (LAU-X-52e) 94-01592/1 


Public attitudes towards herbicides and their 
implications... public involvement strategy .. 
[with Executive... / avec sommaire] (Ont.) 

94-01814/3 


Pulvérisations aériennes expérimentales de 
perméthrine contre choristoneura fumirana au 
Québec en 1976 et 1977 (FPM-X-41f) 

94-01586/1 


Revelstoke TSA timber supply analysis (B.C.) 
94-01545/1 


Revue bibliographique sur Pachypappa tremulae 
(L) : un puceron des racines des plants de 
conifères en récipients (LAU-X-73)  94-01548/1 


The Stuart-Takla fisheries/forestry interaction 
project : study description and design (CTR 
1899) 94-01870/1 


Study of newsprint and other paper waste as 
a substrate for ethanol production (23440- 
09674(061)) 94-01989/2 


A Survey for gypsy moth parasites at Mont 
Saint-Hilaire and Mont Saint-Bruno, Quebec / 
Un Relevé de parasites... (LAU-X-59) 

94-01590/1 


Symposium on urban forest management within 
the Commonwealth of Nations... trees in rural 
and urban... proceedings, 1980 (N-X-202) 

94-01587/2 


Toward a national forestry science and 
technology agenda for Canada / Plan d'action 
pour... technologies forestières 94-01901/2 


Vegetation Management Alternatives Program : 
annual report (Ont.) 94-01929/1 


Vocabulaire de la mécanisation forestière 
(Québec) 94-01487/2 


Waste paper as a biomass feedstock (23440- 
19561) 94-01991/3 
HEALTH AND MEDICINE 


Aboriginal health in Canada / La santé des 
autochtones au Canada 94-01732/1 


Are you listening? Helping young people take 
action for health : stories from British 
Columbia 94-01511/1 


British Columbia. Sexually Transmitted Disease 
Control Division. Annual report 94-01926/1 


British Columbia directory : unintentional injury 
prevention programs for children and youth, 
(ages 0-24) : addendum to 1993 ed. 

94-01475/1 


Calling for a municipal option in long-term care 
(AMO) 94-01692/1 


Communities putting new directions into action 
(B.C.) 94-01485/1 


Community health status assessment of the 
Yukon 94-01687/1 


Corporation d'hébergement du Québec. Rapport 
d'activités 94-02004/1 


Devolution and decentralization of health care 
systems : a review of models (Ont.) 
94-01742/1 


Early childhood initiatives : an overview / 
Sommaire des initiatives pour la petite 
enfance (N.B.) 94-01752/1 
An Evaluation of the pilot joint school food 


programs in the Toronto Board of Education 
94-01569/1 


Families sharing the caring : summary report of 
the Task Force of Families of People with 
Mental Illness, 1993 (B.C.) 94-01480/1 


Le Femmes et la santé mentale au Nouveau- 


Brunswick : comment neutraliser les 
conséquences du sexisme : un rapport de 
recherche 94-02016/1 


Finding the way home : the report of the 
Shaughnessy Site Task Force (B.C.) 
94-01933/1 


Food for thought on primary health care (N.S.) 
94-01505/1 


The Growth in use of health services, 1977/78 
to 1985/86 (Sask.) 94-01676/3 


Guidelines for counselling after occupational 
overexposure to ionizing radiation / Lignes 
directrices sur l'assistance. (AECB) 

94-01535/1 


Health and Welfare Canada's plan of action 
1990-1995... Nairobi Forward-Looking... 
advancement of Women... annual report 

94-02051/2 


Injury facts and prevention strategies for 
children and youth in British Columbia 
94-01484/1 


Labour market problems and mental health : a 
panel study of Canadian youth in transition 
from school to work 94-02147/1 


New Brunswick. Dept. of Health and Community 
Services. Annual report / Rapport annuel 
94-01773/1 


New directions for healthcare labour relations 
in the 1990s (Sask.) 94-01520/1 


Ontario. Task Force on the Use and Provision 
of Medical Services. Final report / Rapport 
final 94-01666/1 


Operation of the Joint Panel on Occupational 
and Environmental Research tor Uranium 
Production in Canada (AECB) 94-01549/1 


The Physician’s handbook : a guide to chemical 
abuse and dependency diagnosis, treatment 


and referral (Man.) 94-02029/1 
Prenatal diagnosis in Canada, 1990 : a review 
of genetics centres 94-01845/2 


Recommendations on the designation of 


acupuncture (B.C.) 94-01808/1 
Recommendations on the designation of 
denturism (B.C.) 94-01806/1 


Recommendations on the designation of 
midwitery (B.C.) 94-01915/1 


The Report of the Caesarean Section Task 
Force (B.C.) 94-01805/2 


Report on derived working limits for surface 
contamination (AECB) 94-01547/1 
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Revised guidelines for the medical surveillance 
of radiation workers / Lignes directrices 
révisées. (AECB) 94-01522/1 


Saskatchewan Health. Laboratory and Disease 
Control Services Branch. Annual statistical 
report 94-02027/1 


Saskatchewan provincial HIV/AIDS strategy, 
phase | 94-01602/1 


Statistiques sur les cadres de la santé et des 
services sociaux (Québec) 94-02083/5 


Strategic mental health plan for British Columbia 
94-01546/1 


Technical report... presurgical admissions and 
rates of day surgery in Saskatchewan's 
twenty largest hospitals [with A summary... 
94-02026/1 


Women and mental health in New Brunswick : 
dealing with the consequences of sexism : a 
research report 94-02015/1 


Working Committee on New Employer 
Organization for the Health System 
[Commission of Inquiry...] (B.C.) 

JUSTICE AND LAW 


Alberta. Crimes Compensation Board. Annual 
report 94-01510/1 


British Columbia Council of Human Rights. 
Annual report 94-01513/1 


British Columbia Council of Human Rights. 
Annual report 94-01514/1 


British Columbia Police Management Information 
System : summary statistics 94-01810/2 


Consultation on revisions to the Young 


94-01922/2 


Offenders Act : background information... 
(N.S.) 94-01822/1 
Convention on the Rights of the Child 
94-02032/1 


Departmental Committee on Criminal Legal Aid : 
working report to the Deputy Minister of 
Justice / Comité ministériel. (NB) 

94-02000/1 


Etude du Bureau de l'ombudsman (Ont.) 
94-01813/3 


Everybody's business : a forum on how 
business people can make their communities 
safer (Toronto, Ont.) 94-02068/1 


The Future of occupational regulation in 
Manitoba : discussion paper (Manitoba Law 
Reform Commission) 94-02134/1 


Juvenile justice and youth crime in Nova 
Scotia : a research and discussion paper 
94-01821/1 


Manitoba. Office of the Chief Medical Examiner. 
Annual review / Rapport statistique annuel 
94-01883/1 


New Brunswick. Chief Coroner. Annual report / 
Rapport annuel 94-01701/1 


New Brunswick. Dept. of Justice. Annual report 
/ Rapport annuel 94-01708/1 


New Brunswick. Solicitor General. Annual report 
/ Rapport annuel 94-01704/1 


New Brunswick Police Commission. Annual 
report / Rapport annuel 94-01705/1 


Nova Scotia. Dept. of Attorney General. Annual 


report 94-01710/1 
Nova Scotia. Public Prosecution Service. Annual 
report 94-01697/1 
One step at a time : a review of the Victim 
Assistance Program : summary of 
recommendations (B.C.) 94-02057/1 


Policing services for Aboriginal peoples : a 
review of current trends and developments 
and an analysis of the impact... / Les 
services... 94-01609/2 
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La Preuve de la plainte spontanée... dispositions 
sur les agressions sexuelles au Canada : à 
quand l'égalité épistémique? 94-01734/1 


Proposals for a Land Recording and 
Registration Act for Alberta (Alberta Law 
Reform Institute) 94-01817/4 


Répertoire des documents : ministère et 
organismes provinciaux : supplément 
94-01816/2 


Report on the Cariboo-Chilcotin Justice Inquiry 
(B.C.) 94-01516/1 


Report on the rights and responsibilities of 
cohabitants... Family Law... [with Executive... / 
avec Sommaire] (Ont. Law Reform...) 

94-01608/2 


Revue des programmes de services de police 
autochtones... VII : programmes axés sur les 
besoins des victimes et des délinquants 


94-01616/1 
Revue des programmes de services de police 
autochtones, partie Ill : pour un meilleur 
accès aux services de police 94-01619/1 


Revue des programmes de services de police 
autochtones, partie IV... communications et de 
liaison avec la collectivité 94-01618/1 


Revue des programmes de services de police 
autochtones, partie V : programmes pour les 
jeunes 94-01617/1 


Revue des programmes de services de police 
autochtones, partie VI : programmes de 
prévention. consommation d'alcool et de 
drogue 94-01620/1 


What we've done, 1992-1993 : the Safe City 


Committee (Toronto, Ont.) 94-02069/1 
LABOUR 
Agir ensemble : rapport sur le développement 
(Québec) 94-01836/3 


Annuaire des syndicats ouvriers au Nouveau- 
Brunswick 94-01765/2 


Barriers to the recognition of the credentials of 
immigrants in Canada : an analysis using 
census data 94-01907/2 


Breaking new ground : human resource 
challenges and opportunities... Canadian mining 
industry [with Summary... / avec Rapport... 


94-01827/2 
Bridges and frontiers : families, women and 
work in an aging Canada 94-02145/1 


Calculation of benefits under Section 45 : a 
discussion paper (N.S.) 94-01748/1 


A Comparison of work force skills and wages 
between Ontario, Canada and selected states 
in the U.S. : a research report 94-01738/1 


Directory of labour organizations in New 
Brunswick 94-01766/2 


Do Alberta's faculties of education graduates 
leach in Alberta schools? Results of a survey 
of recent graduates... 94-01943/1 


Education-job mismatch among Canadian 
university graduates : implications for 
employers and educators 94-02144/1 


Employment discrimination against visible 
minorities and employment equity 94-01902/1 


Employment of ethnic groups in the clothing, 
textile, knitting mill, and leather industries 
94-01828/1 


Employment of ethnic groups in the federal and 
provincial governments 94-01823/1 


Employment of ethnic groups in the food and 
accommodation industries / Emploi des 
groupes ethniques dans l'industrie du 
logement... 94-01844/1 


Employment profile : 1991-92 graduates of 
Ontario colleges of applied arts and 


technology 94-01581/2 


Enquête sur la rémunération globale des 
emplois repères au Québec en 1992 
94-01812/2 


Etude sur les ressources humaines des 
collèges et instituts canadiens 94-01968/2 


Explorer de nouveaux horizons : les ressources 
humaines dans l'industrie minière. défis et 
possibilités 94-01842/2 


Four schools, four ways of doing things : a 
Participatory approach to the development of 
school-based induction programs 94-01574/1 


The Future of occupational regulation in 
Manitoba : discussion paper (Manitoba Law 
Reform Commission) 94-02134/1 


Gender, earnings and proportions of women : 
lessons from a high tech occupation 
94-02142/1 


Government training initiatives for First Nations 
/ Projets gouvernementaux... 94-01775/2 


Guidelines for counselling after occupational 
overexposure to ionizing radiation / Lignes 
directrices sur l'assistance... (AECB) 

94-01535/1 


Incentives and disincentives to work : a report 
by the National Council of Welfare 94-02008/1 


Income support for Atlantic tishermen : 
approaches and options [Task Force on 
Incomes and Adjustment in the Atlantic 
Fishery] 94-01862/1 


An Income support system for Atlantic 
fishermen : consultation paper [Task Force on 
Incomes and Adjustment in the Atlantic... 
94-01855/1 


Indiarvinuit training opportunities / Possibilités de 
formation pour les Indiens et les Inuit 
94-01756/3 


The Influence of teaching experience, sex, 
marital... hierarchical position on job... school 
identification of teachers 94-01572/1 


Labour market problems and mental health : a 
panel study of Canadian youth in transition 
from school to work 94-02147/1 


The Linkages between education and 
employment in Canada and the United 
‘ Kingdom : a comparative analysis 94-02149/1 


The Match between education and occupation 
for immigrant women in Canada 94-02139/1 


Multiculturalism issues in the workplace : the 
tourism industry / Défis multiculturels dans le 
milieu du travail : l'industrie... 94-01913/1 


New directions for healthcare labour relations 
in the 1990s (Sask.) 94-01520/1 


Non-standard work in Canada and the United 
Kingdom 94-02150/1 


North American Agreement on Labor 
Cooperation between... Canada... Mexican 
States... United States... 1993 : final draft / 


Accord... 94-01919/1 
Occupational radiation exposures in Canada 
94-01493/1 


Professionalism [Federation of Women Teachers’ 
Associations of Ontario] 94-01553/1 


Professionalization of fishers : foreign 
programmes [Task Force on Incomes and 
Adjustment in the Atlantic Fishery] 94-01857/2 


Professionalization of fishers : options and 
strategies for the Atlantic fisheries [Task 
Force on Incomes and Adjustment... 
94-01856/2 


Protessionalization, certification and training ot 
fishermen [Task Force on Incomes and 
Adjustment in the Atlantic Fishery] 94-01854/1 


Progress revisited : the quality of (work)lite of 
women teachers 94-01928/1 


Radioexpositions professionnelles au Canada 
94-01492/1 
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La Relance au collégial : situation au 31 mars 
1992 des diplémées... 1990-91... 
préuniversitaire et technique (Québec) 

94-01651/4 


Les Relations du travail en 1992 : études et 
recherches du ministère du travail (Québec) 
94-01533/1 


Report... cost effectiveness of employee benefits 
arrangements... public service and public 
sector of BC [Commission of Inquiry ...| 

94-01925/1 


Report of the HRDC Steering Committee on 
Training and Development / Rapport du 
Comité directeur du CPRH sur la formation... 

94-01607/1 


Report of the Task Force on Labour 
Adjustment to the Canadian Labour Force... / 
Rapport du Groupe de travail sur 
l'adaptation. 94-01969/3 


Report on derived working limits for surface 
contamination (AECB) 94-01547/1 


Report on executive compensation and 
compensation review processes... Commission 
of Inquiry into the Public Service... (B.C.) 

94-01924/1 


Revised guidelines for the medical surveillance 
of radiation workers / Lignes directrices 
révisées... (AECB) 94-01522/1 


Social structural factors associated with work 
hazards in the physical environment 
94-02141/1 


Submission of the Ontario Teachers’ Federation 
to the Government of Ontario concerning the 
Ontario Investment Fund 94-01559/1 


Le Travail rémunéré des jeunes : vigilance et 
accompagnement éducatif (Québec) 94-02030/1 


Women in the Newfoundland fishery [Task 
Force on Incomes and Adjustment in the 
Atlantic Fishery] 94-01859/1 


Working Committee on New Employer 
Organization for the Health System 
[Commission of Inquiry...] (B.C.) 


LIFE SCIENCES 


Analyse de quelques éléments de la production 
forestière de l'unité de gestion des Chic- 
Chocs (partie occidentale) (LAU-X-74) 

94-01588/1 


BC Health Research Foundation. Annual report 
94-01502/1 


Les Caries de l'épinette noire dans la forêt 
boréale au Québec (LAU-X-76) 94-01873/1 


Coastal wetlands habitat assessment and 
classification for northwestern British Columbia 
94-01882/2 


A Comparison of meiofauna available as fish 
food on Sturgeon and Roberts Banks, Fraser 
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Water Plant 94-01494/1 


AECB staff annual report on the Bruce A 
Nuclear Generating Station 94-01500/1 


AECB staff annual report on the Darlington 
Nuclear Generating Station 94-01498/1 


AECB staff annual report on the Pickering A 
and B Nuclear Generating Stations 
94-01497/1 


AECB staff annual report on the Point Lepreau 
Nuclear Generating Station 94-01496/1 


The Agnico-Eagle mine seismic survey (MRL 
93-009(TR)) 94-01973/1 


Analytic approximation to randomly oriented 
spheroid extinction 94-02003/1 


Antinouri Lake-Nicholas Denys : geocompilation 


project : data sheets for NTS 21 0/16a, 
northern New Brunswick 94-01787/1 
Antinouri Lake-Nicholas Denys geocompilation 
project : data sheets for NTS 21 P/12e, 
northern New Brunswick 94-01993/2 
Antinouri Lake-Nicholas Denys geocompilation 
project : data sheets for NTS 21 P/12f, 
northern New Brunswick 94-01994/2 


Antinouri Lake-Nicholas Denys FN Nr 
project : data sheets for NTS 21 P/12g, 


northern New Brunswick 94-02070/1 
Antinouri Lake-Nicholas Denys geocompilation 
project : data sheets for NTS 21 P/13b, 
northern New Brunswick 94-02071/1 
Antinouri Lake-Nicholas Denys geocompilation 
project : data sheets for NTS 21 P/13c, 
northern New Brunswick 94-02023/2 
Antinouri Lake-Nicholas Denys geocompilation 
project : data sheets for NTS 21 P/13d, 
northern New Brunswick 94-02022/1 


Antinouri Lake-Nicholas Denys Project : 
geocompilation of mineral exploration 
assessment data (NB) 94-01932/1 


Applying shallow seismic reflection methods in 
southern Ontario 94-01884/3 


An Appraisal of asynchronous parallelization 
approaches for tabu search algorithms 
94-01605/1 


BIOMINET Annual General Meeting, Edmonton, 
Alta., Aug. 26, 1992 : proceedings (SP93-1) 
94-01610/1 


Breaking new ground : human resource 
challenges and opportunities... Canadian mining 
industry [with Summary... / avec Rapport... 

94-01827/2 


British Columbia Acid Mine Drainage Task 
Force. Annual report 94-01501/1 


Canadian mines : perspective 1991 : production, 
reserves, development, exploration / Les 
mines au Canada... 94-01895/2 


CANMET. Annual report / Rapport annuel 
94-01462/1 


Characterization of heterogeneous systems... 
rock and fluid... gravity immiscible gas... 
phase Il : final... (23440-19030(01SQ)(006SQ)) 
94-01466/3 


Climate data for the northwest Atlantic : surface 
wind stresses off eastern Canada, 1946-1991 
(CDRH 123) 94-02006/2 


Climatologie des indices Forêt-Météo 94-02049/2 


Climatologie du temps violent estival au Québec 
94-02042/1 


Climatologie du temps violent estival au Québec 
94-02043/1 


Coupled wind-sea models and their impact on 
fluxes of momentum, sensible heat and latent 
heat (CTRH 149) 94-01693/2 


Cur cum TRIO? -- Rev. 94-02138/1 


Development of an artificial sill pillar design : 
final report (23440-99232(003SQ)(034SQ)) 
94-01982/3 


Development of yeas! cultures for efficient 
fermentation of pentoses in cellulose 
hydrolysates (23440-19460(01SQ)) 


Dictionnaire de la robinetterie et de la 
tuyauterie industrielles (Québec) 94-01488/4 


Directory of Polar Specialists in Canada / 
Répertoire des spécialistes polaires au 
Canada -- 2nd ed. 94-01881/4 


Dynamic network equilibrium problem formulated 
as an infinie dimensional variational inequality 


94-01990/2 


problem 94-01542/1 
Enhanced oil recovery by a miscibility 
enhancing process, part Il : optimization 


studies : final... (23440-19034(01SQ)(006SQ)) 


94-01468/2 


Enhanced oil recovery by a miscibility 
enhancing process, phase | : final report 
(23440-98266(01SQ)(006SQ)) 94-01463/2 


Establishment of a solar heat gain coefficient 
test method (23440-09469(01SS)) 94-01988/1 


Etude d'évaluation complémentaire de blocs de 
béton : faits avec un fon volume de cendres 
volantes. (23440-29163(01SQ)(015SQ) 

94-01984/1 


Etude statistique sur le facteur de 
refroidissement éolien au Québec 94-02047/1 


Evaluation of boiler chemical cleaning techniques 
(AECB) 94-01534/2 


Evaluation of electron microscope techniques for 
the description of aquatic colloids 94-01967/1 


Evaluation of extraction techniques for butyltin 
compounds in sediment 94-01957/1 


Exploration in British Columbia 94-01811/2 


EXPRES : an expert system for assessing the 
fale... subsurface, phase four... verification of 
pesticide models incorporated in EXPRES 

94-01951/1 


EXPRES : an expert system for assessing the 
fate of pesticides... phase three report : 
compilation of a data base for testing 
EXPRES 94-02062/1 


EXPRES : an expert system for assessing the 
fate of pesticides in the subsurface 
94-01953/1 


EXPRES : an expert system for assessing the 
fate of pesticides in the subsurface, phase 2... 
development of the basic expert system 

94-01952/1 


EXPRES : an expert system for assessing the 
potential for groundwater contamination due to 
pesticides 94-01966/1 


Field upgrading of heavy oil emulsions using 
low concentrations of coal at low pressures : 
final report (23440-19079(01SQ)(06SQ)) 
94-01471/2 


Flocculation of fine-grained sediment in the 


freshwater fluvial environment : a method of 

analysis 94-01956/1 
Flocculation of suspended fine-grained sediment 

in rivers 94-01961/1 


Forest biomass harvesting simulation model 
(LAU-X-53e) 94-01591/2 


Formation and stability of Fe-rich precipitates in 
dilute Zr(Fe) single-crystal alloys (AECL-10798) 
94-01673/1 


Fugitive gas emissions from oil and gas wells : 
final report (23440-29072(01SQ)(006SQ) 
94-01983/2 


A Genetic approach to the vehicle routing 
problem with time windows 94-02136/1 


Geochemical characteristics and benthic 
macrofauna biomass in... sediments of 
Annapolis... N.S., 1993 (CDR 915) 94-01627/1 


Geological Survey of Canada radiocarbon dates 
XXXI (GSC) 94-01971/1 


Geology of Adrian and Marks Townships (Ont.) 
94-01747/2 


Geology of Aguonie, Bird, Finan and Jacobson 
Townships, District of Algoma (Ont.) 
94-01744/4 


Geology of Heath Steele-Halfmile Lakes area, 
Northumberland County, New Brunswick 
94-01723/2 


Geology of Killins, Knicely and Lalibert 
Townships, District of Aigoma (Ont.) 
94-01745/2 


Geology of the Battle River coalfield, east- 
central Alberta (GSC) 94-01970/1 


Geology of the Ompa Lake area, District of 


Saul Ste. Marie (Ont.) 94-01746/2 
Granite industry in Canada : 1993 directory / 

L'industrie du granite au Canada : répertoire 

de 1993 94-01521/1 


Guidelines for counselling after occupational 
overexposure to ionizing radiation / Lignes 
directrices sur l'assistance. (AECB) 

94-01535/1 


: second generation model 
94-01954/1 


Improving oil production from horizontal wells in 
unconsolidated heavy oil... flow and sand 
control : final... (23440-19033(01SQ)(06SQ)) 

94-01467/2 


Index to non-confidential assessment reports 
(Man.) 94-01635/1 


L'industrie pharmaceutique : bilan de l'activité 
scientifique et technologique de la région de 
Montréal (Québec) 94-02087/1 


Institut de génie mécanique (Canada). Rapport 
annuel 94-01722/1 


Institute for Mechanical Engineering (Canada). 
Annual report / Rapport annuel 94-01724/2 


Interfacing a hydrologic model with the RAISON 
expert system 94-01958/1 


An Inventory of inactive quarries in the 
Paleozoic limestone and dolostone strata of 
Ontario 94-01885/3 


Investigation of effect of environmental moisture 
and temperature variation on properties of 
PMMA-polyether... (23440-09417(09SQ) 

94-01987/1 


Mechanisms of oil recovery using the 
alkalÿsurfactant/polymer process (23440-19037 
(01SQ)(06SQ)) 94-01470/1 


Metallurgical works in Canada : primary iron 
and steel / L'activité métallurgique au Canada : 
fer et acier. 94-01655/2 


Model for spectral colour variations of British 
Columbia river waters 94-01963/1 


Modélisation de la croissance et du rendement 
des pessières noires au Québec 94-01675/2 


Monthly report on geotechnical monitoring, 
Phalen 6 east top, Jan. 21, 1992 : report #1 
(MRL 93-049(TR)) 94-01974/1 


Mortality modelling with order statistics 
94-02146/1 


ice jam configuration 
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Natural Sciences and Engineering Research 
Council of Canada. Report of the president / 
Rapport... 94-01503/2 


New Brunswick. Geographic Information 
Corporation. Annual report / Rapport annuel 
94-01769/1 


New Brunswick. Mineral Resources. Annual 
review of activities : abstracts / Résumés 
94-01770/1 


New Brunswick's mineral industry 94-01725/2 


Newfoundland. Geological Survey Branch. 
Current research 94-01879/6 


Operation of thé Joint Panel on Occupational 
and Environmental Research for Uranium 
Production in Canada (AECB) $4-01549/1 


Postoptimizing equilibrium flows on large scale 
networks 94-02137/1 


Le Potentiel éolien entre Québec et 
l'embouchure du Saguenay utilisant les 
données de Québec 1984 94-02048/1 


Rapport annuel du personnel de la CCEA sur 
la centrale nucléaire Gentilly 2 94-01495/1 


Report on derived working limits for surface 
contamination (AECB) 94-01547/1 


A Review of socio-economic and biophysical 
impacts of climate change in a moist 
temperate continental climate 94-02039/1 


Revised guidelines for the medical surveillance 
of radiation workers / Lignes directrices 


révisées... (AECB) 94-01522/1 
Rock-fluids interactions in miscible gas 

processes : final report (23440- 

19036(01SQ)(06SQ)) 94-01469/1 


La Science et la technologie dans la région 
métropolitaine de Montréal : portrait statistique 
(Québec) 94-02088/2 


Simulation of horizontal wells in fractured 
reservoirs : final report (23440-19029 
(006SQ)) 94-01465/1 


STRATUS : a prototype expert system for low 
cloud forecasting 94-02038/1 


Study of point defect mobilities in zirconium 
during electron irradiation in a HVEM (AECL- 
10801) 94-01672/1 


Survol des activités industrielles, scientifiques... 
bio-alimentaire de la région métropolitaine de 
Montréal (Québec) 94-02086/2 


La Tornade de Maskinongé, août 27, 1991 
94-02040/1 


Treatment of acidic seepages using wetland 
ecology and microbiology : overall program... 
final report (23440-29217(01SQ)(015SQ)) 

94-01985/2 


Weekly report on geotechnical monitoring, 
Phalen 5 east bottom, Aug. 13, 1991 : report 
#2 (MRL 93-054(TR)) 94-01978/1 


Weekly report on geotechnical monitoring, 
Phalen 5 east bottom, Aug. 19, 1991 : report 
#3 (MRL 93-055(TR)) 94-01979/1 


Weekly report on geotechnical monitoring, 
Phalen 5 east bottom, Aug. 26, 1991 : report 
#4 (MRL 93-056(TR)) 94-01980/1 


Weekly report on geotechnical monitoring, 
Phalen 5 east bottom, Dec. 21, 1991 : report 
#6 (MRL 93-051(TR)) 94-01975/1 


Weekly report on geotechnical monitoring, 
Phalen 5 east bottom, Jan. 21, 1992 : report 
#7 (MRL 93-052(TR)) 94-01976/1 


Weekly report on geotechnical monitoring, 
Phalen 5 east bottom, Jul. 18, 1991 : report 
#1 (MRL 93-053(TR)) 94-01977/1 


What you told us-minerals... harmony with our 
environment : executive summary [Manitoba 
Round Table on Environment...] 94-01831/1 


PLANNING, HOUSING AND 
CONSTRUCTION INDUSTRY 


Analyse de l'industrie de la construction 
(Québec) 94-01829/2 


British Columbia float home standard 
94-01834/1 


County of Leduc general municipal plan 
(Edmonton, Alta.) 94-02065/2 


Design and analysis of preliminary C-2000 multi- 
residential building (M91-7/242-1993E) 
94-01986/1 


Framework for investigating building envelope 
defects (CMHC) 94-02159/1 


Land use strategy framework, goals and 
planning options : draft discussion paper (B.C.) 
94-01472/1 


Planning reform priorities : response to the 
Final report of the Commission on Planning 
and Development Reform in Ontario (AMO) 
94-01690/1 


Prince Edward Island. Island Regulatory and 
Appeals Commission. Annual report 
94-01763/1 


Project evaluation tool for community 
associations (CMHC) 


Proposals for a Land Recording and 
Registration Act for Alberta (Alberta Law 
Reform Institute) 94-01817/4 


Regional Roundtable : strategy papers 
(Edmonton Metropolitan Region, Alta.) 
94-02118/1 


Regional Roundtable background paper, no. 1 : 
growth, settlement and servicing (Edmonton 
Metropolitan Region, Alta.) 94-02129/1 


Regional Roundtable background paper, no. 2 : 
regional planning for economic development 
(Edmonton Metropolitan Region, Alta.) 

94-02128/1 


Regional Roundtable background paper, no. 3 : 
transportation and telecommunications 
(Edmonton Metropolitan Region, Alta.) 

94-02127/1 


Regional Roundtable background paper, no. 4 : 
agriculture (Edmonton Metropolitan Region, 
Ata.) 94-02126/1 


Regional Roundtable background paper, no. 5 : 
environment and natural resources (Edmonton 
Metropolitan Region, Alta.) 94-02125/1 


Regional Roundtable background paper, no. 6 : 
well-being (Edmonton Metropolitan Region, 
Alta.) 94-02124/1 


Regional Roundtable Roundup : forum summary 
(Edmonton Metropolitan Region, Alta.) 
94-02122/1 


Le Secteur canadien de l'inspection des 
bâtiments résidentiels (SCHL) 94-01726/2 


Soil gases and housing : a guide for 
municipalities / Les gaz souterrains et 
l'habitation (CMHC) 94-02161/1 


Sound transmission through floors (CMHC) 
94-02160/1 


Towards a land use strategy : land use goals 
workbook (B.C.) 94-01486/1 
PUBLIC ADMINISTRATION 


Administration municipale de la Péninsule 
acadienne -- Rév. (N.-B.) 94-01876/1 


Administrative fairness of the process leading to 
the Clayoquot Sound Land Use Decision : 


94-01667/1 


public report (B.C.) 94-01791/1 
Alberta. Budget : a financial plan for Alberta : 

1993 update 94-01518/2 
Alberta. Government estimates : supplementary 

information : element details 94-01512/1 


Bibliographie du Parlement du Québec 
fs 94-01838/2 


British Columbia. Ministry of Municipal Affairs. 
Highlights, Oct. 1992-Sept. 1993 94-01479/1 


British Columbia. Public accounts 94-01809/10 


British Columbia science and technology 
program review : individual program 
recommendations 94-01540/1 


Budget de l'Ontario 94-01815/2 


Caisse de dépôt et placement du Québec. 
Annual report 94-01491/1 


Caisse de dépôt et placement du Québec. 
Financial statistics 94-01490/1 


Constituency Boundaries Commission, 1993 : 
interim report (Sask.) 94-01938/1 


Constitutional glossary / Lexique constitutionnel 
94-02132/4 


Contracted community social services : listing of 
expenditures by funded agency for 1991-92... 
[Commission of Inquiry...] (B.C.) 94-01923/3 


The Crunch : financing Ontario's social 
programs : a discussion paper 94-01743/1 


Cultural autonomy in the Constitution and in 
practice : the Canadian model 94-01903/1 


Les Edifices parlementaires depuis 1792 
(Québec) 94-01839/2 


Etude du Bureau de l'ombudsman (Ont.) 
94-01813/3 


Fair taxation in a changing world : highlights : 
report of the Ontario Fair Tax Commission 
94-02007/2 


A General audit of Saskatchewan government 
communications : executive summary 
94-01671/1 


Government of the Yukon. Annual report 
94-01899/1 


In the spirit of cooperation : laying the 
foundation, 1991-93 / Vers la coopération : les 
assises sont jetées [Annual report : Council of 
Maritime Premiers] 94-02063/1 


Institute for Research on Public Policy. Annual 
report / Rapport annuel 94-01598/1 


Manitoba. Public accounts 94-01650/4 


New Brunswick Municipal Finance Corporation. 
Annual report / Rapport annuel 94-01768/1 


A New electoral map for New Brunswick : the 
final report of the Representation and 
Electoral... / La nouvelle carte électorale... 

94-01750/2 


Northwest Territories. Capital estimates 
94-01653/3 


Ontario. Compies publics, vol. 2 : états 
financiers des sociétés de la Couronne, 


conseils, commissions 94-01660/4 
Ontario. Public accounts : financial statements 

94-01639/1 

Ontario economic outlook 94-01737/2 


Overview of economic issues in BC : slide 
presentations [Commission of Inquiry into the 
Public Service...] 94-01921/2 


Le Parlement du Québec : deux siècles 
d'histoire 94-01841/2 


Partenaires au sein de la Confédération : les 
peuples autochtones, l'autonomie 
gouvernementale et la Constitution 94-02012/1 


Partners in Confederation : Aboriginal peoples, 
self-government and the Constitution 


94-02011/1 
Populism and the rise of the Reform Party of 
Alberta 94-02156/1 


Premier rapport du Groupe de travail : 
environnement et fiscalité (Commission de 
l'equité fiscale) (Cnt.) 94-01934/1 


Prince Edward Island. Financial report 
94-01707/1 
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Property tax and assessment in British 
Columbia : a decade of change 94-01536/1 


Quality management : an introduction (B.C.) 
94-01481/1 


Rapport du Groupe de travail : les femmes et 
la fiscalité [avec Points saillants...] (Ont.) 
94-01931/1 


Rapport du Groupe de travail sur les impôts 


fonciers (Ont.) 94-01679/3 
Recent work in citizenship theory 94-02033/1 
Référendums, 1989-1992 : bibliographie sélective 

et annotée (Québec) 94-02014/1 
Répertoire des documents : ministère et 

organismes provinciaux : supplément 

94-01816/2 


Report... cost effectiveness of employee benefits 
arrangements... public service and public 
sector of BC [Commission of Inquiry ...| 

94-01925/1 


Report on executive compensation and 
compensation review processes... Commission 
of Inquiry into the Public Service... (B.C.) 

94-01924/1 


Secretary of State of Canada. Annual report... 
respect to Official Languages / Rapport 
annuel... 94-01633/2 


Secretary of State of Canada. Annual report... 
respect to Official Languages / Rapport 
annuel... 94-01762/3 


Strategic approaches of the National Archives 
of Canada / Orientations stratégiques... 
94-01733/1 


Support for the Alberta NDP from professionals 
and managers : evidence from the Edmonton 


area and Alberta studies, 1982-92 94-02152/1 
Trends in municipal finance : final report 
(CMHC) 94-02025/2 


Updated survey of processing fees/development 
charges : area municipalities (Ottawa-Carleton, 
Ont.) 94-02165/1 


The Western Arctic claim : a guide to the 
Inuvialuit final agreement / La revendication de 


l'Arctique de l'ouest : guide... 94-01776/1 
What we've done, 1992-1993 : the Sate City 
Committee (Toronto, Ont.) 94-02069/1 


Winnipeg residential tax assessment in 1990 : 
an equitable assessed city? 94-01779/1 


Working Committee on New Employer 
Organization for the Health System 
[Commission of Inquiry...] (B.C.) 94-01922/2 


Yukon. Capital estimates [with Capital budget 


highlights} 94-01648/2 
Yukon. Estimates : supplementary no. 2 
94-01637/1 
Yukon. Estimates : supplementary, no. 1 
94-01663/1 


PUBLIC WORKS 


Energy for our future : balancing regional 
interests (Electric Energy Forum, 1993) 
94-01527/3 


Ontario Waste Management Corporation. Annual 
report / Rapport annuel 94-01638/1 


Prévision des indices Forêt-météo 94-01940/2 


Prince Edward Island. Island Regulatory and 
Appeals Commission. Annual report 
94-01763/1 


Proposition tarifaire pour 1993 et 1994 (Hydro 
Québec) 94-01601/1 
SOCIAL AFFAIRS 


Advisory Committee report on Inter-Community 
Co-operation and Community Quality of Life 


(Sask.) 94-01678/2 
Ageing and independence : overview of a 
national survey 94-01530/2 


Alberta. Crimes Compensation Board. Annual 
report 94-01510/1 


An Alternative to the life table model 
94-02148/1 


Analytical overview... literature on ethno-cultural 
community development and integration / Coup 
d'oeil sur la littérature... 94-02054/1 


Are you listening? Helping young people take 
action for health : stories from British 


Columbia 94-01511/1 
Aspirations project : qualitative research report 
(Ont.) 94-01688/1 


B.C.’s business and professional women’s 
organizations : networking directory 94-01539/1 


Bibliographie annotée sur les ethnies et les 


média au Canada 94-01930/1 
Bridges and frontiers : families, women and 
work in an aging Canada 94-02145/1 


British Columbia directory : unintentional injury 
prevention programs for children and youth, 
(ages 0-24) : addendum to 1993 ed. 

94-01475/1 


Careers and future plans of young women in 


Canada 94-02002/1 
Census results : selected comparisons (Calgary, 
Alta.) 94-02164/1 


Charting developmental paths of giftedness : 
early adolescence, girls and the social domain 
94-01561/1 


The Civic participation of visible minorities in 
Canadian society : framework and issues for 
research and analysis 94-01909/2 


Connditre ses clients et leurs besoins guide 
pratique d'analyse de besoins (Québec) 
94-01478/4 


Consultation on revisions to the Young 
Offenders Act : background information... 
(N.S.) 94-01822/1 


Contracted community social services : listing of 
expenditures by funded agency for 1991-92... 
[Commission of Inquiry...] (B.C.) 94-01923/3 


Convention on the Rights of the Child 
94-02032/1 


Coordinated home care program, phase 1 : 
94-01730/3 


evaluation report (N.S.) 
Dangers, pleasures and teenage girls : a repori 
on young women and sexualiy 94-01999/1 
Detailed ethnicity data, 1986 census : Canada, 


provinces, territories and CMAs / Tableaux 
détaillés d'origine ethnique... 94-01849/2 


Deux Québec dans un : rapport sur le 
développement social et démographique 
94-01837/2 


Directory of historical and contemporary 
Canadians... connected with Canada from 
ethnocultural backgrounds... British or French 

94-01937/3 


Early childhood initiatives : an overview / 
Sommaire des initiatives pour la petite 
enfance (NB) 94-01752/1 


Employment discrimination against visible 
minorities and employment equity 94-01902/1 


Employment of ethnic groups in the federal and 
provincial governments 94-01823/1 


Employment of ethnic groups in the food and 
accommodation industries / Emploi des 
groupes ethniques dans l'industrie du 

ment... 94-01844/1 


Ending the violence in adolescent girls’ lives : a 
challenge for schools and communities 
94-01998/1 


Un Essai de classification des pays 
industrialisés suivant le profil de la mortalité 
violente des personnes âgées 94-01684/2 


Evolution of northern housing policy  94-01778/1 


Fécondité et politiques familiales en Scandinavie 
depuis 1960 (Québec) 94-01886/2 


Le Femmes et la santé mentale au Nouveau- 
Brunswick : comment neutraliser les 
conséquences du sexisme : un rapport de 
recherche 94-02016/1 


Forum’92 : the active living alliance for 
Canadians with a disability, Fredericton, N.B., 
June 25-27, 1992 / Comptes rendus... 

94-01880/1 


Four concepts to promote trade of Canadian 


housing in international markets : final report 
(CMHC) 94-02072/1 
Four variations of family violence : a review of 


sociological research / Quatre aspects de la 
violence familiale : étude... 94-01721/1 


A Framework for marketing ethnocultural 
communities and festivals : executive summary 
/ Plan cadre pour le marketing... 94-02044/1 


Gender and violence in the mass media 
94-01624/1 


Gender equity : perceptions of today’s 
adolescent women 94-02001/1 


Gender, earnings and proportions of women : 
lessons. from a high tech occupation 
94-02142/1 


A Guidebook on life tenancy options (CMHC) 
94-02157/1 


Les Habitations pour personnes âgées en perte 
d'autonomie : échange d'expériences Montréal, 
Qué., nov. 1991 : compte rendu 94-01636/2 


Health and Welfare Canada's plan of action 
1990-1995... Nairobi Forward-Looking... 
advancement of Women... annual report 

94-02051/2 


The Impact of supported housing on a 
downtown homeless population (CMHC) 


94-02024/2 

Les Indicateurs de la qualité de l'habitat : leçons 
de l'expérience d'enquête Montréalaise 

(Québec) 94-02094/1 


Injury facts and prevention strategies for 
children and youth in British Columbia 
94-01484/1 


International convention on the elimination of all 
forms of racial discrimination : seventh report 
of Canada 94-01826/1 


Juvenile justice and youth crime in Nova 
Scolia : a research and discussion paper 
94-01821/1 


Labour market problems and mental health : a 
panel study of Canadian youth in transition 
from school to work 94-02147/1 


Localisation des populations immigrées et 
ethnoculturelles au Québec 94-02089/2 


The Match between education and occupation 
for immigrant women in Canada 94-02139/1 


Mortality modelling with order statistics 
94-02146/1 


The NACA position on women's life-course 
events / La position du CCNTA sur les 
événements de la vie des femmes dinées 

94-01613/2 


Nativity and mortality in Canada, 1985-1987 
94-02140/1 


Nova Scotia. Senior Citizens’ Commission 
directory 94-01699/1 


On equal terms : a directory on non-sexist 
language / D'égal à égale : lignes directrices... 


94-01583/1 
Ontario New Home Warranty Program. Annual 
report 94-01906/1 


Participation of different ethnic groups in 
postsecondary education 94-01912/1 


Population projections of ethnic groups in 
Canada to the year 2016 94-01846/2 
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Predicting old age mortality in Canada 
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